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PREFACE. 


WHEN  a  previous  treatise  by  the  author  was  published  under 
the  title  of  "The  Mechanical  Engineering  of  Power  Plants," 
it  was  suggested  by  one  of  his  most  gifted  critics  that  the  title 
should  be  amended  because  the  book  did  not  cover  the  pbwer- 
plant  practice  which  uses  gas-engines. 

The  point  was  well  taken,  but  the  omission  was  intentional. 
To  have  included  the  gas-engine  would  have  made  that  book 
inconveniently  bulky.  Furthermore,  the  treatment  of  the  gas- 
engine  must  be  essentially  different  from  that  given  to  the  steam- 
engine,  and  at  that  time  the  state  of  the  art,  both  practically 
and  scientifically,  did  not  admit  of  the  preparation  of  a  satis- 
factory and  exhaustive  discussion.  Since  that  time,  however, 
there  has  grown  up  a  largely  increased  appreciation  of  the  fuel 
value  of  what  were  called  the  waste  gases  from  the  blast-furnace, 
and  a  wider  extension  of  the  manufacture  of  fuel  gas  in  producers. 
The  gas-engine  has  been  extensively  applied  in  the  departments 
of  electric  lighting,  and  of  compression,  both  of  air  and  gas.  It 
is  since  that  time  also  that  there  has  appeared  the  exacting  de- 
mand for  motors  for  self-propelled  vehicles  and  for  small  launches, 
so  that  it  has  become  possible  to  undertake  that  for  which  the 
time  was  not  ripe  when  the  criticism  was  made.  There  was, 
at  that  time,  little  distinctively  American  practice  to  be  studied, 
but  the  principal  work  had  been  done  in  England,  Germany, 
and  Belgium.  The  introduction  by  Daimler  of  the  high-speed 

gas-engine   and   the   immediate   development   which   this   class 
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of  motor  received  in  France  for  motor-vehicle  use,  has  greatly 
stimulated  the  work  upon  this  class  of  machine  in  all  depart- 
ments. Furthermore,  the  development  of  the  carburetor  and 
the  recognition  of  the  significance  of  carburation  as  a  process  in 
the  handling  of  liquid  fuels,  enormously  widened  the  scope  and 
field  for  the  internal-combustion  motor.  In  fact,  in  the  opinion 
of  the  writer,  the  development  of  this  particular  detail  draws 
a  broad  line  of  distinction  between  the  former  and  present 
practice  which  marks  in  effect  an  epoch  of  the  development 
of  the  art. 

By  the  term  gas-engine  is,  therefore,  meant  the  internal- 
combustion  engine,  whether  using  gas  manufactured  without 
the  motor  and  delivered  to  it  as  combustible  gas,  or  making  its 
own  gas  by  carbureting  air  on  its  way  to  the  combustion- cham- 
ber. 

The  author  believes  that  a  very  important  field  is  open  for 
development  of  small  gas  producers  operating  on  coal  in  com- 
bination with  the  internal- combustion  engine  which  they  are  to 
serve.  It  will  be  apparent  that  by  either  the  liquid-fuel  system 
of  carburetting  air,  or  by  the  producer  system,  the  gas-engine 
reaps  all  the  advantages  which  follow  from  getting  rid  of  the 
boiler  and  its  plant  as  details  of  the  steam-generation  system 
whether  in  stationary,  marine,  or  motor-vehicle  practice. 

The  plan  and  scope  of  the  treatise  will  be  apparent  on  in- 
spection. The  starting-point  must,  obviously,  be  the  liberation 
of  the  energy  resident  in  fuels  in  the  form  of  heat  and  the  con- 
version of  that  heat  energy  into  mechanical  energy  with  the 
physical  laws  and  mathematical  principles  which  are  involved 
in  such  transformation.  The  cycle  of  operations  which  the  heat 
medium  undergoes  in  transforming  heat  energy  into  mechanical 
work  next  follows,  and  the  types  of  motor  in  which  these  trans- 
formations occur  with  gas,  gasoline,  kerosene,  and  alcohol  as 
sources  of  the  combustible  hydrocarbon.  The  succeeding  chap- 
ters open  up  the  details  of  mechanically  effecting  the  mixture  of 
fuel  and  air  for  the  internal  combustion  which  is  desired,  and 
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the  methods  of  carburetting,  igniting,  and  governing.  The 
chapter  on  manipulation  is  intended  to  be  of  service  to  users  of 
engines  of  this  class,  although  as  a  rule  the  unsatisfactory  work- 
ing of  such  engines  is  the  consequence  of  defective  ignition,  car- 
buration  or  mixture,  already  discussed,  rather  than  the  con- 
sequence of  the  methods  of  manipulation.  This  part  concludes 
with  a  brief  presentation  in  compact  form  of  the  results  in  economy 
and  performance  as  determined  by  test. 

The  final  chapters  treat  of  the  mathematical  analysis  of  the 
laws  and  principles  whose  action  has  been  discussed  in  the  first 
part.  By  the  mathematical  form  of  this  analysis  it  becomes 
easy  to  use  the  results  of  the  analysis  in  a  quantitative  way  for 
a  comparison  of  cycles  or  with  a  view  to  studying  the  effects 
of  varying  these  cycles.  So  far  as  known,  this  part  of  the  work  is 
the  most  complete  treatment  which  has  yet  been  made,  and  it 
is  hoped  it  will  leave  little  to  be  desired  by  those  who  would 
find  a  study  of  this  sort  serviceable,  since  it  is  believed  to  be 
practically  exhaustive.  Especial  attention  should  be  called  to 
the  formula  for  theoretical  mean  effective  pressure.  The  de- 
velopment of  the  Otto  cycle,  by  reason  of  the  investment  of  capi- 
tal for  this  purpose,  has  thrown  into  comparative  obscurity  the 
important  possibilities  offered  by  the  other  type  of  internal- 
combustion  engines  in  which  the  heating  takes  place  at  constant 
pressure  rather  than  at  constant  volume.  A  chapter  is  given  to 
a  brief  treatment  of  this  particular  form  of  engine,  but  it  will 
be  apparent  that  this  is  the  opening  of  a  door  at  this-  time  rather 
than  the  entering  upon  a  full  treatment.  If  the  continuous 
rotative  type  of  motor  is  to  be  developed  for  the  direct  utiliza- 
tion of  the  heat  energy  from  combustion,  it  is  likely  to  appear 
in  the  development  of  this  class  of  cycle.  But  at  this  time  the 
state  of  the  art  does  not  justify  the  giving  of  more  space  than  is 
allotted. 

The  book  concludes  with  some  general  statements  concern- 
ing explosive  mixtures,  an  historical  summary  and  a  brief  bibli- 
ography. 
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The  author,  in  conclusion,  must  express  his  obligation  and 
indebtedness  to  the  work  of  previous  writers  for  the  results  and 
data  which  they  have  made  as  contributions  to  the  arts  and 
sciences  whose  applications  have  developed  the  gas-engine. 
References  to  the  sources  from  which  these  data  are  taken  will 
be  found  through  the  text  or  in  the  titles.  He  would  express 
his  particular  obligation  to  Dr.  Charles  E.  Lucke,  who  is  asso- 
ciated with  him  in  the  work  of  education  and  research,  and  from 
the  result  of  whose  work  with  his  permission  he  has  made  very 
liberal  drafts.  The  cyclic  analysis  in  Chapter  XVII  was  made 
by  Dr.  Lucke  while  a  graduate  student  under  the  author's  direc- 
tion, but  the  work  is  so  marked  by  originality  and  industry  in 
the  prosecution  of  its  detail  that  Dr.  Lucke  should  receive  the 
full  credit  which  it  deserves  and  which  the  author  is  very  glad 
to  take  this  occasion  to  ascribe.  Dr.  Lucke  has  also  contributed 
much  of  signal  value  in  the  way  of  quantitative  experimental 
and  practical  data,  the  results  of  research  and  tests  in  the  labora- 
tory. The  author  would  express  his  thanks  also  to  Prof.  R.  H. 
Pernald  of  St.  Louis,  to  Mr.  T.  J.  Foster  of  Scranton,  and  to  Mr. 
E.  P.  Ingersoll,  and  others  to  whom  he  is  indebted  for  permission 
to  make  use  of  serviceable  illustrations  which  have  already  ap- 
peared elsewhere. 

No  attempt  has  been  made  to  enter  upon  the  field  of  the  design 
of  the  gas-engine  considered  as  a  machine.  This  field  of  engine 
design  has  been  so  admirably  covered  by  others  with  respect 
to  the  steam-engine  and  the  same  principles  of  design  apply  so 
readily  to  the  gas-engine  with  the  necessary  modifications  intro- 
duced by  differences  in  principle,  that  this  subject  has  been  dis- 
regarded in  the  present  treatment.  The  exception  is  the  treat- 
ment of  the  cylinder  volume  as  a  derivative  from  the  transforma- 
tion of  heat  energy  into  mechanical  work  which  may,  perhaps, 
be  found  serviceable. 

F.  R.  HUTTON. 
COLUMBIA  UNIVERSITY, 

NEW  YoRK7 
September,  1903. 
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CHAPTER  I. 

INTRODUCTORY. 

1.  Sources  of   Motor  Energy. — There   are   three   important 
sources  of  force  or  energy  for  industrial  uses.     The  first  is  known 
as  muscular  force  and  is  that  which  resides  in  the  contractile 
tissue  of  the  muscles  in  man  and  animals.     The  second  is  the 
force  of  gravity  and  is  the  force  by  which  the  earth  attracts  all 
masses  towards  its  centre.     The  third  is  a  group  of  forces  which 
become  manifest  or  are  released  upon  chemical  reactions  such 
as  occur  in  combustion  or  oxidation;    the    two  most  important 
manifestations  of  these  are  the  forces  of  electricity  and  of  heat. 

2.  The  Limitations   of  Muscular    Force   and   the   Force   of 
Gravity. — There  are  certain  fixed  limits  set  to  the  amount  of 
energy  which  can  be  made  available  from  any  single  unit,  either 
of  men  or  of  animals. 

While  this  limit  will  vary  with  the  muscular  endowment  of 
the  individual,  and  further  with  his  temperament,  his  training, 
his  health,  his  size,  his  race,  and  his  species,  it  will  be  obvious 
that  large  powers  can  only  be  obtained  by  aggregating  many 
such  units.  This  is  inconvenient  and  costly,  but  even  more  than 
this,  a  definite  limit  is  set  by  the  endurance  of  the  animal  unit, 
which  must  have  periods  of  rest  and  recuperation.  The  speed 
of  such  units  is  also  limited  by  the  ability  of  the  animal  motor 
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to  maintain  his  maximum  effort  for  any  length  of  time.  There 
is,  finally,  no  considerable  reserve  of  energy  in  storage  to  be 
drawn  upon  in  case  the  resistance  should  be  temporarily  in- 
creased. 

The  force  of  gravity  becomes  available  for  motor  u^es  when 
a  weight  or  mass  is  lifted  to  a  higher  level  and  is  permitted  to 
descend  to  a  lower  one.  Solid  weights  are  only  serviceable 
when  lifted  by  some  other  mechanical  force;  water  and  air  are 
the  only  weights  which  are  otherwise  lifted,  independent  of  man, 
to  a  distance  farther  from  the  centre  of  the  earth.  Water  is 
lifted  by  the  sun  in  vapor,  to  be  deposited  on  the  high  levels  of 
the  land,  whence  it  seeks  to  descend  again  to  the  tide-water  levels ; 
the  winds  which  drive  wind-motors  are  caused  by  the  descent 
of  the  cold  air  from  upper  levels  of  the  atmosphere  to  the  lower 
levels  by  reason  of  its  greater  weight  per  unit  of  bulk  which  tends 
to  displace  the  air  which  has  been  warmed  by  the  earth.  It  is 
obvious,  therefore,  that  gravity,  as  a  motor  force,  is  dependent 
upon  the  availability  of  higher  levels  of  land  at  which  a  sufficient 
mass  of  water  can  be  accumulated;  and  an  adequate  reservoir 
in  any  particular  region  or  an  adequate  flow  from  a  source, 
together  with  an  available  difference  of  level,  are  necessary  con- 
ditions for  the  use  of  water-motors.  With  respect  to  windmills, 
it  must  as  yet  be  said  that  while  there  is  an  abundance  of  energy 
present  in  the  atmospheric  ocean,  at  the  bottom  of  which  all  the 
industries  of  the  earth  are  carried  on,  yet  the  reliability,  capacity, 
and  controllability  which  must  attach  to  a  satisfactory  industrial 
motor  are  not  found  in  most  places.  The  exceptions  are  where 
windmills  may  be  used  for  pumping  or  to  store  some  other  form 
of  energy  in  accumulators  or  otherwise,  to  be  given  out  as  required. 

This  same  series  of  difficulties  has  beset  the  successful  appli- 
cation of  the  energy  stored  by  the  winds  and  other  disturbances 
in  the  waves  of  the  ocean.  Tide-motors  depend  upon  the  lifting 
of  the  ocean  level  by  stellar  or  planetary  attractions  and  are 
reliable  and  controllable  within  the  limits  of  their  capacity. 
They  are  only  made  of  large  capacity  at  great  cost.  The  types 
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of  motors  so  far  proposed  to  utilize  either  the  impact  of  ocean 
waves  or  the  lifting  force  of  the  continuous  wave  near  the  coast 
have  not  proved  reliable  nor  permanent  enough  for  engineers  to 
venture  to  adopt  or  install  them  as  a  source  of  continuous  energy. 

It  will  be  apparent  that  since  it  is  the  energy  of  the  sun  which 
lifts  the  water  to  higher  levels  of  land  and  which  disturbs  the 
equilibrium  of  the  strata  of  air,  there  is  a  figurative  sense  in 
which  both  water-motors  and  windmills  can  be  called  heat- 
motors  in  the  last  reduction. 

3.  Importance  of  Motor  Energy  Derivable  from  Heat. — 
It  will  be  at  once  apparent  that  while  the  energy  resident  in 
falling  water  is  most  serviceable  and  is  destined,  doubtless,  to 
become  more  so  as  the  means  of  transmitting  energy  are  im- 
proved, yet  there  are  many  causes  which  make  the  form  of  motor 
utilizing  the  energy  liberated  in  the  form  of  heat  to  be  by  far 
the  most  considerable.  The  energy  due  to  falling  water  is,  with  a 
few  notable  exceptions,  limited  in  amount  both  by  the  weight 
available  and  by  the  height  of  the  fall.  The  weight  available 
becomes  uncertain  when  by  reason  of  diminishing  rainfall  the 
amount  of  water  received  upon  any  watershed  becomes  dimin- 
ished. In  the  case  of  the  energy  derived  from  the  combustion  of 
a  fuel  furnishing  heat,  there  is  stored  an  amount  of  available 
energy  limited  only  by  the  supply  of  such  combustible  fuel. 
The  energy,  moreover,  is  in  compact  bulk,  and  in  the  form  of 
compressed  gas  or  in  the  liquid  fuels  it  is  of  comparatively 
light  weight  with  respect  to  the  amount  of  energy  which  it  can 
furnish.  For  these  reasons  the  importance  of  the  study  of  heat- 
motors  is  very  great  under  the  present,  conditions  of  industry, 
and  the  exceeding  convenience  which  attaches  to  the  gas-engine 
as  a  means  of  utilizing  the  energy  of  combustible  fuel  has  been 
continually  receiving  increased  consideration. 

While  it  is  not  difficult  to  believe  that  the  near  future  may 
reveal  methods  for  generating  or  liberating  energy  directly  from 
a  fuel  in  the  form  of  electromotive  force  and  current,  and  this 
is  now  done  where  the  chemical  reactions  in  the  various  electrical 
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batteries  release  such  force  and  current,  yet,  at  this  writing,  the 
importance  and  extent  of  the  applications  of  such  methods  place 
them  in  the  field  of  the  physicist  and  the  experimenter  rather 
than  in  that  of  the  engineer  concerned  with  industrial  problems. 

4.  Analysis  of  a  Power-plant. — The  industrial   result   in   a 
power-plant  is  the  production  of  something  which  shall  have  a 
commercial   or   salable    value.     This   may   be   a   manufactured 
article  or  it  may  be  the  transportation  of  persons  or  of  goods  for 
industrial  purposes,  or  for  pleasure,  for  which  the  community 
shall  be  willing  to  pay.     It  will  be  apparent,  therefore,  that  the 
last  link  in  a  power-generating  chain  will  be  as  extensive  as  the 
entire  field  of  industry.     The  transmission  to  the  machines  or 
appliances  which  utilize  the  energy  is  also  a  field  of  wide  extent 
which  will  be  greatly  conditioned  by  the  purpose  for  which  the 
power  is  to  be  used.     For  these  reasons  it  also  may  be  excluded 
from  the  present  field  of  consideration  and  attention  paid  only 
to  the  problems  connected  with  the  liberation  of  the  energy  or 
the  generation  of  the  power  in  a  device  or  appliance  which  is 
fitted  to  receive  the  energy  liberated  from  the  combustible  fuel 
and  manifested  in  the  form  of  a  force  exerted  through  a  space. 
The   problem   of   the   heat-engine,    therefore,    has    two    distinct 
divisions.     The  first  is  the  liberation  of  the  heat  energy  and  its 
transfer  to  a  medium  capable  of  exerting  mechanical  energy. 
The  second  division  is  the  motor  or  engine  to  receive  this  mechan- 
ical energy  and  to  put  it  into  usable  form.     The  development 
in  the  subsequent  chapters  will  follow  the  lines  of  these  two 
divisions. 

5.  Media  for  Use    in  Heat-engines. — In   the   selection  of  a 
medium  to  receive  the  energy  liberated  from  a  source  of  heat  it 
will  be  apparent  that  the  considerations  are  both  scientific  or 
physical,    and    commercial    or    practical.     The    first    and    most 
obvious  phenomenon .  which  occurs  upon  the  increasing  of  the 
heat  energy  in  a  body  is  an  increase  in  its  bulk  or  volume.     The 
gases  undergo  the  greatest  change  in  bulk  or  volume  for  a  given 
increase  in  their  amount  of  heat  energy,  and  would  naturally 
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be  those  which  would  be  first  chosen  as  media.  While  solids 
and  liquids  also  undergo  a  similar  dilatation,  it  is  less  in  extent, 
although  capable,  within  the  range  of  such  dilatation,  of  exerting 
a  force  of  much  greater  intensity.  By  the  use  of  gases  which 
change  their  shape  or  figure  very  easily  within  a  containing 
envelope,  and  which  have  small  density  or  weight  per  cubic 
foot,  the  flow  of  such  media  through  pipes  and  passages  is  more 
rapid  and  is  less  affected  by  friction  or  other  resistance.  Among 
the  media,  they  will  be  found  to  differ  among  each  other  accord- 
ing to  the  ease  with  which  different  materials  will  pass  from  the 
gaseous  state  into  a  liquid  form.  Steam,  which  is  the  result  of 
evaporating  water  into  a  gas,  is  the  most  convenient  example 
of  such  media  as  change  their  state  easily  within  the  limits  which 
are  within  convenient  reach.  Other  such  media  are: 

Ammonia  (NH3) ; 

Acetone  (C3H6O) ; 

Alcohol  (C2H6O); 

Bisulphide  of  carbon  (CS2) ; 

Chloride  of  carbon  (CC14) ; 

Chloroform  (CHCla): 

Ether  (C4H10O) ; 

Naphtha  and  gasoline  (C6H14  to  C8H18). 

These  have  the  advantage  of  making  the  change  from  liquid 
to  vapor  at  temperatures  lower  than  is  necessary  for  steam,  but 
are  open  to  the  serious  objections  on  the  practical  side  that 
they  are  costly  and  require  to  be  operated  in  such  a  form  of  engine 
as  shall  permit  that  after  the  use  in  the  motor  proper  the  escaping 
vapor  shall  be  condensed  back  to  liquid  so  as  to  be  used  over 
again  continuously.  They  are  also  open  to  objections  either 
by  reason  of  an  offensive  or  pungent  odor,  or  because  they  are 
inflammable  or  explosive,  or  produce  some  physiological  effect 
on  the  human  organism.  Some  are  poisonous  and  irrespirable. 
These  are  competitors  with  steam  as  a  medium  rather  than  with 
air. 
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Air,  on  the  other  hand,  as  a  medium  is  cheap,  safe,  odorless, 
innoxious,  non-inflammable,  and  very  accessible.  It  has  the 
advantage,  furthermore,  of  being  able  to  be  used  with  a  direct 
contact  with  the  flame  which  is  a  manifestation  of  the  liberation 
of  the  heat  energy,  which  the  others  are  not  capable  of  doing. 
The  importance  of  the  air  as  a  medium  is,  therefore,  sufficient 
to  make  it  possible  to  confine  the  present  treatment  to  those 
forms  of  energy  which  are  conveniently  imparted  to  air,  and  to 
those  forms  of  motors  which  utilize  the  expansive  force  incident 
to  such  heated  air.  References  to  discussions  of  other  media  will 
be  found  in  other  treatises  for  those  who  may  desire  to  pursue 
this  particular  department  more  fully.* 

6.  Sources  of  Heat  Energy. — In  seeking  for  a  source  of  heat 
energy  for  utilization  in  a  power-plant,  it  is  apparent  that  the 
same  sort  of  circumstances  must  govern.  The  source  of  heat 
must  be  conveniently  accessible,  cheap,  and  must  contain  large 
reserves  of  heat  in  a  small  bulk.  While  the  oxidation  of  all 
chemical  substances  is  accompanied  with  the  liberation  of  heat, 
there  are  certain  of  them  in  which  this  liberation  occurs  with  the 
most  convenient  rapidity.  These  substances  are  carbon  and 
hydrogen  in  their  usual  natural,  or  combined  forms.  These 
occur  in  nature  in  solid  form,  as  coal,  coke,  or  wood;  in  liquid 
form,  as  oils;  and  in  gaseous  form  either  natural  or  manufactured. 
It  will  be  apparent  in  the  later  treatment  that  for  many  reasons 
the  liberation  of  energy  by  the  combustion  or  oxidation  of  gas 
is  by  far  the  most  convenient,  so  far  as  the  motor  itself  is  con- 
cerned and  the  plant  as  a  whole.  It  may  be  desirable,  when 
the  fuel  is  in  solid  form,  to  convert  it  artificially  into  gas  by  a 
gas-making  process  and  use  it  in  that  form  rather  than  in  its 
natural  state.  For  the  purpose  of  this  treatise  the  source  of  heat 
will  be  taken  as  a  gas  and  its  process  of  liberation  will  be  the 
burning  of  this  gas  with  the  necessary  proportion  of  air  whereby 
the  energy  of  the  ignited  gas  is  imparted  to  raise  the  heat  energy 
of  the  air.  The  liquid  fuels  can  be  treated  and  considered  as 

*  See  Button's  "Heat  and  Heat  Engines,"  Chapters  IX  and  XXI. 
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operating  in  a  manner  identical  with  that  of  gas,  inasmuch  as 
in  their  practical  utilization  the  liquid  fuel  is  injected  in  a  finely 
divided  state  into  the  air  and  is  ignited  in  this  vaporous  or 
atomized  condition,  when  it  behaves  exactly  as  the  gas  would, 
so  far  as  the  effect  in  liberating  energy  is  concerned. 

7.  Internal-combustion  Method  of  Heating  Air  as  a  Medium. 
—The  energy  liberated  from  a  gas,  or  an  oil,  or  a  solid  fire, 
by  its  combustion,  may  be  imparted  to  the  air  as  a  medium  by 
three  different  methods: 

I.  The  fire  may  be  placed  on  one  side  of  a  metallic  wall 
through  which  the  heat  of  the  fire  must  pass  to  heat  the  mass 
of  gas  on  the  other  side  of  the  wall.     This  plan  may  be  called 
the  external  heating  system.     It  is  the  method  used  in  the  steam- 
engine,  so  far  as  imparting  the  energy  of  the  fire  to  the  water 
and  steam  in  the  boiler  is  concerned,  and  is  the  method  which 
is  followed  in  the  ordinary  hot-air  engine  of  the  Ericsson  or 
similar  types. 

II.  The  second  method  is  that  whereby  a  solid  mass  heated 
by  the  fire  is  afterwards  removed  from  the  fire  and  brought  into 
contact  with  the  mass  of  gas  to  which,  by  contact  and  radiation, 
it  imparts  a  part  of  its  energy.     This  is  even  less  effective  than 
the  preceding  system,  but  may  be  called  a  combination  of  the 
external  and  internal  heating  systems. 

III.  The    third,  or   internal- combustion,   system  is  to  have 
the  fire  enclosed  in  a  vessel  and  maintained  in  activity  by  the 
mass  of  the  gas  itself,  which  receives  directly  and  without  an 
intervening  mass  the  heat  energy  from  that  fire.     In  this  case, 
obviously,  the  gas  must  be  such  as  to   furnish   the   necessary 
oxygen   for    this    internal    combustion,    and   of   course,    of   all, 
heated  air  is  the  most  convenient  for  this  class  of  operation. 

This  last  system,  the  internal-combustion  system,  is  by  far 
the  most  effective,  since  any  system  depending  upon  heating  air 
or  any  gas  by  contact  with  a  solid  at  a  high  temperature  must 
necessarily  be  slow;  it  requires  that  the  gas  be  in  thin  layers  or 
films,  and  large  masses  of  gas  have  to  be  handled  with  corre- 
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spending  bulk  or  weight  of  the  heating  surface.  For  effective 
transfer  the  hot  walls  must  be  hotter  than  the  receiving  medium, 
and  the  difference  of  temperature  must  be  so  great  that  it  is  diffi- 
cult to  find  a  material  for  the  solid  which  does  not  rapidly  dete- 
riorate from  the  high  heat. 

The  heating  of  the  medium  by  internal  combustion  has  been 
effected  either  with  coal,  with  oil,  or  with  gas.  The  methods 
used  might  be  tabulated  as  follows: 

I.  With  the  use  of  coal  as  a  source  of  heat. 

(a)  Air  is  passed  through  a  coal  fire  and,  after  having  effected 
the  combustion  of  the  coal  and  become  heated,  the  air  passes  to  the 
working  cylinder  of  the  motor,  where  it  exerts  its  expansive  force. 
The  names  connected  with  this  system  are  Cayley,  Genty,  Shaw. 

(b)  A  coal  fire  is  moved  through  an  enclosed  mass  of  air. 
(System  of  Lord.) 

II.  Using   a   liquid   fuel   not   vaporized   before   entering  the 
cylinder  of  the  motor. 

(c)  The  enclosed  air  in  the  motor  behind  the  piston  acts  as 
a  quiet  atmosphere  supporting  the  combustion  of  a  jet  of  oil. 
(Diesel.) 

(d)  The  air  is  caused  to  move  past  a  burner  and  in  passing 
it  supports  the  piston  and  the  heated  products  pass  on.     (Wil- 
cox,  Brayton,  Nordberg  &  Shadall.) 

(e)  Oil  is  forced  by  a  pump  into  a  hot  chamber  vaporized 
therein  by  the  heat  and  is  then  brought  into  contact  with  the  air. 
The  proportions  of  fuel  and  air  are  so  maintained  as  to  make 
the  resulting  gaseous  mixture  practically  explosive,  so  that  the 
combustion  propagates  itself  through  the   mixture.     (Hornsby, 
Capitaine,  Mietz  &  Weiss.) 

III.  Using  gas  or  oil  which  has  been  previously  vaporized. 
(/)  An  enclosed  mass  of  atmospheric  air  supports  the  com- 
bustion of  a  quiet  jet  of  gas-flame.     (Diesel  and  Gibbs.) 

(g)  Air  in  motion  passes  a  fixed  gas-flame  and  becomes  heated 
by  it.  This  is  the  method  of  most  of  the  atmospheric  engines, 
such  as  Wilcox,  Weiss,  and  the  Otto  Atmospheric. 
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(h)  Air  mixed  with  gas  in  explosive  proportions  is  caused  to 
pass  a  point  where  combustion  is  localized.  (Brayton,  Schmid, 
and  Beckfeld  and  Reeve.) 

(i)  Air  mixed  with  gas  in  such  proportions  that  a  flame  will 
propagate  itself  throughout  the  mass  is  enclosed  in  a  chamber 
and  while  at  rest  is  inflamed  by  being  locally  ignited.  To  this 
class  belong  the  Otto,  Priestman,  Nash,  Westinghouse,  and  nearly 
all  existing  internal-combustion  engines. 

The  present  treatment  will  confine  itself  to  the  systems  using 
oil  or  gas,  by  reason  of  the  fact  that  where  solid  fuel  is  used  the 
presence  of  corrosive  products  of  combustion  from  solid  fuel  and 
the  injury  to  the  cylinder  and  moving  parts  by  the  dust  and  ashes 
from  such  fuel  have  removed  engines  of  this  type  from  competi- 
tion with  those  using  the  more  convenient  form  of  the  fuel.  System 
i  includes  the  engines  which  may  properly  be  called  "explosive" 
engines,  since  a  flame  at  one  point  of  the  mixture  is  expected  to 
propagate  itself  throughout  it.  Those  in  system  h  are  properly 
"  non-explosive,"  since  the  combustion  is  localized  and  the  gases 
are  in  motion  when  heated.  Engines  in  this  latter  class  may  be 
continuous  non-explosive  (Reeve)  or  intermittent  non-explosive 
(Diesel). 


CHAPTER  II. 

LIBERATION  OF  HEAT   ENERGY. 
COMBUSTION. 

8.  Introductory. — It  has  been  observed    in    the    preceding 
chapter    that    the    convenient    and    accessible    sources    for    the 
energy  due  to  heat  compelled  the  engineer  to  have  recourse  to 
the  combustion  of  the  elements  carbon  and  hydrogen  in  the  oxygen 
of  the  atmospheric  air.     While  heat  appears  as  a  transformation 
of  mechanical  energy  in  friction,  impact,  abrasion,  attrition,  and 
in  overcoming  electrical  resistances,  these  sources  are  excluded 
when  the  object  sought  is  heat,  which  may  itself  be  transformed 
into  mechanical  energy.     The  hydrogen  and  carbon  are  stored  in 
the  earth  as  the  result  of  processes  of  creation  and  distillation 
under  conditions  of  heat  and  pressure  in  geological  periods.     In 
order  that  this  energy  may  be  released  and  made  available,  con- 
ditions favorable  to  the  necessary  rapid  oxidation  must  be  estab- 
lished.    This  process  of  rapid  oxidation,  accompanied  with  the 
liberation  of  heat  and  light,  is  called  combustion.     While  oxygen 
combines  with  many  of  the  metals  or  bases  or  elements,  as  well 
as  with  carbon  and  hydrogen,  these  are  either  too  costly  to  serve 
as  convenient  sources  for  heat,  or  else  the  process  of  oxidation  is 
so  slow  that  sufficient  heat  cannot  be  derived  from  the  process 
in  any  practicable  length  of  time. 

9.  Combustion.     Flame.     Smoke.     Incomplete    Combustion. 
— Combustion  may  be  denned  as  a   combination  with  oxygen 
which  takes  place  with  sufficient  rapidity  to  be  accompanied  by 
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the  phenomena  of  light  and  heat.  In  the  combustion  of  a  solid 
fuel  it  appears  to  be  necessary  to  raise  the  surface  of  the  solid 
particles  of  that  fuel  to  a  temperature  at  which  the  carbon  and 
hydrogen  which  it  contains  shall  be  distilled  on  that  surface  and 
form  into  a  gas ;  in  other  words,  the  oxygen  of  the  air  cannot  unite 
with  a  solid,  but  that  solid  must  first  be  gasified  before  chemical 
combination  can  begin.  Similarly  with  a  liquid  fuel  it  must  either 
be  so  finely  divided  as  to  be  a  mist  or  to  constitute  an  atmosphere 
loaded  with  a  vapor  of  combustible  material.  Even  then  the 
gas  must  be  raised  to  a  temperature  of  ignition,  in  order  that 
combustion  may  begin. 

A  flame  is  a  current  of  hot  gas  carrying  with  it  solid  particles 
at  such  a  temperature  as  to  glow  or  give  out  heat  and  light. 
These  solid  particles  may  be  combustible  or  they  may  be  mechan- 
ically suspended  in  the  gas  and  glowing,  but  inert  so  far  as  the 
generation  of  heat  is  concerned.  When  these  particles  are  com- 
bustible and  the  temperature  of  the  current  is  sufficiently  high 
they  will  glow  and  burn  until  they  become  entirely  gas,  and  dis- 
appear. In  the  absence  of  solid  particles,  a  current  of  hot  gas 
the  result  of  complete  union  with  oxygen  which  would  be  called 
complete  combustion  would  be  colorless  and  invisible.  The 
temperature  of  the  current  of  flame  is  measured  by  the  degree 
of  incandescence  of  these  particles.  When  they  are  intensely 
white  they  are  in  their  hottest  condition.  A  yellow  flame  is 
cooler,  and  a  red  flame  is  still  cooler.  A  flame  usually  results 
when  the  supply  of  oxygen  at  the  point  where  combustion  began 
was  not  quite  sufficient,  or  the  temperature  not  sufficiently  ele- 
vated to  produce  a  complete  combustion  of  the  fuel  at  the  point 
where  such  combination  began.  A  flame  is  much  the  most 
efficient  means  of  heating  a  solid  by  radiation.  The  complete 
combustion  in  the  necessary  mass  of  air  produces  the  highest 
possible  temperature  at  the  time  and  place  of  such  union. 

The  word  incandescence  strictly  used  refers  to  a  condition 
of  heat  accompanied  by  light  as  an  evidence  of  great  heat  energy, 
but  without  chemical  action.  The  word  incandescence,  how- 
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ever,  is  often  extended  to  include  the  condition  in  which  the  chem- 
ical action  is  relatively  slow  while  the  heat  intensity  is  high. 

Smoke  is  a  current  of  hot  gas  carrying  with  it  solid  particles 
of  carbon  which  are  not  hot  enough  to  ignite  and  burn,  or  which 
have  been  cooled  below  the  temperature  required  for  such  com- 
bustion. The  term  smoke  is  often  applied  to  currents  of  gas 
carrying  with  them  tarry  or  other  matter  in  a  finely  divided  state. 
Such  a  current  has  all  the  appearance  of  a  smoke,  but  differs  from 
it,  inasmuch  as,  if  it  were  brought  up  to  a  sufficient  temperature, 
it  would  ignite  and  burn.  A  true  smoke,  carrying  particles  of 
lampblack,  cannot  be  so  treated,  since  the  lampblack  is  only 
capable  of  ignition  at  temperatures  considerably  above  those 
which  can  be  brought  about  except  in  the  electrical  arc  or  with 
the  oxyhydrogen  blowpipe.  These  conditions  make  it  apparent 
that  to  prevent  smoke  is  the  best  that  the  engineer  can  do,  and 
that  there  is  no  such  thing  as  smoke  consumption.  It  is  one  great 
advantage  of  the  combustion  of  gas  and  finely  divided  oil,  that 
the  conditions  of  smokeless  combustion  are  much  more  easily 
attained  than  with  the  combustion  of  solids.  The  gas  does  not 
require  distillation  by  heat  and  there  are  no  solid  particles  in 
a  gas  which  is  a  true  chemical  mixture.  In  the  combustion  of 
such  a  gas  it  will  happen  that  not  infrequently  with  an  inade- 
quate supply  of  oxygen  and  too  low  a  temperature  the  carbon 
will  separate  in  the  form  of  soot  or  lampblack.  Thorough 
mixture  of  the  gas  and  oxygen  and  high  temperature  will 
diminish  this  difficulty  from  the  deposition  of  carbon. 

Incomplete  combustion  is  the  union  of  carbon  with  oxygen 
to  form  a  compound  which  upon  combination  with  the  necessary 
additional  oxygen  in  the  presence  of  heat  will  burn  to  the  final 
state  in  which  the  products  of  such  combustion  are  incom- 
bustible. 

The  usual  form  of  this  incomplete  combustion  is  the  burning 
of  carbon  to  carbon  monoxide  (CO),  which  will  burn  to  carbon 
dioxide  or  carbonic  acid  (CO2)  upon  the  supply  of  the  necessary 
additional  oxygen  and  heat.  If  the  carbon  escapes  from  the 
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apparatus  in  use  without  being  completely  burned,  there  is, 
obviously,  a  loss  of  available  energy. 

10.  Ignition.  Explosion.  Propagation  of  Flame.  —  In 
order  that  the  gas  distilled  from  the  solid  fuel  or  derived  from 
any  source  should  begin  its  combination  with  oxygen  it  is  neces- 
sary that  it  should  be  set  fire  to.  This  means  that  the  mixture 
of  oxygen  and  gas,  or  either  in  the  presence  of  the  other,  shall  be 
raised  to  a  temperature  at  which  chemical  combination  shall  be 
possible.  This  beginning  of  chemical  union  is  called  ignition 
and  can  usually  be  effected  most  conveniently  by  bringing  a 
flame  or  an  incandescent  solid  into  contact  with  the  mixture 
whereby  a  part  of  it  shall  be  raised  to  the  temperature  required. 
The  passage  of  an  electricaj^fpark  through  the  mixture  will  effect 
this  ignition  also.  If  thj^riixture  is  sufficiently  intimate  and  jn 
proper  proportions,  the  ignition,  beginning  at  one  point  by  flame 
or  spark  or  incandescence,  will  propagate  itself  through  the  mass 
and  the  entire  mixture  will  become  ignited.  If  the  mixture  is 
not  intimate  and  there  is  not  the  proper  amount  of  oxygen,  or 
if  the  temperature  of  the  flame  is  low  by  reason  of  the  poor  quality 
of  the  gas,  the  flame  may  not  propagate  itself  through  the  entire 
mass  and  the  combustion  will  be  incomplete. 

If,  on  the  other  hand,  the  mixture  be  rich  in  combustible, 
the  propagation  of  the  chemical  combination  through  the  mass 
may  be  so  rapid  as  to  be  practically  instantaneous.  When  this 
occurs  the  expansion  of  the  volume  of  the  mixture  due  to  this 
rapid  combustion  will  occur  with  a  suddenness  which  makes  it 
concussive,  and  such  an  ignition  or  propagation  of  the  ignition 
through  the  mass  is  called  an  explosion.  The  noise  which  is 
commonly  attached  to  an  explosion  is  a  secondary  phenomenon 
resulting  from  the  concussive  character  of  the  expansion  of  the 
heated  mass.  It  may  either  be  an  impact  of  the  air,  as  in  the 
case  of  a  powerful  electrical  discharge  among  the  clouds,  or  it 
may  be  the  reaction  of  forces  in  a  solid  mass,  as  in  the  detonation 
of  rock  disrupted  by  explosives.  An  explosive  is  a  solid  or  liquid 
having  this  property  of  intensely  rapid  propagation  of  its  ignition 
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coupled  with  a  copious  supply  from  itself  of  the  necessary  oxygen 
for  the  required  chemical  combination  to  take  place  without  draw- 
ing that  oxygen  at  the  slow  rate  which  would  occur  when  the 
oxygen  was  furnished  by  the  air. 

When  the  problem  of  ignition  is  applied  to  a  gaseous  fuel, 
it  will  appear  that  there  are  several  ways  in  which  the  gas  and 
the  oxygen  may  be  brought  together  for  ignition  and  combustion 
and  that  each  method  may  constitute  a  class. 

Class  I.  Gas  issuing  from  an  orifice  into  a  supporting  at- 
mosphere and  where  all  the  oxygen  for  combustion  is  derived 
from  that  atmosphere. 

This  first  class  of  combustion  is  very  imperfect,  so  that  only 
low  temperatures  result,  while  large  excesses  of  oxygen  are  re- 
quired over  what  is  chemically  necessary.  It  is  this  very  im- 
perfection which  causes  the  efficiency  of  the  ordinary  gas-jet 
as  a  source  of  light.  The  unequal  distances  travelled  by  mole- 
cules of  gas  before  reaching  the  place  where  they  can  find  and 
combine  with  the  necessary  oxygen  gives  the  flame  a  volume, 
i.e.,  a  certain  portion  of  space  is  filled  with  the  flame.  In  the 
study  of  combustion,  as  the  origin  of  heat,  this  class  is  of  no. 
importance. 

Class  II.  Gas  mixed  with  oxygen  insufficient  in  quantity  for 
its  combustion  or  for  the  formation  of  an  explosive  mixture,, 
issuing  into  a  supporting  medium  from  which  all  necessary  addi- 
tional oxygen  is  derived. 

Mixing  the  oxygen  with  the  gas,  previously  to  heating  for 
ignition,  as  in  Class  II,  is  a  direct  aid  to  nature,  eliminating  the 
hunting  process  of  Class  I,  or,  at  any  rate,  reducing  it,  and  making 
necessary  only  the  heating  to  the  ignition  temperature  to  cause 
combustion.  This  is  shown  in  the  immediate  shortening  of  the 
flame  over  that  of  the  previous  class,  and  its  loss  of  luminosity, 
while  still  retaining  the  volume  character  of  the  flame.  It  is. 
the  principle  of  the  Bunsen  burner,  and  the  large  class  of  appa- 
ratus which  follow  it  for  use  in  furnaces,  heaters,  cooking-stoves^ 
and  for  heating  water  in  steam-carriages. 
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In  most  of  these  the  mixture  of  air  with  the  fuel  is  made  by 
causing  a  jet  of  gas  to  impinge  on  a  mass  of  air,  some  of  which 
is  carried  along  with  the  air  under  the  double  influence  of  gas 
friction  and  the  heated  top  of  the  burner,  whence  the  mixture 
issues. 

Combustion  of  Class  II  is  characterized  by  the  fact  that 
there  is  an  actual  volume  of  flame;  the  flame  is  hotter  than  in 
Class  I,  which  means  that  for  a  given  flame  volume  either  more 
gas  is  burned  or  the  products  of  combustion  are  less  diluted; 
the  flame  is  less  luminous  and  not  of  uniform  color  throughout 
its  volume. 

An  infinite  variety  of  details  of  arrangement  in  the  exit  and 
mixing  of  the  air  and  gas  may  be  devised  with  varying  results 
for  special  cases,  but  it  is  true  of  all  of  them  that,  though  the 
combustion  be  very  perfect  and  the  amount  of  heat  generated 
large,  yet  there  is  always  a  "flame  volume,"  indicating  a  struggle, 
as  it  were,  on  the  part  of  the  gas  and  air  in  their  final  combus- 
tion. The  combustion,  though  approaching  perfection  in  many 
cases,  is  rendered  so  only  by  the  use  of  a  large  excess  of  the 
oxygen  chemically  required  giving  oxidizing  products  of  com- 
bustion. 

Class  III.  Gas  mixed  with  oxygen  in  quantities  insufficient 
for  complete  combustion,  but  sufficient  for  the  formation  of  an 
explosive  mixture,  issuing  from  an  orifice  into  a  supporting 
atmosphere,  from  which  all  necessary  additional  oxygen  is  to  be 
derived. 

Class  IV.  Gas  mixed  with  oxygen  in  just  sufficient  quantities, 
for  combustion,  issuing  from  an  orifice  into  any  sort  of  atmos- 
phere. This  sort  of  mixture  may  be  called  a  "chemical"  mix- 
ture. 

Class  V.  Gas  mixed  with  oxygen  in  such  quantities  as  to 
form  an  explosive  mixture,  but  with  insufficient  oxygen  for  com- 
plete combustion,  burned  in  a  mass  by  a  single  explosion. 

Class  VI.  Gas  mixed  with  oxygen  in  chemical  proportions,, 
burned  by  a  single  explosion  in  mass. 
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It  is  only  when  the  gas  and  air  are  previously  mixed  com- 
pletely and  uniformly  in  the  proper  chemical  proportions 
that  non-reducing,  non-oxidizing  products  of  combustion  are 
obtained,  and,  since  none  of  the  heat  goes  to  warm  excesses 
of  oxygen  or  of  fuel,  the  temperature  of  these  products  must  be 
the  highest  possible.  Combustion  of  this  sort  is  flameless,  or, 
rather,  what  flame  there  is  is  without  volume,  having  only  length 
and  breadth  without  thickness,  and  is,  in  fact,  a  surface. 

Such  combustion  is  governed  by  laws  quite  different  from 
those  under  which  the  classes  already  noted  operate,  and  it  is 
to  the  combustion  of  chemical  and  other  explosive  mixtures 
that  attention  may  for  the  present  be  mainly  devoted. 

Consider  first  the  class  mentioned  as  Class  VI,  in  which  a 
mass  of  chemical  mixture — i.e.,  gas  and  its  needed  oxygen — 
is  confined  in  a  chamber.  If  inflammation  be  provoked  at  any 
point  of  the  mass,  it  will,  by  self-propagation,  finally  and  suc- 
cessively inflame  the  whole  mass.  This  is  the  first  and  funda- 
mental principle  of  this  sort  of  combustion.'  The  investigation 
of  this  propagation  of  inflammation  by  such  men  as  Davy,  Bun- 
sen,  Mallard  and  LeChatelier,  Berthelot,  and  others  has  shown 

that: 

(a)  In  any  mixture  the  rate  cf  propagation  is  constant  for  a 
given  temperature  before  inflammation. 

(b)  The  rate  of  propagation  for  such  mixtures  varies  with 
different  combustibles,  being,  for  example,  very  fast  for  hydro- 
gen and  slow  for  marsh-gas. 

(c)  The  rate  of  propagation  increases  with  the  temperature  of 
the  mixture  before  inflammation. 

(d)  The  combustion  is  visible  by  reason  of  a  flame-cap,  or 
deep-blue  film   of  flame,  which   travels  through  the  mass,  and 
which,  at  any  instant,  completely  separates  all  the  burned  from 
the  unburned  mixture. 

This  uniformity  of  velocity  of  inflammation  would  indicate 
that  in  a  mass  where  inflammation  had  started  at  a  point,  the 
flame-cap,  or  surface  of  combustion,  exists  at  any  instant  on  the 
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surface  of  a  sphere  whose  radius  is  proportional  to  the  time 
elapsed. 

All  this  has  been  assumed  so  far  to  take  place  in  a  large  mass  of 
gas.  If,  however,  the  enclosing  vessel  be  given  special  forms, 
certain  other  characteristics  are  brought  out.  One  which  is  of 
interest  is  the  fact  that,  when  the  enclosing  vessel  is  a  cylinder, 
or  prism,  in  which  the  combustion  surface  travels  with  its  centre 
on  the  axis,  the  velocity  becomes  affected  by  reduction  of  cross- 
section,  and  that  there  will  always  exist  for  every  such  mixture 
an  area  of  cross-section  so  small  that  the  self-propagation  ceases. 
This  has  been  explained  by  saying  that  the  walls  carried  off 
heat  so  fast  that  the  small  flame-cap  could  not  generate  heat 
enough  to  keep  itself  above  the  temperature  of  ignition.  Davy 
secured  the  same  effect  by  using  his  screen  of  wire  gauze,  which, 
if  interposed  in  the  path  of  the  combustion  surface,  instantly 
cooled  the  same  sufficiently  to  prevent  the  ignition  of  the  mixture 
on  the  other  side,  provided,  of  course,  the  temperature  of  the 
gauze  itself  is  sufficiently  low. 

When  a  neutral  diluent  gas,  such  as  N  or  CO2,  is  added 
to  a  chemical  mixture  arranged  for  the  above-discussed  com- 
bustion, its  effect  is  to  reduce  the  rate  of  propagation,  though 
not  in  conformity  with  any  law  yet  discovered.  Of  course  there 
will  be  a  point  when  so  much  of  the  neutral  gas  is  present  that 
combustion  is  impossible,  but  no  reliable  data  are  at  hand  on 
this  point,  and  the  same  conditions  often  give  widely  varying 
results. 

While  large  quantities  of  a  neutral  gas  may  be  added,  with- 
out affecting  the  combustion  except  to  decrease  the  rate  of  prop- 
agation, a  dilution  by  a  comparatively  slight  amount  of  oxygen 
will  prevent  it  altogether.  An  excess  of  gas,  it  has  been  found, 
will  act  within  certain  limits  like  the  presence  of  a  neutral  gas.. 
By  far  larger  amounts  of  fuel  than  of  oxygen  may  be  present  in 
excess  without  arresting  combustion. 

In  Class  V,  where  explosive  mixtures  are  burned  in  mass, 
the  mixtures  having  excess  of  fuel,  the  combustion  is  possible 
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within  quite  wide  limits,  with  no  other  effect  than  varying  the  rate 
of  propagation.  In  fact,  a  great  deal  of  it  appears  to-day  in 
gas-engines.  While,  of  course,  in  these  engines  the  proper  chem- 
ical mixture  should  be  invariably  used,  they  are  seldom,  if  ever, 
constructed  to  maintain  this  properly,  and,  as  a  slight  excess  of 
oxygen  will  completely  prevent  inflammation,  the  error  is  always 
made  on  the  other  side;  sooty  exhausts  bear  testimony  to  this. 
The  gas-engine  also  gives  evidence  of  the  fact  that  neutral  gases 
decrease  the  rate  of  propagation,  for  in  some  two-cycle  engines 
it  is  impossible  to  get  a  vertical  combustion  line  on  the  indicator- 
diagram  with  a  fixed  ignition,  except  at  very  slow  speeds — about 
50  revolutions  per  minute.  This  is  due  entirely  to  the  presence 
of  exhaust-gases  in  excessive  quantities  as  diluents  to  the  charge. 

Some  of  the  principles  above  noted  as  belonging  to  masses  of 
mixture  at  rest  will  make  clearer  the  nature  of  the  problem  of 
combustion  of  the  same  mixtures  when  in  motion  issuing  from 
an  orifice. 

It  has  been  found  in  this  latter  case  that  a  mixture  of  gas  and  air 
in  proportions  which  would  be  explosive  if  it  were  quiescent  in 
a  chamber  can  be  burned  with  perfect  safety  from  a  nozzle, 
provided  the  rate  of  outflow  of  the  mixture  from  that  nozzle 
is  slightly  in  excess  of  the  rate  at  which  propagation  of  the  flame 
would  occur  in  that  mixture.  A  cap  of  flame  forms  at  a  distance 
from  the  nozzle  which  will  vary  with  the  velocity  of  efflux. 
When  that  velocity  of  efflux  exceeds  the  rate  of  propagation,  the 
flame  will  retreat  farther  and  farther  from  the  nozzle  until  it 
becomes  extinguished  by  the  lowering  of  temperature  due  to 
the  surrounding  medium.  The  flame  has  blown  itself  out.  On 
the  other  hand,  if  the  velocity  of  efflux  decreases,  the  flame  will 
approach  the  nozzle,  and  if  it  is  allowed  to  fall  sufficiently,  the 
flame  will  run  back  into  the  nozzle  itself  and  thus  back  into  the 
stationary  mixture  in  the  containing  vessel,  which  will,  by  the 
propagation  property  which  it  possesses,  result  in  an  explosion. 
Some  further  facts  on  the  treatment  of  this  class  of  combustion 
will  be  presented  in  Chapter  XIX. 
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SPONTANEOUS  COMBUSTION  is  a  phenomenon  which  has  been 
observed  where  the  absorption  of  oxygen  by  a  body  of  porous 
character  may  become  sufficiently  rapid  so  that  the  temperature 
due  to  this  chemical  combination  shall  raise  the  combustible 
up  to  the  point  at  which  flaming  will  begin.  It  were  better  if 
this  action  were  called  spontaneous  ignition.  The  conditions 
favorable  for  it  are  the  presence  of  a  readily  oxidizable  body, 
distributed  in  a  finely  divided  state  over  or  through  some  material 
whereby  a  great  surface  is  exposed  to  action  by  oxygen.  Oily 
rags  and  greasy  cotton  waste  fill  these  conditions,  and  both  are 
particularly  liable  to  spontaneous  ignition.  If  the  heat  of  oxida- 
tion can  be  conducted  off  as  fast  as  it  is  generated,  spontaneous 
ignition  is  less  likely  to  occur,  but  as  a  rule  the  porosity  which 
exposes  a  large  surface  to  oxidation  is  unfavorable  to  the  transfer 
of  the  heat.  Capillary  action  may  also  act  to  help  the  rapid 
oxidation  process. 

ii.  Oxygen  and  Air  Required  for  Combustion.  Air  Re- 
quired for  Combustion  of  Carbon.  —  Since  combustion  is  the 
chemical  union  of  oxygen  with  the  combustible  elements,  it  must 
take  place  according  to  the  laws  of  chemical  combinations,  and 
the  weights  of  air  for  each  element  will  be  those  which  will  furnish 
the  oxygen  weight  demanded  by  the  relations  of  the  atomic 
weights  in  the  chemical  compounds  which  are  formed. 

Atmospheric  air  contains  oxygen  and  nitrogen  in  the  follow- 
iny  proportions,  at  a  temperature  of  melting  ice : 

By  Weight.  By  Volume. 

Oxygen o .  236  o .  213 

Nitrogen o .  764  o .  787 


i .  ooo  i .  ooo 


Whence  a  given  quantity  of  air  weighs  \W-  =  4-25  times  the 
weight  of  the  oxygen  which  it  contains,  and  \ViL==I-3I  times 
the  weight  of  the  nitrogen  which  it  contains. 

By  volume  a  given  quantity  of  air  will  occupy  *£&$-  =  4.69 
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times  the  volume  of  the  oxygen  which  it  contains,  and  *f£-f-=  1.27 
times  the  volume  of  the  nitrogen  which  it  contains. 

When  carbon  burns  to  carbonic  acid,  which  is  the  normal  and 
preferred  combustion  process,  the  chemical  equation  for  the 
process  and  result  is 

C+02  =  C02, 

12+32=44, 

in  which  C  is  the  symbol  for  one  part  by  weight  of  carbon;  O2 
is  the  symbol  for  the  two  parts  of  oxygen  required  to  burn  the 
carbon  to  carbonic  acid,  whose  symbol  is  CO2.  The  figures 
below  each  are  the  respective  multiples  of  their  atomic  weights 
for  combination ;  whence  it  appears  that  the  oxygen  weight  needed 
will  be  given  by  the  proportion 

Weight  of  oxygen  )      (  Weight  of  carbon  j 

required          j:(       furnished         }::32     E2> 

or  2.66  pounds  of  oxygen  must  be  furnished  to  burn  the  one  pound 
of  carbon  completely.  The  weight  of  the  carbonic  acid,  CO2, 
will  be  the  sum  of  the  weights  of  carbon  and  oxygen,  or  1  +  2.66 
=  3.66  Ibs. 

When  the  combustion  is  effected  by  supplying  atmospheric 
air,  there  must  be  supplied  from  the  foregoing  calculation  con- 
cerning atmospheric  air  2.66X4.25  =  11.3  Ibs.  of  air.  Add 
i.o  Ibs.  of  carbon.  The  products  of  the  combustion  will  weigh 
12.3  Ibs.  and  will  consist  of  carbonic  acid  and  nitrogen. 

Similarly,  the  volume  of  air  in  cubic  feet  to  burn  one  pound 
of  carbon  can  be  calculated  from  the  weight  of  it.  At  atmos- 
pheric pressure  and  at  the  temperature  of  melting  ice  a  pound 
of  air  occupies  12.39  cubic  feet.  Hence  11.3  pounds  of  air  will 
occupy  11.3X12.39=140  cubic  feet  at  32°  F.,  or  152  cubic  feet 
at  62°  F. 

When  carbon  (C)  burns  to  carbonic  oxide  (CO)  instead  of 
to  carbonic  acid  (CO2), 

C+O  =CO, 
12+16  =  28, 
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whence  the  oxygen  is  yf  of  the  unit  weight  of  the  carbon,  and 
1.33  pounds  of  oxygen  or  1.33X4.25  =  5.65  pounds  of  air  are 
required.  The  products  of  the  combustion  are  2.33  pounds  of 
carbonic  oxide.  The  weight  of  air  for  this  combustion  will  be 
1.33X4.25  =  5.65  pounds  of  air,  or  5.65X12.39=70  cubic  feet 
of  air  at  32°  F.,  or  76  at  62°  F. 

If  the  CO  burns  as  a  combustible  gas  to  CO2,  the  additional 
supply  of  air  is  required  as  in  the  preceding  case. 

12.  Air  Required  for  Combustion    of  Hydrogen. — Hydrogen 
burns  to  water-vapor  or  steam-gas,  whose  chemical  symbol  is 
H2O.     The  chemical  equation  is 

H2+0=H20, 

2+16=18, 

whence  one  pound  of  hydrogen  requires  --/-  —  &  pounds  of  oxygen, 
and  8+1  =  9  pounds  of  water- vapor  result  as  products  of  the 
combustion,  if  oxygen  is  used  alone. 

Eight  pounds  of  oxygen  need  8X4.25  =  34  pounds  of  air, 
making  34+1  =  35  pounds  of  water  and  nitrogen  as  the  actual 
weights  of  the  products  of  combustion.  The  volume  of  air  for 
hydrogen  combustion  is  34X12.39  =  421  cubic  feet  of  air  at 
32°  F.  or  457  cubic  feet  of  air  at  62°  F. 

13.  Air  Required  for  Combustion   of  Compounds. — In   the 
burning  of  compounds  of  carbon  and  hydrogen  each   acts  as 
though  the  other  did  not  exist,  and  the  air  required  is  the  sum  of 
the  requirements  of  the  constituents.     Marsh-gas,  for  instance, 
known  also  as  light  carburetted  hydrogen  or  methane,  of  com- 
position CH4,  requires 

C+O2  =  CO2      =12  +  32  =  44 
H4+02  =  2(H20)=  4+32  =  36 

Total  =16  +  64  =  80 

The  added  oxygen  is  four  times  the  weight  of  the  original  gas, 
or  one  pound  of  gas  gives  five  pounds  of  carbonic  acid  and  water 
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if  no  nitrogen  is  added.  Four  pounds  of  oxygen  will  be  furnished 
by  4X4.25  =  17  pounds  of  air  at  32°,  or  17X12.39  =  208  cubic 
feet  of  air  at  32°,  and  giving  18  pounds  of  CO2,  H2O,  and  N. 

The  proportions  of  the  CO2  and  H2O  were  respectively  f  J  of 
the  former  and  ff  of  the  latter;  or  there  was  one  part  of  water 
to  1.32  parts  of  carbonic  acid,  since 

36  :44  ::  i  :  1.22. 

Similarly,  for  olefiant  gas,  ethylene,  C2H4,  the  equations  will 
be 


=  88 
=  4+32=  36 

Total  =  28  +96  =  124 

That  is,  for  a  weight  of  gas  (28)  will  be  required  a  weight  of 
oxygen  (96),  or  3.43  pounds  for  one  pound  of  gas,  making  4.43 
pounds  of  CO2  and  H2O,  and  calling  for  3.43X4.25  =  14.58 
pounds  of  air,  or  14.58X12.39  =  180  cubic  feet  of  air,  at  32°. 

The  products  of  combustion  will  be  14.58  +  1  =  15.58  pounds 
of  CO2,  H2O,  and  N,  and  in  this  combustion  one  part  of  water 
goes  to  244  parts  of  carbonic  acid. 

If  there  is  sulphur  enough  in  the  fuel  not  to  be  negligible, 
then  an  additional  chemical  equation  is  required  and  more  oxygen  ; 
S  burns  to  SO2,  or  32  +  32  =  64.  One  pound  of  oxygen  is  required 
for  each  pound  of  sulphur,  corresponding  to  4.25  pounds  of  air 
or  12.39X4.25  =  52.65  cubic  feet  of  air  at  32°  or  57  cubic  feet  at 
62°  F. 

Generalizing  from  the  foregoing,  it  would  appear  possible 
to  designate  hydrocarbons  by  a  symbol  CMHW,  in  which  n  and  m 
shall  be  the  atoms  of  each  constituent  in  one  molecule.  Accept- 
ing the  generally  received  principles  of  the  chemists  that  equal 
volumes  of  all  gases  contain  the  same  number  of  molecules 
(Avogadro's  law),  and  that  each  molecule  is  made  up  of  two 
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atoms,  it  will  follow  that  the  molecules  of  oxygen  required  for 
one  molecule  of  the  hydrocarbon  will  be 


m 

2H+  - 

2 


m 


m 


or  n+  —  volumes  of  oxygen  are  required  for  the  complete  com- 

4 
bustion  of  one  volume  of  the  hydrocarbon.     The  volunfe  of  air 

will  be  as  before 


m 


Tabulating  some  of  these  results  : 


Element  i  pound. 

Pounds  of 
Oxygen. 

i 

Pounds  of 
Air. 

Volume  of 
Air  at  32°. 

Weight  of 
Products 
of  Com- 
bustion. 

Composition  of  the 
Products  of  Combustion. 

Hydrogen  

8 
2.66 

i-33 
4 

3:45 

i  t 

34 
«-3 

S-65 

*7 

14-58 
4.25 

421 
140 

70 

210 

180 
53 

35 

12.3 

6.6 

-  1 

I5-6J 

5-25 

Water-vapor 
Carbon  dioxide 
Carbon  monoxide 
Carbon  dioxide 
Water-vapor 
Carbon  dioxide 
Water-vapor 
Sulphur  dioxide 

Carbon,  C  to  CO2 
C  to  CO  

CH4.  . 

C,H4 

Sulphur  

It  should  be  observed  that  the  volume  of  the  products  of  com- 
bustion must  involve  an  assumption  of  a  particular  temperature 
at  which  the  weight  per  cubic  foot  shall  be  known  for  the  mixture 
of  gases.  This  volume  and  temperature  being  known  and  called 
respectively  v0  and  T0,  the  volume  vt  at  the  temperature  Tl  will 
be 


the  pressure  being  supposed  to  be  the  same  in  both  states.     The 
following  table  gives   the   series  of  hydrocarbons   forming   the 
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marsh-gas  group,  in  which  m  =  2n+2,  when  n  is  the  proportion 
of  carbon  in  any  constituent : 


I 

2 

3 

4 

5 

6 

Name  of  Gas  or  Liquid. 

Composi- 
tion by 
Atoms. 

Per  cent 
ofC. 

Per  cent 
of  H. 

Boiling- 
Point 
Fahr. 

Specific 
Gravity 

GASES. 

CH4 

7<$.oo 

25.00 

°-5SQ 

Ethane       .    ..          

C2H6 

80.00 

20.0O 

C3H8 

81.81 

18.19 

Butane 

C^HI^ 

82.80 

17.20 

0.600 

LIQUIDS. 

C5H12 

83.^ 

16.67 

86 

0.628 

Hexane   ...             

CBH14 

8l.72 

16.28 

156 

0.664 

Heptane.  .       

C7H16 

84.00 

16.00 

208 

0.669 

Octane 

CfiH,« 

84.    21 

I  ^    70 

2C7 

o  703 

Nonane 

C0H,« 

84.    ^8 

o-  /y 
i^  62 

277 

O    74.1 

Decane 

OnHo, 

«-"t-,5<J 

84.   c  i 

IS  .40 

'/ 
316 

O.7^7 

Endecane 

C  H 

84  61 

1C  .  ?Q 

^?6o 

'$» 

0.761; 

Dodecane        .                         .    . 

C  H 

84  70 

T>  •  ^O 

^?86 

'5 
0.776 

Tridecane   .         .        

C,,H28 

84.78 

I<  .22 

420 

O-7Q2 

Tetradecane  

CUH.0 

84.  8s 

IZ.IZ 

462 

Pentadecane.     

84.00 

I<  .TO 

407 

Hekdecane  

84.94 

is.  06 

576 

Octodecane 

8<  04. 

14.    06 

SOLIDS. 
Paraffin  (myricyl) 

8^.26 

14.74 

Paraffin  (cervlX  . 

OqftHao 

fe.*i 

14-60 

600 

14.  Combustion  of  an  Analyzed  Fuel.  Combustion  Ratio. 
— The  chemical  analysis  of  a  fuel  gives  the  percentage  or  weight 
of  C,  H,  S,  and  O  in  a  pound,  or  the  proportion  in  a  cubic  foot. 
Hence  the  calculation  for  the  weight  or  volume  of  air  is  identical 
with  the  foregoing,  except  by  reason  of  the  provision  for  satisfy- 
ing the  oxygen  in  the  fuel  itself.  The  investigations  of  Dulong 
and  Despretz  and  others  have  shown  the  principle  to  hold,  that 
when  oxygen  and  hydrogen  exist  in  a  compound  in  the  proper 
proportions  to  form  water  by  union  with  each  other,  these  con- 
stituents have  no  effect  either  in  affecting  the  calorific  power  or 
the  demand  for  outside  oxygen  for  combustion.  It  is  only  the 
surplus  hydrogen  above  that  necessary  to  form  water  with  the 
oxygen  which  need  be  considered;  or  instead  of  using  the  total 
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per  cent  or  weight  of  hydrogen,  the  latter  is  diminished  by  one- 
eighth  of  the  weight  of  oxygen,  since  one  part  of  hydrogen  by 
weight  goes  to  eight  weights  of  oxygen. 

Suppose,  for  example,  in  the  case  of  a  gas,  its  analysis  gives 


H  

22. 

per  cent 

CH4  

67. 

a      it 

tt      tt 

„      4-  • 

5- 

C3H8  

-     i. 

it     ti 

CO  

0.6 

a     ti 

C02  

0.6 

it     it 

N  

3.0 

it     it 

o  

0.8 

tt     a 

100. 0 


Then  the  volume  of  air  for  its  combustion  per  cubic  foot  will 
be  found  by  the  following  calculation: 

H     will  require  .22X2.38  =  0.5 2360  cu.  ft. 

CH4    "        "       .67X9.52  =6.37840  "     " 

C2H4  "        "       .o5X(2  +  i)X4.75  =0.71250 

C3H8  "        "       .oiX(3+f)X4.75  =0.23750 

CO    "        "      .006X2.38  =0.01428  " 


It      II 
tt       II 


Total  air  for  imflammable  gases  =  7 . 86628  "     " 
Subtract  for  oxygen  .  008  X  4 . 7  5  =    .  03800  "     " 

Total  air  for  mixture 7 .82828  "     " 

If,  instead  of  a  gas,  the  fuel  analyzed  were  a  liquid,  the  table 
in  the  preceding  paragraph  enables  the  computation  to  be  easily 
made  from  a  formula  in  the  form 

/  C  \  H 

Vol.  of  air-(i4<>X— )  +  4«— ' 
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which  can  be  written  without  sensible  error 

F  =  i.4o(C+3H) 

if  the  computations  be  made  for  32°  F.  and  the  fuel  has  no  oxygen. 
For  example,  let  an  oil  be  chosen  with  an  analysis 

Carbon , 84 

Hydrogen 16 

100 
Then  the  volume  of  air  in  cubic  feet  at  32°  will  be 

F=  1.40  (C+3H)  =  1.40(84+48)  =  184.8. 

At  62°  it  will  be  about  200  cubic  feet.     If  the  fuel  contain  oxygen 
and  sulphur,  then  as  before 

Each  per  cent  of  C  requires  i4oX  C-r- 100  cu.  ft.  of  air, 

"      "      "     "   S        "         52X  S-MOO     "      "  " 
so  that  the  above  principle  gives 

/TT     O 
i4oC+42i(H — 5- 

Volume  of  air = 


100 
By  weight,  for  a  fuel  containing  C  and  H, 

Weight  of  air  =  1 1 .30 + 34  (H  -  -g- )  • 
This  is  more  usually  written : 

Weight  of  air=  J2C+W H-- g- 

It  will  be  found  convenient  to  establish  a  relation  between 
the  weight  of  the  combustible  and  the  weight  of  the  fuel  and  air 
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required  for  its  complete  combustion.  If  the  weight  of  the  fuel 
be  called  y  and  the  weight  of  air  for  its  combustion  be  called  x, 
then  the  ratio  between  weight  of  fuel  and  weight  of  its  products 
of  combustion,  which  may  be  called  Kr)  will  be  denoted  by 


rX+y 

and  may  be  called  its  "combustion  ratio." 


For  carbon,         Kr  =  -  =  .  08  1  3 

"    hydrogen,     Kr=  —      =.0285 
<jj 

"     marsh-gas,   Kr=          =-0555 


"     ethylene,      Kr=  —  -r  =  .0461 

The  use  of  this  ratio  of  combustion  will  appear  when  computa- 
tions are  desired  as  to  the  increase  in  temperature  due  to  com- 
bustion. 

While  the  computations  by  weight  made  hitherto  are  general 
by  reason  of  their  independence  of  temperature,  yet  since  in  gas- 
engine  problems  the  resulting  volume  from  a  combustion  is  often 
of  prime  consequence,  attention  must  be  directed  to  certain 
phenomena  peculiar  to  this  action.  The  law  of  Avogadro,  that 
under  the  same  conditions  of  pressure  and  temperature  equal  vol- 
umes of  all  gaseous  substances  whether  elementary  or  compound 
contain  the  same  number  of  molecules,  makes  it  apparent  that 
when  a  new  substance  is  formed  by  a  chemical  union  of  atoms 
(^  of  the  molecule)  it  does  not  follow  that  the  new  volume  is  the 
sum  of  the  elemental  volumes.  On  the  contrary,  this  relation  is  the 
exception,  and  experiment  shows  that  the  volume  of  a  compound 
gas  made  up  of  elements  which  combine  in  relations  of  i  :  i  are 
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the  only  ones  which  make  the  compound  gas  twice  that  of  the 
elemental  ones.  For  example,  when  two  volumes  of  hydro- 
gen (H2)  unite  with  one  volume  of  oxygen  (OJ  to  form  water- 
vapor,  the  volume  of  the  latter  is  twice  that  of  the  oxygen,  and 
not  three  times  that  of  the  unit.  When  CO  burns  to  CO2  one 
additional  volume  of  oxygen  is  required,  but  the  resulting  gas 
occupies  only  two  volumes.  In  the  case  of  marsh-gas  (CH4) ,  the 
C  requires  two  volumes  of  O,  which  will  occupy  two  volumes, 
and  the  H4  will  also  require  two  volumes  O,  which  will  occupy 
twice  two  or  four  volumes,  making  6  in  all.  Hence  since  CH4, 
being  a  compound,  occupies  2  volumes,  to  secure  complete  com- 
bustion of  both  elements  there  must  be  added  4  volumes  of  oxygen 
to  2  volumes  of  CH4,  making  also  6,  and  there  is  neither  increase 
nor  decrease. 

If  several  of  these  computations  be  tabulated,  the  following 
figures  result: 

TABLE. 


Line 
No. 

Result  for  i  cu.  ft.  of 

H 

CH4 

C2H4 

CO 

C4H8 

I 

Oxvgen  required,  in  cu.  ft. 

O    CO 

2    OO 

-3     OO 

O    CO 

6  oo 

2 

•2 

Volume  of  N  in    air  to  supply  O, 
4.75  -  i.  00  =  3.  75X  vol.  of  oxygen.  . 
Volume  of  air  =  sum  ofi-|-2  

1.87 

2.  37 

7-50 
0     SO 

11.25 

14    2  S 

1.87 

2     37 

22.50 
28  co 

4 

Total  volume  when  oxygen  is  used, 
line  i  -\-  unit  weight.      .    .        

I  .  CO 

3.00 

4.00 

I     CO 

7   oo 

5 

Total  volume  when  air  is  used,  line 
2  -j-  line  4       ..                

1.  37 

IO.  CO 

1C  .2C 

T..  -27 

2Q-  CO 

6 

Volume  after  combustion  when  oxy- 
gen is  used  

I  .OO 

T. 

4 

I 

8 

7 

Volume  after  combustion  when  air  is 
used  line  6  -t-  line  ^ 

2    87 

IO    CO 

1C    2C 

2    87 

30  co 

8 

Change  of  volume  when  O  is  used, 
line  6  —  line  4.                     

—  .  ^o 

0 

0 

—  .co 

+  1 

9 

Change  of  volume  when  air  is  used, 
line  7  —  line  c.  

—  .50 

0 

0 

—  -CO 

+  1 

15.  Calorific  Power  of  a  Fuel. — The  calorific  power  of  a 
fuel  is  the  amount  of  heat  expressed  in  thermal  units  (par.  39) 
which  is  liberated  upon  the  combustion  of  a  unit  of  weight  of 
the  combustible  material.  The  calorific  power  of  a  fuel  does 
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not  depend  upon  the  rapidity  of  the  combustion,  „ nor  on  the  time 
taken  in  the  process  of  absorbing  the  total  heat  resulting  from  it. 
The  temperature  produced  by  the  combustion  does  depend 
upon  the  rate  at  which  the  combustion  takes  place.  Values  for 
various  calorific  powers  of  different  fuels  are  given  in  the  follow- 
ing tables  in  connection  with  the  discussion  of  such  fuels.  It 
should  be  noted  that  the  calorific  power  as  determined  by  most 
of  the  calorimeters  gives  a  figure  not  directly  applicable  to  gas- 
engine  calculations,  since  the  gases  are  discharged  cold  from  the 
measuring  apparatus,  with  the  products  of  combustion  con- 
densed by  the  absorbing  medium,  so  that  the  latent  heat  of  their 
condensation  is  credited  to  the  calorific  power,  of  the  gas.  In  the 
internal-combustion  engine,  on  the  other  hand,  the  heat  is  gen- 
erated in  the  presence  of  hot  gases  which  are  not  condensed  in 
the  apparatus  itself,  but  escape  as  vapors. 

16.  Fuel  Calorimeters.  Mahler  Bomb. — The  calorific  power 
of  a  fuel  is  a  matter  of  experimental  observation.  The  general 
method  used  in  determinations  is  to  cause  a  known  weight  of  the 
fuel  to  burn  in  a  closed  vessel  into  which  oxygen  is  introduced 
and  the  fuel  ignited  in  the  atmosphere  of  oxygen.  The  closed 
vessel  is  surrounded  by  an  observed  weight  of  water  at  an  observed 
temperature,  which  is  usually  made  to  circulate  so  as  to  maintain 
a  constant  temperature  in  order  that  no  variation  in  the  value  of 
the  specific  heat  may  occur.  The  number  of  heat-units  absorbed 
by  the  rise  of  that  weight  of  water  through  its  observed  range  of 
temperature  gives  the  calorific  power  of  the  fuel  tested,  so  that  the 
apparatus  is  correctly  called  a  calorimeter  or  measurer  of  heat. 

One  of  the  best  known  of  the  calorimeters' is  that  of  Mahler, 
sometimes  called  the  Mahler  Bomb.  In  a  very  usual  form  of 
this  apparatus,  shown  in  Fig.  i,  B  is  a  thick  steel  chamber  lined 
with  porcelain  in  order  to  prevent  any  chemical  action  between 
the  steel  of  the  vessel  and  the  fuel  burned  within  it.  A  weighed 
amount  of  the  fuel,  whether  as  a  solid  pulverized,  or  as  a  liquid  in 
the  form  of  an  oil,  is  introduced  into  a  platinum  pan,  C,  into  the 
bomb,  and  then  a  large  excess  of  oxygen  gas  at  a  pressure  of  300 
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pounds  per  square  inch,  or  thereabout,  is  introduced  to  surround 
the  pan.  An  electric  circuit  is  completed  through  a  wire  of 
small  cross-section  where  it  touches  the  fuel,  so  that  it  shall  be- 
come red-hot  when  the  current  meets  the  resistance  of  that  small 
section.  This  brings  the  combustible  to  the  firing-point,  so  that 
in  the  dense  atmosphere  of  oxygen  it  burns  completely.  The 


FIG.  i. 

water,  D,  which  surrounds  the  bomb  in  an  outer  vessel  is  agitated  by 
a  stirring  apparatus,  5,  in  order  to  keep  its  temperature  uniform 
throughout.  Carefully  calibrated  thermometers  of  high  accuracy, 
reading  to  the  hundredth  of  one  degree,  record  the  temperature 
rise  in  the  enveloping  water,  A,  and  the  outer  jacket  is  heavily 
felted  so  as  to  prevent  loss  of  heat  by  radiation  to  the  surround- 
ing air.  The  rise  in  the  temperature  of  the  water  is  less  than 
that  due  to  the  combustion  of  the  fuel  by  the  absorption  of  heat 
by  the  metal  of  the  bomb  itself  in  reaching  the  temperature  of  the 
combustible  within  it.  This  is  determined,  experimentally,  by 
calibration  and  is  usually  called  the  constant  of  the  calorimeter. 
It  can  conveniently  be  expressed  as  a  quantity  of  water  which 
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would  absorb  the  same  quantity  of  heat  for  each  single  degree 
increase  of  temperature  as  the  metallic  parts  of  the  calorimeter 
have  been  observed  to  absorb.  The  Mahler  Bomb  is  more  con- 
veniently applied  to  measurements  of  the  calorific  power  of  solid 
and  liquid  fuels  than  of  gases. 

17.  The  Junker  Gas  Calorimeter. — The  Junker  gas  calorim- 
eter has,  as  one  of  its  advantages,  the  fact  that  readings  can  be 


taken  continuously  with  it  over  a  considerable  period  of  time,  so 
that  the  percentage  of  errors  due  to  observation  becomes  less, 
and  also  variations  in  the  quality  of  the  gas-supply  can  be  de- 
tected, while  any  test  is  in  progress.  As  ordinarily  used,  the 
apparatus  for  the  Junker  calorimeter  is  represented  in  Fig.  2., 
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The  gas  to  be  measured  is  passed  through  the  test  meter  at  the 
left  hand  of  the  cut,  which  should  be  finely  graduated  so  as  to 
read  down  to  thousandths  of  a  cubic  foot.  Next  to  this  is  a 
pressure- regulator  so  that  all  observations  may  be  made  without 
effect  from  pulsations  in  the  gas-main  or  caused  by  the  engine  itself 
which  is  under  test.  This  pressure-regulator  is  of  the  ordinary 
construction  of  a  gas-holder.  The  tube  on  the  outside  of  the 
regulator  measures  the  pressure  by  which  the  inverted  cylindrical 
vessel  is  raised  in  the  water-seal  which  closes  the  open  bottom 
of  the  inverted  vessel.  The  reading  in  pressures  is,  of  course, 
in  inches  of  water-pressure.  From  the  pressure-regulator  the 
gas  is  led  to  the  burner  proper  which  is  introduced  into  the  bottom 
of  the  apparatus  which  forms  the  calorimeter  itself.  The  neces- 
sary quantity  of  air  for  combustion  to  produce  a  Bunsen  effect 
enters  with  the  gas  through  regulated  openings,  and  the  additional 
air-supply  comes  in  through  the  open  bottom  of  the  central  tube 
of  the  ^calorimeter.  The  section  of  the  calorimeter  in  Fig.  3 
shows  the  gas-flame  in  position  and  the  arrangement  whereby 
the  hot  products  of  combustion  ascend  to  the  top  into  the  space 
marked  29  and  there  descend  around  the  central  tube  and  pass 
out  at  the  bottom  through  the  tube  32  in  small  tubes  which  are 
completely  surrounded  by  the  enveloping  cooling  water.  This 
cooling  water  is  supplied  to  an  overhead  vessel  through  the  pipe  i. 
The  chamber  3  is  open  at  the  top  so  that  any  excess  of  supply 
beyond  what  passes  through  the  calorimeter  is  discharged  through 
the  tube  5.  A  constant  head  for  the  flow  is  thus  maintained 
in  spite  of  variations  in  the  supply.  The  cold  water  enters  at 
the  bottom  and  is  discharged  at  the  top  by  overflowing  in  a 
funnel  20.  A  thermometer,  12,  in  the  inlet  and  a  thermometer, 
43,  in  the  outlet  measure  the  range  of  temperature  caused  by 
the  combustion.  The  rapidity  of  the  flow  of  the  water  is  con- 
trolled by  the  plug-cock  9,  with  a  view  of  having  the  rise  in  tem- 
perature kept  within  convenient  limits.  The  outlet  35  from  the 
bottom  of  the  hot  chamber  is  intended  to  remove  any  condensed 
water  which  may  result  from  the  combustion  of  hydrogen.  The 
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whole  cylinder  and  top  of  the  calorimeter  are  surrounded  with 
an  air-jacket  to  prevent  radiation  from  the  water  used  in  absorbing 


the  heat  of  the  gases.  The  use  of  the  apparatus  will  be  plainly 
evident  from  the  illustration.  When  the  pointer  of  the  meter 
passes  the  zero  mark  the  discharge  from  the  overflow  C  is  trans- 


34  THE  GAS-ENGINE. 

ferred  from  the  waste  to  the  graduated  vessel,  and  the  tempera- 
ture of  the  hot-water  thermometer  is  observed  at  intervals  while 
the  glass  is  filling.  The  cold-water  thermometer  is  not  likely 
to  change  its  reading.  When  the  measuring-glass  is  filled  to  a 
designated  point  the  meter  reading  is  taken  to  determine  the 
cubic  feet  of  gas  burned,  and  its  heating  value  is  computed  by 
the  following  simple  formula: 

HG  =  WT, 

in  which  H  is  the  calorific  value  of  one  cubic  foot  of  gas  and  G 
the  quantity  of  cubic  feet,  by  meter,  burned  during  the  experiment. 
Then  if  W  is  the  weight  of  water  passed  through  the  apparatus 
while  the  volume  of  gas  was  burning,  and  T  is  the  difference 
between  the  thermometer  readings  at  the  inlet  and  outlet  ends 
of  the  apparatus,  the  equation  can  be  solved  for  each  directly. 
As  the  apparatus  is  continuous  it  does  not  need  a  correction  for 
the  calorimetric  constant,  since  after  the  apparatus  has  once 
been  heated  this  quantity  is  the  same  at  the  beginning  and  end 
of  the  experiment.  Obviously,  if  the  gas  containing  hydrogen 
•deposits  a  certain  amount  of  water  in  the  annular  space  31,  the 
value  given  by  the  above  formula  will  be  a  gross  value,  since  the 
water  formed  by  the  combustion  of  the  hydrogen  will  have  given 
up  its  latent  heat  to  the  circulating  water.  Junker's  calorimeter 
is  usually  constructed  so  that  the  measuring- glass  reads  in  litres, 
making  one  litre  weigh  a  kilogram.  The  result  will  therefore 
be  given  in  this  form  of  the  apparatus  in  calories,  which  can  be 
transformed  to  British  thermal  units  by  multiplying  by  the  factor 
3.9683,  which  is  usually  called  4.  Since  the  combustion  in  the 
calorimeter  chamber  takes  place  at  atmospheric  pressure,  the  con- 
densation of  one  pound  of  the  watery  vapor  will  set  free  966  B.T.U. 
The  weight  of  condensed  water-vapor  in  pounds  multiplied  by 
966  will  give  the  absorption  of  B.T.U.  for  the  weight  of  gas 
burned.  If  the  gases  were  to  be  used  hot,  this  condensation 
would  not  occur. 
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18.  The  Lucke  Gas  Calorimeter. — A  form  of  calorimeter 
particularly  adapted  to  measure  the  heat  generated  when  ex- 
plosive mixtures  of  gas  and  air  are  ignited  and  burn  under  con- 
stant pressure  is  the  result  of  the  investigations  of  Dr.  C.  E. 
Lucke  concerning  the  conditions  suitable  and  necessary  for  the 
combustion  of  such  mixtures  under  constant  pressure.  The 
apparatus  is  illustrated  in  Fig.  4.  A  suitable  vessel  to  contain 


FIG.  4. 


water  surrounds  an  ordinary  pipe  fitting  of  the  desired  size  F 
which  is  bushed  at  the  bottom  to  receive  a  copper  pipe  E  for  the 
delivery  of  the  explosive  mixture.  The  mixture  is  ignited  in 
the  tee  by  a  spark  plug  of  the  sort  which  is  usual  in  gas-engine 
practice,  inserted  at  G  and  connected  with  the  necessary  electric 
wires  for  the  passage  of  a  jump  spark.  The  explosive  mixture 
burns  throughout  the  broken  magnesite  in  the  tee,  and  the  hot 
products  of  combustion  pass  out  through  the  connection  H  which 
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leads  them  to  a  square  coil  of  pipe  whereby  their  temperature 
is  withdrawn  by  means  of  the  water  circulating  in  the  chamber. 
This  water  is  measured  as  to  weight  and  temperature  as  in  the 
previous  formula.  The  end  of  the  square  coil  can  be  connected 
by  rubber  and  glass  tubes  so  that  the  products  of  combustion  can 
be  directed  to  any  point  in  the  water-chamber  so  as  to  act  as  a 
stirrer.  The  glass  bottle  B  is  to  serve  as  a  trap  for  convenience 
in  the  delivery  of  the  entire  quantity  of  explosive  mixture  as 
received  from  a  measuring  apparatus  connected  to  B  by  the 
tube  A. 

19.  Calorific  Power  of  a  Compound. — The  calorific  power 
of  a  compound  is  the  sum  of  the  calorific  power  of  its  components. 
The  proportions  of  the  components  may  either  be  the  result  of 
the  known  chemical  combination  for  a  true  chemical  compound, 
or  may  result  from  a  chemical  analysis  which  shall  determine 
the  percentage  of  the  elements  in  the  compound.  For  example: 
if  the  gas  is  a  chemical  compound  such  as  olefiant  gas,  C2H4), 
which  is  made  up  of 

C2+ H4  =  24+  4  =  28  parts  by  weight, 

/F  =  ^.  wiH  be  hydrogen,  and  f|  =  f  will  be  carbon.  If,  then,. 
4  of  the  calorific  power  of  hydrogen  be  added  to  f  of  the  calorific 
power  of  carbon,  their  sum  will  be  the  calorific  power  of  the 
compound.  With  analyzed  hydrocarbons  the  percentage  of  each 
constituent  will  be  used  instead  of  the  fraction  above. 

The  accepted  formula  for  computing  the  calorific  power 
from  a  fuel  analysis  is  due  to  the  physicist  Dulong  and  is  known 
by  his  name.  It  has  the  form 

Calorific  power  of  i  Ib.  in  B.T.U.  =i4,6ooC  +  62,000^  H  -  y  j . 

In  this,  C,  H,  and  O  are  the  percentages  respectively  of  car- 
bon, hydrogen,  and  oxygen,  divided  by  100  to  reduce  them  to 
actual  fractions  of  one  pound.  This  is  often  transformed  by 


LIBERATION  OF  HEAT  ENERGY.  37 

the  expedient  of  factoring  the  constants  denoting  the  respective 
calorific  powers  of  carbon  and  hydrogen  so  as  to  read 

Calorific  power  =14,600   0+4.25(1!——)    , 


since  fflW  =  4-246. 

If  desired  to  take  account  of  the  sulphur  present  by  analysis, 
or  to  express  the  formula  in  centigrade  and  metric  units,  the 
equation  takes  the  two  forms: 

Heating  value  in  B.  T.U.  =T^y[i4,6ooC+  62,000  ^H—  —j  +40508]. 
Heating  value  in  calories  =T^[8i4oC  +  34,400  (H—  —j  +22508]. 

Mahler's  equation  in  parallel  form  is: 

Heating  value,  calories=  ^81400  +  34,5ooH-  3000(0  +N)]. 
In    the    above   C  =  Carbon,  H  =  Hydrogen,  O  =  Oxygen,  N  =  Nitrogen, 
S  =  Sulphur. 

20.  Computed  Increase  in  Temperature  Due  to  a  Com- 
bustion. —  It  will  appear  in  a  later  paragraph  (par.  54)  that  each 
body  requires  a  certain  amount  of  heat  to  raise  the  temperature  of 
one  unit  weight  of  that  material  by  one  degree  on  the  thermometric 
scale.  This  quantity  of  heat,  called  its  specific  heat,  seems  to 
bear  a  constant  ratio  to  its  atomic  weight  (specific  heat  X  atomic 
weight  =  6.25  approx.)  and  is  usually  designated  by  the  initial  C. 
Hence,  if  one  pound  of  air  be  raised  from  7\  to  T2,  the  heat-units 
H  to  do  this  will  have  to  be  H  =  C(T2-T1). 

If  the  calorific  power  of  one  pound  of  a  fuel  be  denoted  by  Q 
in  British  thermal  units,  and  y  denote  the  weight  in  pounds,  and 
x  the  weight  of  air  to  burn  it  (paragraphs  11-13),  then  oc+y 
will  be  the  weight  of  gases  present,  and  (x+y)C  will  be  the  amount 
of  heat  required  to  raise  this  mixture  one  degree.  But  the  total 
heat  corresponding  to  H  above  will  be  yQ.  Hence  for  x+y 
pounds 

yQ  =  (x+y)C(T2-T1), 


38  THE  GAS-ENGINE. 

or 


From  this  if  Q  be  known  from  experiments  in  calorimetry, 

y 

and  the  combustion  ratio  —~  =Kr  be  computed  and  C  be  given 

from  the  work  of  the  physicist,  the  rise  in  temperature  can  be 
calculated.  This  is  the  theoretical  temperature  of  combustion 
on  the  assumption  that  the  actual  specific  heat  is  known  and  does 
not  change  during  the  process. 

If  the  calorific  power  of  carbon  be  called  14,000,  and  the  ratio 

y 


x+y     12.3 


=  .0813,  and  C  have  an  average  value  of  .237,  then 


when  the  heating  is  done  under  the  condition  of  constant  pressure, 
and  the  effective  specific  heat  be  called  that  of  air  under  these 
conditions.  If  the  figure  .169  be  used,  as  determined  by  Reg- 
nault  for  air  at  constant  volume,  then 


It  will  appear  in  the  later  discussion  that  no  such  tempera- 
tures are  realized  in  actual  practice  with  engines  and  combustion 
in  the  cylinders,  even  when  fuels  rich  in  hydrogen  are  used,  with 
higher  calorific  powers.  Hence  it  becomes  significant  to  ascer- 
tain what  the  value  of  the  actual  or  effective  specific  heats  of  the 
gaseous  mixtures  are,  and  whether  these  are  constant  for  all 
temperatures.  A  full  discussion  of  this  question  will  appear 
in  par.  55.  It  becomes  important  to  ascertain  what  effect  the 
cooler  metals  of  the  piston  and  cylinder  walls  have  in  dissipating 
the  heat  due  to  combustion,  and  whether  any  other  phenomena 
appear  of  chemical  character  which  will  account  for  this  suppres- 


LIBERATION  OF  HEAT  ENERGY.  39 

sion  of  heat.     The  actual  temperatures  are  deduced  from  maxi- 
mum observed  pressures  by  the  formula 


Ta    zy 

so  that 


in  which  p0T0  are  the  pressures  and  temperatures  before  the 
combustion  occurred,  and  pl  the  observed  pressure  resulting 
from  the  combustion;  but  these  computations  give  values  much 
below  the  values  computed  by  the  foregoing  method. 

21.  Dissociation.  —  Doubtless  one  cause  for   the   lowering  of 
the  actual  temperature  of  combustion  below  the  computed  theo- 
retical value  in  an  engine  cylinder  is  a  decomposition  of  chemical 
combinations  by  reason  of  the  high  temperature.     Such  a  breaking 
up  of  gaseous  compounds  is  called  "the  dissociation  of  gases," 
and  absorbs  as  much  heat  as  the  formation  of  such  combinations 
would  liberate.     Water-vapor,  for  instance,  which  is  a  product 
of  the  combustion  of  hydrogen,  is  broken  up  at  between  1600° 
and  1800°  Fahr.  into  component  H  and  O;  and  while  the  hydro- 
gen will  recombine  on  a  reduction  of  temperature  during  expan- 
sion, it  may  occur  late  enough  to  be  incomplete  before  the  exhaust 
opens.     Or,  the  lowering  of  temperature  by  the  cooled  cylinder- 
walls  may  prevent  complete  recombination. 

22.  Sources  of  Gaseous  Fuel  for  Gas-engines.  —  The  hydro- 
carbon or  carbon  gases  which  are  used  in  gas-engines  are  of  three 
kinds.     The   first   is   natural   gas,    received   from   subterranean 
sources  as  the  result  either  of  distillation  now  in  progress  under- 
ground, or  the  accumulations  of  previous  distillations  which  have 
ceased.     The    second    would    be    designated    as    producer-gas, 
which  is  a  manufactured  article  made  by  the  distillation  of  solid 
fuel  by  heat.    This  gas  is  of  two  kinds.     The  first  would  be 
designated  as  fuel-gas  and  is  a  product  rich  in  carbon  but  poor 
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in  hydrogen.  The  second  group  is  the  kind  of  gas  which  is 
made  for  illuminating  purposes  and  is  distributed  through  the 
mains  of  the  cities.  It  is  richer  in  illuminants  than  the  true 
producer-gas,  but  producer-gas  can  be  enriched  so  as  to  be  made 
into  illuminating-gas.  Belonging  to  this  producer  group  is  the 
outflow  of  gas  from  the  top  of  the  blast-furnace  used  in  the  smelt- 
ing of  iron  from  its  ores.  -  This  is  a  gas  usually  leaner  than  the 
other  two  in  calorific  power,  containing  little  or  no  hydrogen. 
It  carries  with  it  a  considerable  quantity  of  finely  divided  dust 
from  the  limestone  or  other  material  in  the  furnace,  whose  re- 
moval must  be  provided  for  in  the  design  of  the  engine  which 
uses  this  gas.  The  third  kind  of  gas  is  really  a  carburetted  air, 
made  by  saturating  atmospheric  air  with  the  volatile  constituents 
of  a  liquid  hydrocarbon,  as  discussed  in  Chapter  X. 

Where  oil  is  the  source  of  heat  energy,  it  will  be  made  into  a 
gas  and  will  be  thus  used  in  the  motor.  It  may  be  made  into  a 
gas  by  a  distilling  process  whereby  the  liquid  oil  is  injected  into 
a  hot  chamber  or  into  a  chamber  so  filled  with  heated  air  that  the 
liquid  becomes  a  vapor  by  the  process  of  vaporization,  which 
is  analogous  to  a  distillation  by  heat.  Or  a  more  volatile  hydro- 
carbon liquid  may  be  used  and  the  air  which  is  to  serve  as  a 
medium  and  is  to  support  the  combustion  of  the  hydrocarbon 
may  be  sent  through  thin  layers  of  the  hydrocarbon  so  that 
the  air  will  pick  up  and  carry  with  it  a  mist  or  vapor  of  the 
volatile  hydrocarbon.  This  makes  a  species  of  air-gas  having 
the  properties  of  the  foregoing  with  respect  to  ignition  and  other 
behavior,  and  is  a  form  of  gas  much  used  in  motors  for  automobile 
practice. 

23.  Natural  Gas. — In  certain  parts  of  the  United  States  of 
America,  notably  in  Pennsylvania,  Ohio,  and  Indiana,  large 
accumulations  of  a  natural  fuel-gas  are  found  in  subterranean 
cavities  or  strata  which  can  be  reached  by  wells  drilled  from  the 
surface  of  the  ground.  Such  gas  is  usually  under  considerable 
pressure,  so  that  it  can  be  piped  from  its  sources  to  industrial  cen- 
tres without  too  great  loss  of  pressure,  or  artificial  pressure  may 
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be  secured  by  proper  gas-pumps,  which  may  themselves  be  con- 
veniently operated  as  gas-engines. 

The  varying  districts  give  varying  constitutions  of  the  gas 
and  hence  a  calorific  power  which  varies.  In  the  neighborhood 
of  Pittsburg,  Pa.,  one  pound  of  coal  is  considered  to  be  equivalent 
to  7^  to  \2\  cubic  feet  of  gas.  The  following  tables  give  some 
analyses: 

VARIATION  IN  COMPOSITION  OF  NATURAL  GAS. 


Constituents. 

•i 

2 

3 

4 

5 

6 

Ivla.rsh.-2as 

^7  =?8 

7t    16 

72    l8 

6<    2S 

60    7O 

40    ^8 

Hydrogen                           .    . 

si  •y* 

Q    OA 

14.41; 

2O   O2 

26  16 

2Q    O3 

•3  e   02 

Ethylic  hvdride 

t;    2O 

••••+•  HO 

4  80 

1    60 

C     CO 

7    02 

12    C.O 

Olefiant  gas 

0.8o 

0.60 

O.7O 

J'D^ 

o  80 

o  08 

o  60 

Oxvfiren 

2    IO 

1.  20 

I    IO 

o  80 

o  78 

o  80 

Carbonic  oxide 

I    OO 

O.  T.O 

I    OO 

o  80 

•  »" 

o  s8 

O    4O 

Carbonic  acid 

O   OO 

o  30 

o  80 

o  60 

O    OO 

O   4O 

Nitrogen 

2  T,    41 

2    80 

O    OO 

O    OO 

O    OO 

O    OO 

Analyses  from  various  wells  in  Indiana  and  Ohio  indicate  the 
composition  to  be  as  follows: 

COMPOSITION  OF  NATURAL  GAS  FROM  OHIO  AND  INDIANA. 


Constituents. 

Ohio. 

Indiana.. 

Fostoria 

Findlay. 

St. 
Mary's. 

Muncie. 

Ander- 
son. 

Koko- 
mo. 

Marion. 

Hydrogen        .   . 

1.89 
92.84 
O.2O 

0-55 

O.2O 

o-35 
3-82 
0-15 

1.64 
93-35 
o-35 
0.41 
0.25 
o-39 
3-4i 

O.2O 

i-94 
93-85 

0.20 

o-44 
0.23 

o-35 
2.98 

0.21 

2-35 
92.67 
0.25 

o-45 
0.25 

o-35 
3-53 
0.15 

1.86 
93-°7 
o-47 
o-73 
0.26 
0.42 
3-02 

0.15 

1.42 
94.16 
0-30 

o-55 
0.29 
0.30 
2.80 
0.18 

1.20 

93-57 
0.15 
0.60 
0.30 

0-55 
3-42 

O.2O 

Marsh-gas   ..... 

Olefiant  gas    .   . 

Carbonic  oxide  .    . 

Carbonic  acid  .  .    . 

Oxygen 

Nitrogen 

Hydrogen  sulphide.  .  . 

The  Indiana  gas  weighs  0.045  pound  per  cubic  foot. 

24.  Producer-gas. — Gas  made  by  distilling  bituminous  or 
anthracite  coal  in  a  closed  furnace,  using  part  of  its  own  heat  of 
combustion  to  effect  the  chemical  reactions,  is  often  called  pro- 
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ducer-gas,  from  the  name  given  to  the  gas-generator.  A  thick 
bed  of  fuel  rests  upon  properly  constructed  grates,  and  air  or 
steam  or  both  are  forced  from  below  the  grates  up  through  the  bed 
of  fuel.  The  first  combustion  is  to  carbonic  acid  (CO2)  with  air 
alone,  or  to  CO2  and  hydrogen  if  steam  is  used  also.  This 
carbonic  acipl  gas,  meeting  the  layers  of  carbon  above  where  no 
free  oxygen  reaches,  is  decomposed  by  the  carbon  into  two  units  of 
carbonic  oxide  (CO),  which  with  the  hydrogen  passes  up  through 
the  bed  of  fuel  and  outwards  through  a  proper  pipe  to  the  place 
where  it  may  meet  the  required  oxygen  and  be  burned  at  the 
point  desired.  Early  producers  of  the  Siemens  type,  operating 
with  open  ash-pits  and  no  pressure  below  the  grates,  lost  much 
of  their  possible  effectiveness  in  the  cooling  of  the  gases  after 
leaving  the  producer.  This  loss  is  estimated  at  30  per  cent. 
To  blow  with  air  alone  is  to  introduce  inert  nitrogen  which  dilutes 
the  gas  and  lowers  its  calorific  power.  On  account  of  the  loss 
of  heat  in  the  producer  itself  in  the  distilling  process,  and  some 
loss  in  the  dissociation  of  the  water,  which  is  not  all  recovered,, 
producer-gas  usually  carries  only  87  per  cent  of  the  calorific 
energy  of  the  carbon.  Some  loss  in  unreduced  CO2  must  be 
allowed  for,  and  the  cost  of  making  the  steam  used.  82  per  cent 
is  a  more  usual  figure  when  anthracite  is  used  as  fuel  instead  of 
bituminous  coal.  Much  inferior  grades  of  fuel  can  be  used  in 
the  producer  than  could  be  used  direct,  however. 
The  following  table  presents  average  analyses: 

AVERAGE  GAS  ANALYSIS  OF  PRODUCER-GAS,  BY  VOLUME. 


Constituents 

European 

American 

Siemens  Gas. 

AnthraciteGas. 

Soft-coal  Gas. 

CO 
H 
CH4 
C02 

N 

23-7 
8.0 
2.2 
4-1 
62.O 

27.0 
12.  O 
1.2 
2-5 

57-3 

27.0 
12.  O 

2-5 
2.O 

56.5 

100.  0 

IOO.O 

IOO.O 
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If  an  analysis  of  85  per  cent  of  solid  carbon  be  assumed  for 
an  anthracite  stock,  with  5  per  cent  of  volatile  hydrocarbons  and 
10  per  cent  of  ash,  and  the  further  assumption  be  made  of  a  com- 
bustion of  80  pounds  to  CO2  and  5  pounds  to  CO,  the  following 
calculated  statement  of  process,  products,  and  resulting  energy 
may  be  agreed  to: 


Products. 

Process. 

Pounds. 

Cubic  Feet. 

Anal,  by 
Vol. 

80  Ibs  C  burned  to  CO 

186  66 

2^2O    24 

•2  •?     A 

5  Ibs  C  burned  to  CO2 

18  1.1 

I  ^7    6d 

2    O 

5  Ibs  vol  HC  (distilled) 

500 

116  60 

i  6 

1  20  Ibs.  oxygen  are    required,    of    which    30    Ibs. 
from  H2O  liberate  H 

3   ft 

712    ^O 

9        A 

oo  Ibs  from  air  are  associated  with  N   .    . 

•2OI      O^ 

4.o6d.    1  7 

«  6 

5*4-79 

758o-I5 

IOO.O 

Energy  in  the  above  gas  obtained  from  100  pounds  anthracite: 

186.66  Ibs.  CO 807,304  heat-units 

5.00    "    CH, 117,500 

3-75    "    H 232,500 


Total  energy  in  gas  per  pound -          2,248  <: 

"          "      "  100  Ibs.  of  coal 1,349,500  ' 

Efficiency  of  the  conversion 86  per  cent 

If  the  gas- stock  be  a  bituminous  coal  with  55  per  cent  of 
fixed  carbon,  32  per  cent  of  volatile  matter,  and  13  per  cent  of 
ash,  and  the  calorific  power  of  the  hydrocarbons  be  taken  at 
20,000  heat-units  to  the  pound,  the  table  on  page  44  results  under 
the  same  assumptions. 

Fig.  5  illustrates  the  old  type  of  Siemens  producer  without  arti- 
ficial blast,  and  Figs.  6  and  7  the  more  modern  Taylor  producer 
with  forced  steam-blast  and  revolving  grates. 
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Products. 

Pounds. 

Cubic  Feet. 

Anal,  by 
Vol. 

50  Ibs.  C  burned  to  CO  

116  66 

I  ^80    7 

27    8 

5  Ibs.  C  burned  to  CO2  

18  -*•* 

I  <7    6 

•/•o 

32  Ibs.  vol.  HC  (distilled)  

•23    OO 

74.6    2 

*•/ 

1  3    2 

80  Ibs.  O  are    required,  of  which    20    Ibs.,    de- 

2    5 

4.7^    O 

*J»* 

8  ^ 

60  Ibs.  O,  derived  from  air,  are  associated  with  N  .  . 

200.70 

2709.4 

47-8 

• 

370.19 

5668.9 

99-8 

Energy  in  116.66  Ibs.  CO 504,554  heat-units 

"     32. oo  Ibs.  vol.  HC 640,000          " 

"       "      2. 50  Ibs.  H 155,000 

1,299,554 

Energy  in  coal 1,437,500 

Per  cent  of  energy  delivered  in  gas 90.0 

Heat-units  in  i  Ib.  of  gas 3484 

Heat-units  in  one  cubic  foot  of  gas 229.2 

Ordinary  producer-gas  has  a  calorific  value  of  no  to  125  B.T.U. 
per  cubic  foot.  80  cubic  feet  of  gas  should  be  given  from  one 
pound  of  coal. 


FIG   5 

A  bituminous  producer-gas  process  has  been  perfected  by 
Dr.  Ludwig    Mond,  of  England,  intended  to  operate  on  slack 
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and  to  recover  the  most  important  by-products  in  the  form  of 
ammonium  sulphate.  An  excess  of  steam  is  blown  into  the 
producer  with  the  air  (see  water-gas).  This  excess  increases 
the  hydrogen  component  of  the  gas,  and  the  balance  is  recovered 
later.  The  output  from  a  ton  of  slack  should  be  from  140,000 
to  160,000  cubic  feet  of  gas  having  a  calorific  power  of  140  to 


FIG    6  FIG.  7. 

145  B.T.U.,  with  a  heating  value  of  from  80  to  86  per  cent  of  the 
total  energy  resident  in  the  fuel.  Under  favorable  conditions 
ammonia  will  be  recovered  equivalent  to  90  Ibs.  of  ammonium 
sulphate.  About  60  cubic  feet  of  Mond  gas  seems  to  be  required 
per  H.P.  in  the  gas-engine,  so  that  a  plant  large  enough  to  gasify 
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one  ton  of  slack  per  hour  will  supply  from  2000  to  2500  H.P.  of 
engines,  making  the  cost  for  fuel  per  H.P.  very  low.  Otherwise 
stated,  this  gas  will  furnish  one  H.P.  per  TZuihnr  of  2000  =  T9o  of 
a  pound  of  coal.  The  following  table  shows  an  average  analysis 
and  calorific  value  of  Mond  compared  with  illuminating  gas: 

Mond.  Gas  from  City  Illumi- 

Bituminous  Fuel.  nating-gas. 
Volume  per  cent  (gases  saturated  at  15°  C.): 

Carbonic  oxide  (CO) u.o  7.8 

Hydrogen  (H) 27.5  52.9 

Marsh-gas  (CH4) 2.0  31.8 

CMH,H  +  benzol nil  5.0 

Carbonic  acid  (CO2) 16.5  nil 

Nitrogen  +  moisture  (N  +  H2O) 43-°  2.5 


Total  volume 100.0  100.0 

Total  combustibles 40.5  97-5 

Calorific  value  (gas  dry  at  o°  C.) : 

In  kilogram-calories  per  cubic  metre ....  1392.2  5823.3 

In  British  thermal  units  per  cubit  foot J56-3  641 .9 

25.  Water-gas. — A  great  deal  of  gas  for  illuminating  and  power 
purposes  is  now  made  by  the  process  of  intermittent  and  alternate 
or  continuous  blowing  of  air  and  steam  through  a  thick  bed  of 
fuel  in  a  cylindrical  producer  of  boiler-plate  lined  with  refractory 
material.  The  fuel  is  blown  by  air  from  below  until  it  becomes 
highly  incandescent;  the  producer  may  be  open  at  the  top,  and 
waste  the  lean  carbonic  oxide  which  comes  off  from  the  top,  or 
the  latter  can  be  caught  and  used.  After  blowing  the  air  as  long 
as  necessary,  in  what  is  called  the  "intermittent"  process,  the 
air  is  shut  off,  and  steam  is  similarly  blown  from  below,  with 
the  producer  closed  except  at  its  delivery  to  a  gas  holder.  The 
steam  is  dissociated  by  the  incandescent  carbon  into  hydrogen 
and  oxygen,  and  the  latter  unites  with  the  carbon  as  in  the  air- 
producer,  to  be  reduced  to  carbonic  oxide.  The  hydrogen  passes 
out  without  further  chemical  reaction.  The  process  may  be 
made  continuous  by  blowing  air  and  steam  together.  Since  the 
usual  steam-jet  blower  will  carry  the  necessary  air  with  it,  this 
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method  is  the  one  in  more  general  use.  This  process  was  intro- 
duced in  1874  by  Mr.  T.  S.  C.  Lowe,  and  is  often  known  generally 
as  the  Lowe  process.  For  illuminating  purposes  this  fuel-gas  is 
more  highly  carburetted  by  sprays  of  hydrocarbon  vapors  (such  as 
naphtha  or  similar  petroleum  products)  which  are  made  a  fixed 
gas  by  later  heating  in  a  superheater. 


L.  J 


FIG.  8. 


Fig.  8  illustrates  what  is  called  in  England  the  Dowson  gas- 
producer,  which  belongs  to .  this .  class.  Its  product  is  sometimes 
known  in  America  as  semi-water  gas.  Its  analysis  runs  by 
volume: 
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Hydrogen,        H from  18.73    tO26.55 

Marsh-gas,        CH4 "       0.31*1 

Olefiantgas,     C2H4 "       0.31) 

Carbonic  oxide,  CO "     25-°7     "  18.20 

Carbonic  acid,  CO2 .  "       6.57     "11.30 

Oxygen,  O "       0.03     "    0.47 

Nitrogen,  N "     48.98     "42.28 

The  ash-pit  B  is  closed  and  air  and  steam  are  forced  through 
N  and  up  through  the  mass  of  anthracite  or  coke  which  fills  the 
producer-chamber.  The  feeding  is  done  through  the  hopper  Af 
by  means  of  its  double  lid  and  air-lock  action.  The  gas  passes 
up  through  the  coke-scrubber  into  the  holder  K. 

A  French  form  of  water-gas  producer  is  known  as  Lencauchez'. 
Its  object  is  to  improve  on  the  Dowson  type  by  saving  waste 
heat,  and  render  it  available  for  coals  having  some  tendency 
to  fuse  together  from  the  presence  of  tarry  matters  (Fig.  9). 
The  hanging  bridge  E  forces  the  gases  above  the  middle  of  the 
fuel-bed  to  pass  downwards  before  escaping  to  the  flue  F,  and 
so  out  to  the  holder  through  the  passage  /.  The  annular  chamber 
H  is  a  steam-boiler,  whose  water  cools  the  outflowing  gases,  and 
whose  steam  entering  the  chamber  G  meets  with  the  air  from  a 
blower  through  the  pipe  L,  and  the  combined  air  and  steam  are 
forced  through  the  pipes  M  into  the  closed  ash-pit  and  so  up 
through  the  fuel.  The  descent  of  the  distilled  gas  through  the 
hot  fuel  before  passing  out  is  the  feature  which  is  expected  to 
break  up  the  tarry  elements  of  the  distillation.  Lencauchez'  gas 
analysis  shows: 

Hydrogen,  H 18 . 34 

Olefiant  gas,  C2H4 1.25 

Hydrocarbons,  C4H4 1.55 

Carbonic  oxide,  CO 27.32 

Carbonic  acid,  CO2 3 . 60 

Sulphur  dioxide,          SO2 o .  04 

Hydrogen  disulphide,  H2S 0.06 

Nitrogen,  N 47.84 
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Dowson  gas  has  a  calorific  value  averaging  150  B.T.U.  per 
cubic  foot,  while  the  true  water-gas  should  have  290. 


FIG.  9. 

Fig.  10  is  a  general  elevation  of  a  complete  producer  plant  for 
power  purposes,  with  economizer,  scrubber,  and  gas-holder. 
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LIBERATION  OF  HEAT  ENERGY.  5* 

A  comparison  of  water-gas  and  anthracite  producer-gas  might 
take  the  following  form: 

First-class  carburetted  water-gas,  made  with  4^  gallons  of 
Lima  oil  per  1000  feet  of  gas,  C.P.  26^,  contains  730  H.U.  per 
cubic  foot. 

One  pound  of  anthracite  coal  (C  85  per  cent,  HC  5  per  cent,, 
ash  10  per  cent)  will  make  about  90  cubic  feet  of  gas  of  follow- 
ing composition:  CO  27  per  cent,  H  12  per  cent,  CH4  1.2  per  cent,, 
CO2  2.5  per  cent,  N  57  per  cent.  This  gas  contains  about  137 
H.U.  per  cubic  foot.  Therefore  17  cubic  feet  of  carburetted 
water-gas  are  equal  in  heat-units  to  gas  from  one  pound  of 
anthracite. 

looo  feet  C.W.  gas  equals  gas  from  59+ pounds  anthra- 
cite. 

26.  Coal-gas  or  Illuminating-gas. — The  ordinary  gas  used 
in  cities  and  large  towns,  and  which  was  universal  previous  to* 
the  introduction  of  water-gas,  is  made  by  distilling  bituminous, 
coal  in  retorts.  These  retorts  are  long  semi-cylindrical  tubes 
holding  each  from  160  to  300  pounds  of  caking  bituminous  coal 
— often  enriched  by  some  cannel  coal — under  and  around  which 
the  heat  from  a  coke  fire  is  maintained.  The  vapors  distilled 
off  become  a  fixed  gas  by  being  passed  through  that  part  of  the 
distilling  apparatus  which  is  kept  at  a  white  heat.  Other  features 
of  the  process  involve  the  methods  for  condensing  tarry  and 
offensive  vapors  and  for  cleansing,  which  are  aside  from  the 
present  purpose.  The  products  of  distillation  of  100  pounds, 
of  ordinary  gas-coal  are  usually 

Coke 64      to  65     pounds. 

Purified  gas 15      "12 

Ammonia  liquid 10      "  12 

Tar 6.5  "    7.5       " 

Loss  and  impurities 4.5  "    3.5       " 

100. o    100. o      <c 


it        « 
it        (I 
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The  composition  by  volume  usually  ranges: 

Hydrogen 38  to  48     per  cent 

Carbonic  oxide 2  "  14 

Marsh-gas,  CH4 43  "  31 

i  Ethylene  \ 

Heavy  hydrocarbons  •<  Propylene  > 7-5  u  4-5  "  " 

(  Benzole  vapor  ) 

Nitrogen i  "  3  "  " 

The  following  analyses  are  taken  from  a  report  of  Dr.  Gideon 
E.  Moore  on  the  Granger  Water-gas,  1885 : 

ANALYSES  OF  WATER-GAS  AND  COAL-GAS  COMPARED. 


Composition  by  Volume. 

Composition  by  Weight. 

Water-gas. 

Coal-gas, 
Heidel- 
berg. 

Water-gas. 

Coal-gas. 

Wor- 
cester. 

Lake. 

Wor- 
cester. 

Lake. 

Nitrogen                 .... 

2.64 
0.14 
0.06 
11.29 
0.00 

i-53 
28.26 
18.88 
37.20 

3-85 
0.30 

O.OI 
12.  80 

o.oo 

2.63 

23-58 
20.95 

35-88 

2.15 

3'2I 

0.65 

2-55 

I.  21 

!-33 
8.88 
34.02 
46.20 

.04402 
0.00365 
0.00114 
0.18759 

0.06175 
0.00753 
0.00018 
0.20454 

0.04559 
0.09992 
0.01569 
0.05389 
0.03834 
0.07825 
0.18758 
0.41087 
0.06987 

Carbonic  acid.  ...... 

Oxygen  ..       ........ 

Ethylene.  ....   ....... 

Propylene.  ........... 

Benzole  vapor  

0.07077 
0.46934 
0.17928 
0.04421 

0.11700 
0.37664 
0.19133 
0.04103 

Carbonic  oxide 

I^arsh-gas 

Hydrogen      . 

IOO.OO 

100.00 

IOO.OO 

I.OOOOO 

I.OOOOO 

I.OOOOO 

D  ensity  :  theory  

0.5825 

°-59*i 

650.1 
597-o 
53ii-2 
22.06 

0.6057 

0.6018 

688.7 
646.6 
5281.1 
26.31 

0.4580 

642.0 

577-0 
5202.9 

practice  
B.T.U.  from  i  cu.  ft.: 
water-liquid. 

water-vapor.  . 

Flame-temp.,  deg  
Average  candle-power. 
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CALORIFIC  EQUIVALENTS  OF  CONSTITUENTS  OF  ILLUMINATING-GAS. 


Heat-units  from  i  Ib. 

Water- 
liquid. 

Water- 
vapor. 

Ethylene  

21,524.4 
2I,222.O 
18,954.0 

4,395-6 
24,021.0 
61,524.0 

20,134.8 
19,834.2 
17,847.0 
4,395-6 
21,592.8 
51,804.0 

Propylene  

Benzole  vapor.  .  . 
Carbonic  oxide  .  . 
.Marsh-eras 

Hydrogen 

27.  Acetylene  Gas. — The  gas  C2H2  released  from  calcium 
carbide  by  addition  of  water  is  as  yet  of  no  significance  for  large- 
scale  heating,  but  has  been  much  examined  for  use  in  motor 
carriages  and  elsewhere  where  gas-power  in  small  bulk  is  the 
prerequisite.  One  pound  of  calcium  carbide  with  a  little  over 
half  its  weight  of  water  will  liberate  5!  cubic  feet  of  gas.  It  has 
a  heat  capacity  of  18,260  B.T.U.  per  pound  or  1500  to  1558  per 
cubic  foot,  and  weighs  0.0725  pound  per  cubic  foot  or  occupies 
14 J  cubic  feet  to  the  pound.  It  requires  12^  volumes  of  air  to 
burn  it,  which  is  usually  raised  to  14  or  15  in  practice.  It  has 
been  compressed  to  a  liquid  at  68°  F.  by  a  pressure  of  600  pounds 
per  square  inch. 

Acetylene  ignites  at  510°  F.  in  proper  mixtures  with  air,  and 
has  a  specific  heat  about  0.245  f°r  its  products  of  combustion 
at  constant  volume.  Some  very  complete  experiments  by  Mr. 
Frederick  Grover  of  England  between  1898  and  1901,  to  be 
referred  to  later  (Chapter  XIX),  showed  that  whereas  a  mix- 
ture of  9  parts  coal-gas  to  i  of  air  was  required  to  give  an 
initial  pressure  of  180  pounds  in  the  cylinder,  after  compression 
to  30  pounds,  the  same  pressures  resulted  from  acetylene 
with  30  to  i.  With  11.7  to  i  and  the  same  compression  he 
observed  352  pounds  pressure  to  result  from  ignition.  If  the 
thermal  efficiency  for  acetylene  be  taken  at  30  per  cent,  6.1 
to  6.3  cubic  feet  of  gas  would  be  required  per  H.P.  per  hour. 
The  ignition  temperature  is  low;  the  transmission  of  flame  in 
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the  mixture  is  rapid;  the  combustion  temperature  and  conse- 
quent mechanical  energy  are  high.  For  quantitative  results  the 
reader  is  referred  to  Chapter  XIX. 

28.  Blast-furnace  Gas. — Since  the  first  experiments  in  1895  an 
increasing  use  is  continually  found  for  the  gas  discharged  from  the 
top  of  the  blast-furnace  as  a  source  of  motive  power.  Less  than 
one-third  of  the  carbon  introduced  into  the  blast-furnace  can  be 
allowed  to  reach  the  state  of  CO2  in  order  to  maintain  the  reduc- 
ing action  demanded  for  the  chemical  reactions  on  the  iron  ore. 
Hence  the  discharged  gas  consists  largely  of  carbonic  oxide 
(CO),  although  it  is  probably  the  leanest  form  of  fuel-gas  which 
is  used,  running  about  100  B.T.U.  per  cubic  foot.  It  nearly 
always  contains  the  above  proportion  of  carbonic  acid,  which  is 
not  a  supporter  of  combustion,  and  it  carries  mechanically  a 
large  proportion  of  dust  and  grit  resulting  from  the  disintegration 
of  the  solid  charge  thrown  into  the  top  of  the  furnace  and  broken 
up  by  the  sudden  rise  in  temperature.  This  dust  cannot  be  com- 
pletely removed  even  by  the  usual  form  of  water-seal  trap  or 
separator,  but  passes  over  into  the  engine  and  on  entering  the 
cylinder  the  grit  is  the  occasion  for  annoying  abrasion  of  working 
parts.  This  circumstance  makes  it  desirable  to  use  vertical 
cylinders  for  engines  using  this  form  of  gas  in  order  that  the 
tendency  shall  be  diminished  for  the  grit  to  lie  upon  the  bottom 
of  a  horizontal  cylinder.  This  will  cause  annoying  leakage  in 
a  short  time.  If  the  average  heat  capacity  or  calorific  power 
per  pound  of  blast-furnace  gas  be  called  1283  B.T.U.  and  the 
percentage  of  heat  energy  effective  in  the  gas  be  from  20  per  cent 
to  30  per  cent,  as  is  usual,  then  there  will  be  required 

33,000X60     i 

778        S283X.25     7'93 

pounds  of  gas  per  H.P.  per  hour  if  an  efficiency  of  25  be  assumed. 
Reducing  this  to  cubic  feet  per  minute,  with  a  piston  speed  of 
800  linear  feet  per  minute  in  a  two-stroke  cycle  engine,  with  a 
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stroke  one  and  a  half  d'ameters,  it  gives  an  accepted  figure  of 
four  cubic  feet  per  minute  per  H.P.  Fig.  n  shows  a  design  of 
engine  for  utilizing  blast-furnace  gas,  originated  by  Mr.  Chas. 
H.  Morgan  of  Worcester,  Mass.  By  using  vertical  cylinders  he 
diminished  the  abrasive  action  of  grit  or  dust  in  the  gas,  and 
by  the  beam  mechanism  he  diminished  the  tendency  of  the  piston 
to  "cock"  or  produce  oblique  pressure  in  the  cylinder. 


FIG.  ii. 

Gases  from  coke-ovens  are  also  available  sources  of  fuel-gas 
for  engines.  After  the  first  eight  hours  of  the  coking  process 
gas  appears  from  the  top  of  the  oven,  and  continues  to  be  evolved 
until  it  reaches  a  maximum  at  the  end  of  the  second  day,  and 
then  gradually  diminishes  until  the  oven  is  discharged  at  the  end 
the  third  or  on  the  fourth  day.  With  the  maximum  output  of 
gas  at  40  per  cent  from  one  oven,  the  average  will  be  20  per  cent, 
with  a  heating  value  per  cubic  foot  averaging  60  B.T.U.,  with 
the  maximum  of  120  and  the  minimum  of  zero  at  the  end  when 
the  constituents  are  CO2  and  N.  Both  blast-furnace  and  coke- 
oven  gases  permit  and  demand  much  higher  compressions  to 
secure  certain  ignition  of  the  lean  mixture.  (Pars.  152,  202.) 
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29.  Tables    of    Compositions    and    Properties    of    Gases. — 

Of  the  various  kinds  of  gas  referred  to  in  the  foregoing  para- 
graphs, water-gas  has  the  highest  theoretical  temperature  of 
combustion — 4850°  F.  Producer-gas  gives  3441°.  The  natural 
gas  and  coal-gas  are  nearly  of  the  same  value  as  the  water-gas. 

Analyses  of  blast-furnace  gas  will  be  found  among  the  following 
tables. 

Including  natural  gas,  the  relative  volumes  and  weights  of 
gaseous  fuels  are: 

By  Weight.          By  Volume 

Natural  gas 1000  1000 

Coal-gas 949  666 

Water-gas 292  292 

Producer-gas 76.5  130 

COMPOSITION  OF  GASES  BY  VOLUME. 

. 

Penna.  Steel- 
Water-gas. 

Hydrogen 2.18  46.00  45-oo  6.00 

Marsh-gas 92.60  40.00  2.00  3-°° 

Carbonic  oxide °-5°  6.00  45. oo  23-5° 

Olefiant  gas O-31  4.00  o.oo  o.oo 

Carbonic  acid 0.26  0.50  4.00  1.50 

Nitrogen 3.61  1.50  2.00  65.00 

Oxygen 0.34  °-5o  0.50  o.oo 

Water-vapor o.oo  T-5°  i-5°  i.oo 

Sulphydric  acid 0.20 

100.00  100.00  100.00  100.00 

COMPOSITION  OF  GASES  BY  WEIGHT. 

Hydrogen 0.268  8.21  5-431  0.458 

Marsh-gas 90-383  57 -2O  I-93I  1-831 

Carbonic  oxide 0-857  I5-°2  76.041  25.095 

Olefiant  gas O-531  10.01  o.ooo  o.ooo 

Carbonic  acid 0.700  1.97  10.622  2.517 

Nitrogen 6.178  3.75  3-38°  69.413 

Oxygen 0.666  1.43  0.965  o.ooo 

WTater-vapor o.ooo  2.41  1-630  0.686 

Sulphydric  acid 0.417 


100.00 
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TABLE  OF  RELATIVE  COSTS  OF  GASES  PER  MILLION  B.T.U.  WHICH  THEY  ARE 
THEORETICALLY  ABLE  TO  PRODUCE. 

Cents  per 
MilEon  B.T.U. 

Coal-gas 734,976  units,  costing  20.00  cents 27.21 

Water-gas 322>346     "  "       10.88      "    33.75 

Producer-gas 117,000      "  "         2.58      "     22.05 


COMPARATIVE  COMPOSITION  OF  GAS. 


Natural  Gas. 

Coal-gas. 

Water- 
gas. 

Producer-gas. 

Anthrac. 

Bitum. 

CO                        

0.50 
2.18 
92.60 

6-3J 

0.26 

3-6i 

o-34 

6.0 
46.0 
40.0 
4.0 
o-5 

!-5 

°-5 
i-5 
32.0 

735;000 

45-0 
45-0 

2.O 

27.0 
12.0 
1.2 

27.0 
12.  O 

2-5 
0.4 

56.2 
0.3 

65.9 

I56>917 

H                  

CIL. 

C,H, 

CO, 

4-o 

2.O 

o-5 
i-5 
45-6 
322,000 

2-5 

57-o 
o-3 

65.6 
i37>455 

N                  

O                  

Vapor                           .        ... 

Pounds  in  1000  cu.  ft.  per  cent  . 
Heat-units  in  1000  cubic  feet.  . 

45.60 
1,100,000 

NATURAL  GAS  IN  OHIO,  INDIANA,  AND  PENNSYLVANIA. 


Description. 

Ohio. 

Indiana. 

Penna. 

Fos- 
toria. 

Find- 
lay. 

St. 
Mary's. 

Muncie. 

Ander- 
son. 

1.86 
93-07 
o-47 
o-73 
0.26 
0.42 
3-02 

0.15 

Koko- 
mo. 

Marion. 

Pitts- 
burg. 

Hvdrogen.  ...    ... 

1.89 
92.84 

O.20 

0-55 

O.2O 

0-35 
3.82 
0.15 

1.64 
93-35 
0-35 
o'.4i 
0.25 
o-39 
3-4i 

O.2O 

1-94 
93-85 
0.20 

o-44 
0-2,3 

o-35 
2.98 

O.2I 

2-35 
92.67 

0.25 

o-45 
0.25 

o.35 
3-53 
0.15 

1.42 
94.16 
0.30 

o-55 
0.29 
0.30 
2.80 
0.18 

1.20 

93-57 
°-*5 
0.61 
0.30 

0-55 
3-42 

O.20 

22 
67 

I 
O 

0.6 
0.8 
3-o 

Marsh-gas.  ... 

Olefiant  gas   . 

Carbon  monoxide.  .  .  . 
Carbon  dioxide.  .  . 

Oxygen.  ...            .    . 

Nitrogen.  .  .           .... 

Hydrogen  sulphide.  .. 

Approximately  30,000  cubic  feet  of  gas  have  the  heating  power  of  one  ton 
of  coal. 
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PRODUCER-GAS  FROM  ONE  TON  or  COAL. 


Analysis  by  Vol. 

Per  Cent. 

Cubic  Feet. 

Lbs. 

Equal  to 

CO           .   .     - 

25-3 
9.2 

3-1 

0.8 

3-4 
58.2 

33,213.84 
12,077.76 
4,069  .  68 
1,050.24 
4,463.52 
76,404.96 

2,451.20 
63-56 
174.66 
77.78 
519.02 
5»659-63 

1,050.  50  Ibs 
63-56     ' 
174.66     ' 
77.78     « 
141-54     ' 
7J350-1? 

C+I400.7  Ibs. 
H 
CH4 
C,H4 
C  +  377  -44  Ibs. 
air 

0 
0 

H        

CtL 

CJL. 

cb4::::  

N  (by  difference) 

IOO.O 

131,280.00 

8^45-85 

RELATIVE  CALORIFIC  VALUES. 


By  Weight. 

By  Volume. 

Sp.  Gr.* 

Natural  gas 

I,OOO 

I,OOO 

Coal-gas             ..... 

Q4Q 

666 

o  400 

Water-gas   

2Q2 

202 

o.  ?7o 

Produeer-gas  

76.5 

1  30 

0.070 

*  With  air  as  i.oo. 


The  following  table  gives  the  accepted  power  capacity  of 
various  sources  of  heat  energy  in  their  relation  to  motors  using 
these  combustibles  for  power  in  gas  or  other  engines: 


Material. 

Heat-units 
per  Pound. 

Heat-units 
per  Cubic  Foot. 

61,560 

293    5 

14,  ^40 

Crude  petroleum,  W  Va  ,  specific  gravity  .873.  .      .    . 

18,724 

Light  petroleum,  Pa  ,  specific  gravity  .841  

18,401 

Ben/ine   CgHa                  

18,448 

Gasoline                            

18,000 

Illuminating-gas   28  candle-power 

O^O 

((                                                                      «                        JQ                             ((                                                             « 

800 

(i             n     j  -       tt 

620 

\Vater-gas  American                       .    .                .        . 

Producer-gas  English  

I^O 

W"ater  producer-gas   

104 

Ethvlene-olefiant  gas  C^H^ 

21,4  7,0 

1,677 

18,000 

600 

21,4.02 

868 

Natural  gas  Leech  burg,  Pa.  .        .  .      

"          "     Pittsburg,  Pa  

4Q  e 

IVIarsh  gas,  methane>  CHi-  ...................... 

CQ4 

^ 

' 
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The  heating  value  of  New  York  City  illuminating-gas,  as  given 
by  Mr.  E.  G.  Love,  per  cubic  foot  at  6c°  F.  and  barometer  at  30 
inches  will  range  715,  692,  725,  732,  691,  738,  735,  703,  734,  730, 
731,  727,  which  will  average  at  721.  Probably  710  would  be 
more  nearly  representative  of  average  good  quality.  The  coal- 
gas  of  London,  with  16  to  17  candle-power,  has  a  calorific  power 
of  668  units  per  foot  and  costs  from  60  to  70  cents  per  thousand 
cubic  feet.  It  ignites  at  temperatures  of  750°  to  800°  F.  with 
proper  mixtures  of  air. 

30.  Liquid  Fuel.  Petroleum.  —  Another  great  source  of 
hydrogen  and  carbon  as  fuels  for  industrial  purposes  comes  from 
the  oils  which  are  pumped  up  from  the  earth  or  which  flow  under 
pressure  from  subterranean  reservoirs  and  which  are  desig- 
nated by  the  general  name  of  petroleum.  There  are  oils  of  animal 
origin,  but  they  are  now  supplied  to  such  a  limited  extent  for  fuel 
purposes  as  scarcely  to  deserve  consideration,  and  the  cost  of 
extracting  vegetable  oils  from  the  seeds  or  other  products  which 
carry  them  precludes  the  use  of  such  oils  for  fuel.  Hence  the 
mineral  oil,  or  petroleum,  is  the  principal  source  of  heat  from 
liquids  either  in  its  crude  form  as  it  comes  native  from  the  oil- 
well,  or  after  a  part  of  the  constituents  of  the  natural  oil  have 
been  eliminated  by  the  refining  process.  In  the  present  state  of 
the  art  of  using  liquid  fuel  in  motor-engines,  the  use  of  crude  oil 
is  so  difficult  as  to  be  practically  prohibited.  The  difficulties 
arise  from  the  fact  that  the  mineral  oil  is  not  a  homogeneous 
chemical  substance,  but  is  a  mechanical  mixture  of  several  con- 
stituents having  varying  temperatures  at  which  they  change  their 
state  from  a  liquid  to  a  gas.  The  consequence  of  this  mechanical 
mixture  of  constituents  is  that  the  more  volatile  elements  form  a 
gas  first  and  are  eliminated  from  the  mixture,  leaving  behind  the 
thicker  and  more  viscous  components,  which  presently  form  a 
gum  or  a  solid  mass  in  the  generating  chamber  which  is  difficult  to 
handle.  It  is  much  easier  to  use  the  refined  products  of  the 
refining  process  rather  than  the  crude  oil  in  its  entirety.  The 
average  composition  of  crude  petroleum  is  usually  given  as : 
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From  To 

Carbon 82  87.1 

Hydrogen 11.2  14.8 

Oxygen  and  impurities 0.5  5 . 


Average. 
85 


IOC 


Its  specific  gravity  is  from  0.79  to  0.82.  Lima  oil  from  the 
Ohio  wells  is  of  a  dark  green  color,  is  quite  fluid  and  volatile,  and 
has  a  disagreeable  odor.  Its  volatility  makes  it  flame  easily  and 
give  off  an  explosive  vapor  in  a  confined  space.  These  two  prop- 
erties have  resulted  in  restrictions  upon  its  use  in  many  cities;  the 
health  boards  object  to  the  odor,  and  the  fire  departments  to  the 
danger  of  fire  from  explosions.  Hence  the  refining  companies 
have  introduced  what  is  called  fuel-oil.  This  is  the  residue  after 
a  part  of  the  fractional  distillation  process  has  been  completed. 
A  tabular  summary  of  this  process  is  as  follows: 


No. 

Temperature 
Fahrenheit. 

Distillate. 

Probable 
Per  Cent. 

Specific 
Gravity. 

Flashing- 
point. 

I 

2 

H3 
113  to  140 

Rhigolene      ) 
Chymogene   ) 

traces 

.590  to  .625 

3 

140  to  158 

Gasolene 

t-3 

.636  to  .657 

4 

158  to  248 

Benzine,  naphtha  C 

IO.O 

.680  to  .700 

14 

B 

2-5 

.714  to  .718 

5 

248  to  347 

A 

2 

.72510  .737 

32 

Polishing-oils 

6 

338  + 

Kerosene 

5° 

.780  to  .820 

100  tO  122 

7 

482 

Lubricating-oil 

15 

.850  to  .915 

230 

8 

Paraffine  wax 

2 

Residuum  and  loss 

16 

The  distillation  for  fuel-oil  is  stopped  after  the  kerosene  has 
been  obtained.  In  many  refineries  only  the  three  products  of 
crude  naphtha,  burning  oil,  or  kerosene,  and  the  distillate  are 
recognized,  the  latter  being  the  fuel-oil.  Its  average  specific 
gravity  is  about  .818  or  40  Baume  at  60°  F.,  so  that  a  gallon  weighs 
7.3  pounds,  as  against  6.81  pounds  for  the  crude  oil.  It  flashes 
at  218°  F.,  or  just  above  the  boiling-point  of  water.  It  is  thick  in 
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consistency.  The  calorific  power  of  crude  oil  is  from  20,000  to 
21,000  British  thermal  units,  and  that  of  the  fuel-oil  is  from 
17,000  to  19,000  heat-units.  Fuel-oil  is  called  "astatki"  by  the 
Russians.  Thos.  Urquhart  of  Russia,  in  considering  the  use  of 
petroleum  for  locomotives,  gives  the  following  table  of  the  theoreti- 
cal evaporative  power  of  petroleum  in  comparison  with  that  of 
coal,  as  determined  by  Messre.  Favre  and  Silbermann: 


Fuel. 

Specific 
Gravity 
at  32°  P., 
Water  = 
i  .000. 

Chemical  Composition. 

Heating 
Power, 
British 
Thermal 
Units. 

Theoret. 
Evap.,  Lbs. 
Water  per 
Lb.  Fuel 
from  and 
at  212°  F. 

C. 

H. 

0. 

Penna  heavy  crude  oil 

0.886 
0.884 
0.928 
0.928 

1.380 

84.9 
86.3 
86.6 
87.1 

80.0 

!3-7 
13.6 
12.3 
11.7 

S-o 

1.4 

O.I 

i.i 

1.2 

8.0 

20,736 
22,027 
20,183 
19,832 

14,112 

21.48 
22.79 
20.85 
20-53 

14.61 

Caucasian  light  crude  oil  .  . 
heavy  crude  oil  . 
Petroleum  refuse 

Good  English  coal,  mean  of 
98  samples  

The  further  details  of  refining  for  elimination  of  coloring 
matter,  and  the  steps  of  acid  and  alkaline  agitation,  are  aside 
from  the  present  purpose. 

31.  Pintsch   Oil-gas. — The  Pintsch  oil-gas    (Julius   Pintsch, 
Berlin,  1871)  is  a  true  gas  made  in  retorts  by  the  vaporization  of 
crude  petroleum.     From  70  to  85  cubic  feet  of  a  50-  to  6o-candle- 
power  gas  result  from  the  distillation  of  one  gallon  of  oil.     The 
gas  is  rich  in  illuminating  properties  and  does  not  lose  so  much 
of  its  illuminating  power  by  compression  as  a  coal-gas  would. 
This  system  is  much  used  for  the  lighting  of  railway  cars,  but  is 
being  displaced  by  the  air-gas  system.     With  the  latter  the  gas  is 
heated  before  being  delivered  to  the  burner  by  passing  through  a 
spiral  coil  of  fine  copper  pipe  above  the  lamp  itself. 

32.  Kerosene. —  Kerosene   has   already   been   referred   to    as 
" burning  oil"  or  No.  6  in  the  process  of  fractional  distillation  of 
crude  petroleum  (par.  30).     Usually  3^  parts  of  crude  oil  render 
one  part  of  kerosene.     The  heat  of  combustion  will  depend  on  the 
composition,  but  will  range  between    22,000  and  24,000  B.T.U. 
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per  pound.  The  quicker  the  distillation  the  poorer  the  product, 
albeit  more  abundant;  but  the  more  abundant  the  lighter  ele- 
ments the  less  safe  is  the  kerosene. 

The  flashing-points  at  which  an  ignitible  vapor  is  given  off 
by  heating  will  range  from  115°  to  125°  F.;  the  oil  will  itself 
ignite  and  burn  when  heated  to  between  130°  and  140°  F.  This  is 
called  its  burning-point.  It  boils  anywhere  between  the  limits 
of  300°  F.  and  500°  F.,  giving  a  vapor  density  five  times  that  of 
air,  and  requiring  for  its  combustion  nearly  190  cubic  feet  of  air 
per  pound.  The  principal  component  of  kerosene  in  the  hydro- 
carbon series  is  the  element  decane,  whose  composition  by  the 
formula  CMH2(M+l)  (see  p.  64)  will  be  C10H22.  If  the  kerosene  be 
regarded  as  composed  entirely  of  this  compound,  its  combustion 
will  be  given  by  the  equation 

C10H22  +   020  +  Ou  =  ioC02+nH20, 

I2O+22  320+176  440+198 

so  that 

f  f  f = 3 •  5  pounds  of  oxygen ,     or     y^°  of  3. 5  =  15. 21 

pounds  or  15.21X12.387  =  188.4  cubic  feet  of  air  will  be  required 
when  in  its  combustion  it  is  treated  as  a  gas.  Since  the  vapor 
of  kerosene  is  five  times  as  heavy  as  that  of  air,  a  pound  of  vapor 

will  occupy  -     ; —  =  2.47  cubic  feet.     The  ratio  of  volumes  will 

O 

therefore  be —  =  76.2  volumes  of  air  to  one  volume  of  kerosene 

2.47 

vapor.  This  computation  can  be  applied  in  a  later  paragraph 
to  compute  the  temperature  increase  due  to  combustion.  When 
kerosene  is  used  as  a  source  of  heat  for  internal-combustion 
engines  it  is  usually  atomized  or  broken  into  a  mist,  and  is  then 
vaporized  by  heat  so  as  to  form  a  gas.  (See  Chapter  VI,  on 
Kerosene-engines,  and  Chapter  X,  on  Carbureters.)  It  is 
cheaper  than  the  more  usual  gasoline,  but  by  reason  of  the  in- 
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conveniences  in  starting  up  and  some  easily  superable  difficulties 
in  regulation  du  to  its  variable  composition  it  lias  not  received 
the  attention  which  has  been  given  to  gasoline.  It  does  not 
waste  or  change  its  quality  in  storage;  the  supply  is  practically 
unlimited;  it  is  everywhere  obtainable;  the  fire- risk  or  insurance 
rate  is  not  increased  by  its  presence.  The  wide  range  of  the 
boiling-point  of  the  commercial  article  has  been  the  source  of 
one  difficulty  in  using  it.  Being  a  mixture  in  any  case,  an 
isolated  mass  decomposes  or  "cracks"  by  heat  into  various 
components,  and  when  heated  too  hot  it  decomposes,  depositing 
its  carbon  in  the  form  of  a  hard  cake  like  coke.  For  the  com- 
plete combustion  of  liquid  kerosene  the  conditions  of  a  lamp- 
wick  are  ideal  by  reason  of  its  presenting  four  essential  conditions : 

1.  The  heat  for  gasifying  the  oil  is  graduated  from    that  of 
the  containing  vessel  to  the  highest  temperature  of  combustion 
of  the  oil. 

2.  The  combustion  is  slow  enough  to  allow  complete  union 
with  necessary  oxygen  for  combustion. 

3.  With  a  proper  exposure  of  distilling    or  gasifying  surface 
to  the  oxygen,  the  whole  of  the  combustible  is  consumed. 

4.  The  gasification  at  the  flame  is  at  just  the  proper  tem- 
perature, and  the  delivery  of  fuel  is  at  just  the  required  rate. 

If  the  wick  is  turned  too  high,  more  fuel  is  supplied  above 
the  burner  top  than  can  be  gasified  by  the  heat  of  the  flame, 
and  the  excess  of  carbon  unconsumed  appears  as  a  smoke  with 
a  suffocating  odor.  If  the  wick  is  turned  down,  however,  the 
heat  is  again  too  low  to  consume  the  distilled  gas  and  some  car- 
bonic oxide  is  formed.  Of  course,  if  the  oxygen  supply  is  cut  off 
while  other  conditions  are  retained  normal,  both  of  the  above 
evil  consequences  present  themselves.  In  the  chapter  on  kero- 
sene-engines (Chap.  VI)  some  further  points  will  be  discussed 
concerning  the  conditions  for  its  use  in  motors. 

33.  Gasoline. — Gasoline  is  the  next  higher  or  more  volatile 
distillate  from  crude  petroleum,  having  a  specific  gravity  ranging 
from  the  highest  grade  of  about  88°  Baume  little  used  for  power 
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purposes  down  to  68°  B.,  or  with  a  specific-gravity  range  in  the 
ordinary  hydrometer  scale  between  0.680  and  0.710.  The  com- 
mercial names  differ  in  different  places,  but  in  general  the  quali- 
ties and  names  will  be: 

(1)  88°  to  86°  B.  or  .640 .  light  volatile  oil 

(2)  76°  B.  or  .682 stove-gasoline 

(3)  68°  to  73°  B.  or  .692  to  .709 benzoline 

(4)  62°  B.  or  .730 benzine 

No.  2  in  the  series  is  the  usual  internal-combustion  motor  fuel, 
but  frequently  this  changes  on  storage  for  any  length  of  time  to 
No.  3,  which  is  sometimes  called  prime  city  naphtha.  Stove- 
gasoline  is  also  locally  known  as  boulevard  gas-fluid.  It  will  be 
observed  from  the  table  in  paragraph  30  that  the  crude  petro- 
leums usually  yield  but  8  to  10  per  cent  of  gasoline,  so  that  a 
definite  limit  is  set  upon  the  amount  of  it  available  at  any  one 
time.  This  will  have  a  notable  effect  upon  its  price  as  the  use 
of  gasoline  for  fuel  becomes  more  extended  and  the  number  of 
motors  using  it  increases. 

The  boiling-point  of  gasoline  ranges  from  120°  to  250°  Fahr., 
with  an  average  range  between  149°  and  194°  Fahr.  Its  principal 
hydrocarbon  constituents  are  the  elements  hexane  and  heptane 
of  the  series,  which  on  the  formula  CMH2(w+l)  gives  a  composition 
of  C.H14+C7H16.  The  range  is  between  C5H12  and  C7H16.  Tak- 
ing CeHi .  as  the  average  of  all,  the  combustion  computation  will  be 

O12+O7    =   6CO2+7H2O. 


192  +  112  264+126 

This  will  require -^r  =3-53  pounds  of  oxygen  or  3.53  X  — 

3 
15.3  pounds  of  air  or  189.52  cubic  feet  of  air. 

The  vapor  of  gasoline  is  3.05  times  as  heavy  as  that  of  air. 
Hence  a  pound  of  vapor  will  occupy — — —  =4.06  cubic  feet  at 
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32°  and  one  atmosphere  of  pressure.  Hence  a  pound  of  gasoline 
vapor  occupying  4.06  cubic  feet  will  require  189  cubic  feet  of  air, 
or  the  ratio  of  volumes  of  vapor  to  air  will  be 

6A 


This  computation  can  be  later  used  to  compute  the  tempera- 
ture increase.  The  calorific  power  of  gasoline  is  between  18,000 
and  20,000  B.T.U.  Redwood  found  that  gasoline  vapor  with 
air  in  proportions  ranging  between  5  in  100  up  to  12.5  in  100 
were  explosive.  The  mixture  of  n  per  cent  of  vapor  gave  the 
strongest  effect.  Incomplete  combustion  of  gasoline  in  mixtures 
results  in  the  formation  of  a  smoky  mixture  in  the  products,  with 
an  offensive  odor.  As  in  the  case  of  kerosene,  this  phenomenon 
results  from  either  too  much  fuel  in  the  mixture,  or  from  too  little. 
The  former  is  the  more  usual  and  the  more  objectionable. 

The  volatile  elements  in  gasoline  tend  to  escape  from  it  even 
at  ordinary  temperatures,  so  that  the  liquid  alters  and  deteriorates 
in  storage  unless  in  very  tight  metallic  vessels.  The  volatile 
elements  mixing  with  the  air  in  a  vessel  partly  emptied  form  an 
explosive  mixture  which  will  ignite  readily  from  an  open  flame. 
The  heavy  vapor  seeks  the  bottom  levels  in  confined  places 
before  becoming  diffused.  Neither  kerosene  nor  gasolene  acts 
like  water  in  swelling  the  staves  of  wooden  barrels  and  keeping 
such  receptacles  tight  against  leakage  and  loss.  When  gasoline 
is  entrained  by  a  current  of  air,  as  in  a  carburetor  (Chapter  X), 
it  forms  an  air-gas,  or  an  atmosphere  saturated  with  hydrocarbon 
mist.  Gasoline  is  sufficiently  volatile  to  evaporate  completely 
without  additional  heat  when  thus  finely  divided,  and  the  car- 
bureted air  can  be  burned  for  power  or  lighting  purposes.  Much 
car-lighting  by  gas  is  done  on  this  system,  using  compressed  air 
from  the  train-brake  supply.  There  is  no  considerable  storage 
of  gas,  since  such  a  carbureted  atmosphere  is  liable  to  deposit 
its  liquid  hydrocarbon  by  a  sort  of  liquation  in  any  storage  tank 
where  it  may  be  at  rest,  particularly  in  cold  weather.  On  the 
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other  hand,  to  pass  this  mixture  through  a  hot  chamber  will  cause- 
a  deposit  of  fixed  carbon  or  coke  as  in  the  case  of  kerosene. 

The  arguments  for  gasoline  as  a  fuel  for  motor  vehicles  are 
the  ease  of  its  vaporization  in  starting  and  running,  in  spite  of 
difficulties  of  maintaining  proper  proportions  of  the  mixture  of 
fuel  and  air  for  varying  conditions  of  load  and  speed. 

34.  Alcohols. — There  are  two  kinds  of  alcohol  used  in  the- 
arts  and  as  sources  of  heat:  methylic  alcohol  or  wood-alcohol, 
which  has  the  chemical  symbol  C2H4O2,  and  ethyl  alcohol,  the 
ordinary  form,  which  is  represented  by  C4H6O2. 

Wood- alcohol  is  formed  by  dry  distillation  of  wood  in  iron 
retorts  (usually  horizontal)  at  a  heat  not  above  900°  F.  It  has. 
a  strong  characteristic  odor  and  boils  at  i5o°F.  It  would  be  a 
most  popular  source  of  heat  in  many  places  where  corn  is  abun- 
dant if  there  were  no  restrictions  upon  its  manufacture.  In  the 
United  States  a  considerable  internal-revenue  taxation  is  levied 
upon  alcohol,  which  operates  with  some  hardship  upon  pro. 
ducers  of  corn  at  considerable  distances  from  their  market. 
The  transportation  charges  on  the  grain  may  preclude  an 
attractive  profit  upon  the  raw  material,  whereas  in  manufactured 
and  concentrated  form  as  alcohol  the  profit  from  an  acreage 
would  be  a  handsome  one.  The  French  and  German  ministries 
of  agriculture  have  been  encouraging  the  development  of  alcohol- 
motors  with  a  view  of  stimulating  production  of  alcohol-grain 
among  the  farming  districts.  Their  interest  has  developed  a 
process  for  deriving  alcohol  from  the  electrically  manufactured 
carbides. 

Ethyl  alcohol  is  obtained  by  distillation  from  the  fermented 
infusions  of  the  cereal  grains,  which  contain  either  sugar  or  starch. 
It  has  a  specific  gravity  of  0.792  and  boils  at  173°  F.,  but  will 
freeze  only  at  200°  below  zero  when  pure.  It  expands  3^  times 
as  much  as  water  between  32°  and  173°  F. 

Hydrated  alcohols  contain  water  ranging  from  50  per  cent 
by  volume  (proof  spirits)  to  93  per  cent  (cologne  spirits).  The 
affinity  for  water  is  very  strong. 
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Pure  alcohol  is  very  inflammable  and  burns  with  a  pale-blue 
smokeless  flame.  Its  calorific  power  is  about  28,500  B.T.U., 
which  runs  down  to  12, coo  with  greater  hydration. 

For  motor  purposes  the  custom  has  prevailed  very  widely  to 
mix  the  alcohol  with  some  other  hydrocarbon,  usually  from  the 
petroleum  group.  Such  mixtures  become  undrinkable  and 
are  known  as  "denatured"  alcohol.  For  example,  a  prevalent 
French  mixture  is 


Ethyl  alcohol .  .  . 
Methyl  "  ... 
Hydrocarbon  .  .  . 


. .   i  oo     volumes. 
..10 

...       0.5       « 


110.5 

The  hydrocarbon  is  defined  only  by  its  boiling-boint,  which 
should  be  between  350°  F.  and  440°  F.  It  will  have  a  specific 
gravity  of  .832  to  .835  referred  to  water,  or  about  38°  B.,  and  a. 
calorific  power  of  9300  B.T.U.  per  pound.  An  alcohol  mixture 
known  as  electrine  has  a  composition  of  equal  parts  of  the  above 
mixture  with  a  benzol,  resulting  in  a  specific  gravity  of  .835  and 
a  calorific  power  of  13,150. 

A  motor  which  is  to  operate  with  alcohol  in  internal  com- 
bustion should  work  with  a  higher  compression  of  the  charge 
before  igniting  than  is  satisfactory  for  gasoline  or  kerosene.  The 
carbureting  apparatus  has  also  to  be  kept  hotter,  particularly 
if  the  alcohol  is  considerably  hydrated.  Some  tests  by  Delahaye 
with  the  same  motor  gave  the  following  results  in  fuel  consump- 
tion: 


Fuel. 

H.P. 

Pints  per  Hour. 

Pints  perH.  P. 

Gasolene 

6    23 

e   A 

0  86 

Carbureted  alcohol   ^Q^/o 

6  20 

6    22 

O    00 

"                "        7=;% 

6  23 

7    6 

I    22 

/  J  /€>•  • 
Alcohol,  lOOyo              . 

6    32 

IO    C 

I  .70 

An   American   test   with   a   Westinghouse   engine   gave   the 
economy  of  1.2  pints  per  H.P.  per  hour;   Japy  of  Beaucourt  in. 
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France  reports  1.03  pints  per  H.P.  In  some  results  of  trials  in 
Paris  (1902)  the  thermal  efficiency  of  the  four  fuels  in  motors 
were  given  as: 

For  gasoline  ...............   14  to  18  per  cent 

"   kerosene  ..............   13 

"   gas  ...................   181031     "      " 

"   alcohol  ................   24  to  28    "      " 

An  objection  which  has  revealed  itself  with  motors  using 
^alcohol  is  the  excess  of  water-vapor  formed  in  the  cylinders,  and 
that  this  water-  vapor,  absorbing  the  acetic  acid  which  forms  with 
the  occasional  incomplete  combustion  of  the  alcohol,  attacks  and 
corrodes  metal  surfaces  and  scores  valves  and  seats. 

35.  Products  of  Combustion  of  a  Gas.  —  In  the  discussion  of  par. 
1  1  it  was  made  apparent  that  the  combustion  of  carbon  and  hydro- 
gen gave  the  weight  of  the  products  resulting  from  such  combustion. 
It  will  be  apparent  that  when  the  volume  is  to  be  considered 
this  will  vary  with  the  temperature  of  such  products  of  combustion. 
Anticipating,  for  the  moment,  a  later  discussion  which  will  define 
the  term  "absolute  temperature"  it  may  be  said  here  that  if  V0 
denote  the  volume  at  the  temperature  of  melting  ice,  and  T0  the 
corresponding  absolute  temperature,  while  V  and  T  are  the 
volume  and  absolute  temperature  corresponding  to  the  state  of 
the  hot  and  expanded  gases,  the  volumes  will  be  proportional  to 
these  absolute  temperatures,  whence 


Similarly  if  the  initial  volumes  be  observed  or  taken  at  62°  F., 
the  final  or  expanded  volumes  can  be  calculated.     For  example, 

CO2  at  62°  occupies      8  .  594  cu.  ft.  to  the  pound  ; 

H  "    "        "        190  * 

S02  "    "        "  5.848   " 

N  "    "        "          13.501 


It         it      It        It  tt 

tt     It      tt  tt 

tt       It     It      tl  tl 


LIBERATION  OF  HEAT  ENERGY.  69 

whence 

.03660X8.594=    .3150    =cu.  ft.  of  CO2at62°; 
.o9oH  Xigo    =i.9H        =  "    "    "H      "    " 
.28        X5-85  -    .1178     =  "    "    "SOS 


a      it 
'2 


Adding  and  neglecting  the  smaller  weight  of  SO2,  the  volume 
at  62°  F.  becomes 


and  the  volume  F2  at   any  greater   temperature  will   be   found 

T 

by  multiplying  the  above  expression  by  the  fraction  ~,  in  which 

J\  is  the  absolute  temperature  corresponding  to  62°  F.,  and  T2 
the  absolute  temperature  at  which  the  volume  is  sought. 

36.  The  Dilution  of  the  Mixture.  —  The  discussion  in  para- 
graphs ii  and  12  made  it  apparent  that  for  complete  combustion 
of  hydrogen  and  carbon  in  air  a  certain  minimum  weight  or 
volume  was  required  in  order  to  supply  the  necessary  quantity 
of  oxygen  for  that  combustion.  Experience  has  shown  that  in 
the  combustion  of  solid  fuels  under  constant  pressure  in  air,  the 
distillation  process  preceding  the  true  combustion,  a  certain  excess 
of  air  is  desirable  above  that  required  for  chemical  combination.- 
This  will  be  often  one  and  a  half  times  or  even  as  much  as  twice 
the  theoretical  or  computed  amount  from  the  combining  weights. 
In  gas  combustions,  however,  either  in  fires  or  in  the  cylinders  of 
engines,  this  dilution  process  is  not  required,  and  is  prejudicial 
to  the  production  of  high  temperatures.  In  the  slow  process  of 
distillation-combustion  of  solids  the  products  of  combustion  are 
not  supporters  of  combustion,  but  the  latter  must  be  deported 
in  a  current  of  excess  of  air  in  order  to  bring  necessary  additional 
oxygen  to  reach  the  burning  surfaces.  With  gaseous  combus- 
tions, and  particularly  when  so  mixed  as  to  be  self-propagating,, 
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the  flame  will  carry  through  the  mass  of  gas  without  action  from 
the  burnt  gases  present.  Hence  an  excess  of  air  merely  means 
an  increase  in  the  denominator  of  the  second  member  of  the 
equation 

T      T- 
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in  par.  20,  whereby  the  rise  in  temperature  due  to  yQ  will  be 
diminished.  The  unnecessary  weight  of  air  and  its  inert  nitrogen 
has  to  be  heated  by  the  expenditure  of  the  fuel  energy,  and  for  a 
given  amount  of  such  energy  the  less  the  mass  to  be  heated  the 
hotter  it  will  be. 

On  the  other  hand,  upon  the  economic  side,  for  a  given  volume 
of  engine- cylinder,  it  will  be  cheaper  to  fill  the  latter  with  as  lean 
a  mixture  of  gas  and  air  as  is  consistent  with  positive  ignition  of 
the  charge,  since  the  gas  is  the  element  which  costs  and  the  air  is 
free.  When  an  excess  of  air  is  used  above  what  the  gas  needs 
for  combustion,  there  will  be  oxygen  found  in  the  products  of 
combustion  other  than  that  in  combination  with  the  carbon  as 
CO2.  Hence  it  becomes  a  matter  of  great  importance  to  mix  the 
proportions  of  fuel  and  air  for  the  gas-engine,  so  as  to  avoid 
incomplete  combustion  on  the  one  hand,  with  its  deposit  of  soot 
or  lampblack  in  the  cylinder  and  passages,  and  the  offensive 
odor  of  the  exhaust;  and  on  the  other  the  use  of  excess  of  fuel 
entailing  waste  and  unnecessary  cost,  and  diminishing  the  effective 
power  of  the  motor.  Some  interesting  and  useful  experiments 
with  a  gas  whose  analysis  showed  a  requirement  of  5  or  5.5  volumes 
of  air  to  i  of  gas  in  an  apparatus  to  be  described  in  Chapter  XIX 
gave  results  which  are  shown  graphically  in  Fig.  12.  The  points 
on  the  horizontal  line  indicate  the  mixtures  of  gas  and  air,  and  the 
vertical  ordinates  the  pressures  caused  by  igniting  such  mixtures. 
The  highest  pressures  belong  to  the  correct  proportions,  but  the 
engine  would  operate  all  right  with  nearly  twice  as  much  fuel  as 
was  necessary,  and  such  extravagant  working  might  go  undetected 
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for  some  time.  At  the  other  end  of  the  series,  the  danger  appears 
of  a  mixture  so  poor  in  fuel  elements  that  it  will  ignite  with  diffi- 
culty or  not  at  all.  It  will  be  shown  in  Chapter  XIX  that  excess 
of  products  of  combustion  may  so  dilute  a  mixture  as  to  produce 
the  same  .effect,  but  this  excessive  dilution  will  not  be  normal  in 
the  internal-combustion  motor.  The  tests  in  this  same  chapter  will 
show  why  the  relations  of  gas  to  air  of  1:12  or  i :  13  for  rich  gas 
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FIG.  12. 


nave  been  chosen.  The  student  is  referred  to  further  considera- 
tion of  these  questions  under  the  heads  of  ignition,  carburation, 
governing,  and  manipulation,  in  their  respective  chapters.  The 
experienced  operator  of  an  internal-combustion  motor  will  have 
observed  the  effect  of  stronger  propelling  pressures  as  he  increases 
the  ratio  of  air  to  gas,  but  will  also  have  noted  the  approach  to 
the  limit  where  the  charge  of  mixture  does  not  always  ignite  under 
these  conditions. 

37.  Gas  Analysis.  Elliot's  Gas  Apparatus. — It  will  be 
aside  from  the  present  purpose  to  go  at  all  exhaustively  into  the 
problem  of  gas  analysis,  or  that  of  the  products  of  combustion. 
As  some  general  knowledge  may  be  useful,  however,  the  Ellio': 
apparatus  and  the  Orsat  are  illustrated  for  their  respective  uses. 
Fig.  13  shows  the  Elliot  apparatus.  The  constituents  for  whose 
determination  it  is  adapted  are  CO2,  CO,  O,  H,  N,  CH4,  and 
illuminants.  The  candle-power  of  a  water-gas  is  about  twice 
the  percentage  of  illuminants  in  it*  with  a  coal-gas  the  multiplier 
is  about  3.5. 
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The  three  glass  tubes  in  the  apparatus  may  be  called  the 
laboratory-  or  reagent-tube,  on  the  right, 
surmounted  by  the  funnel  for  the  introduc- 
tion of  the  absorbent  liquid;  the  measuring- 
tube,  on  the  left,  for  measuring  after  each 
reaction  the  volume  of  gas  not  acted  on  by  the 
test;  and  the  explosion- tube. 

The  usual  quantity  in  a  test  is  100  cubic 
centimetres.  The  CO2  is  determined  by  intro- 
ducing the  measured  volume  from  the  measur- 
ing-tube into  the  laboratory- tube,  and  intro- 
ducing through  the  funnel  5  cubic  centimetres 
of  strong  potassic  hydrate  (KOH).  The  gas 
transferred  back  to  the  -measuring-tube  shows 
by  a  diminished  volume  the  amount  of  CO2 
which  it  has  lost.  For  the  illuminants  a  few 
drops  of  bromine  in  water  are  allowed  to  enter 
the  laboratory-tube  after  the  gas  has  been 
transferred  back  to  it  from  the  measuring-tube. 
The  tube  fills  with  red  fumes  which  are  ab- 
sorbed by  a  second  introduction  of  potassic 
hydrate.  The  gas  when  back  into  the  meas- 
uring-tube will  show  a  second  reduction  in 
volume.  For  oxygen  a  strong  KOH  solution 
is  mixed  with  pyrogallic  acid.  For  CO  a 
saturated  solution  of  cuprous  chloride  in  strong 
HC1  is  used.  For  hydrogen  and  marsh-gas  the 
explosion- tube  is  used.  The  volume  of  the 
sample  is  mixed  with  twice  its  volume  of  oxygen 
and  an  equal  volume  of  atmospheric  air,  and  the  mixture  fired 
by  the  electric  spark.  The  CO2  formed  by  the  explosion  is  ab- 
sorbed by  KOH  as  in  the  first  step,  and  the  hydrogen  which 
formed  water  goes  out  with  the  displacing  liquids.  When  the 
gas  is  cool,  measure  what  remains  in  the  measuring-tube,  and 
it  may  be  called  nitrogen  to  make  up  the  full  one  hundred  per 
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cent.  The  above  treatment  has  not  referred  to  detail  nor  pre- 
cautions, and  has  not  elaborated  the  computations  by  formula 
to  determine  the  proportions  of  CH4  and  H  resulting  from  noting 
the  proportionate  contraction  of  volume  after  explosion. 

The  interest  attaching  to  such  analysis  as  the  foregoing  to 
the  student  of  the  power  problem  is  the  relation  which  the  com- 
position of  the  gas  bears  to  its  computed  or  theoretical  calorific 
power,  or  to  the  actual  calorific  power  as  observed  in  calorimeters. 

38.  Analysis  of  Products  of  Combustion.  Orsat's  Apparatus. 
— It  is  often  convenient,  also,  to  make  a  similar  analysis  of  the 
products  of  combustion,  in  order  to  make  sure  that  the  com- 
bustion has  been  complete  and  the  mixture  wisely  selected.  An 
excess  of  oxygen  would  not  only  make  the  mixture  difficult  to 
ignite,  but  it  would  lower  the  temperature  on  ignition,  and  any 
considerable  quantity  of  carbonic  oxide  in  the  products  of  com- 
bustion would  not  only  mean  a  waste  of  carbon,  but  would  indi- 
cate the  danger  of  explosions  in  the  exhaust  pipe  or  passages, 
which  are  inconvenient  and  possibly  dangerous.  The  apparatus 
which  is  most  used  in  analyzing  the  products  of  combustion  is 
known  as  the  Orsat  apparatus  and  is  illustrated  in  Fig.  14.  P'", 
P",  and  Pf  are  pipettes  containing,  respectively,  solution  of  caustic 
potash  to  absorb  carbon  dioxide,  pyrogallic  acid  and  caustic 
potash  to  absorb  oxygen,  and  cuprous  chloride  in  hydrochloric 
acid  to  absorb  carbon  monoxide. 

At  d  is  a  cock  to  control  the  admission  of  gas  to  the  apparatus ; 
at  B  is  a  graduated  burette  for  measuring  the  volumes  of  gas; 
and  at  A  is  a  pressure-bottle  connected  with  B  by  a  rubber  tube 
to  control  the  gases  to  be  analyzed.  The  pressure-bottle  is 
commonly  filled  with  water,  but  glycerine  or  some  other  fluid 
may  be  used  when,  in  addition  to  the  gases  named,  a  determina- 
tion of  the  moisture  or  steam  in  the  flue-gases  is  made. 

The  several  pipettes  P',  P",  and  P"r  are  filled  to  the  marks 
g,  /,  and  with  the  proper  reagents,  by  aid  of  the  pressure-bottle  A . 
With  a  three-way  cock  to  open  to  the  atmosphere,  the  pressure- 
bottle  A  is  raised  till  the  burette  B  is  filled  with  water  to  the  mark 
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m\  communication  is  then  made  with  the  flue,  and  by  lowering 
the  pressure-bottle  the  burette  is  filled  with  the  gas  to  be  analyzed, 
and  two  minutes  are  allowed  for  the  burette  to  drain.  The  pressure- 
bottle  is  now  raised  till  the  water  in  the  burette  reaches  the  zero 
mark  arid  the  clamp  c  is  closed.  The  valve  in  the  pipe  to  the 
flue  is  now  opened  momentarily  to  the  atmosphere  to  relieve 
the  pressure  in  the  burette.  Now  open  the  clamp  c  and  bring 
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the  level  of  the  water  in  the  pressure-bottle  to  the  level  of  the 
water  in  the  burette,  and  take  a  reading  of  the  volume  of  the  gas 
to  be  analyzed;  all  readings  of  volume  are  to  be  taken  in  a  similar 
way.  Open  the  cock  g  and  force  the  gas  into  the  pipette  Pm 
by  raising  the  pressure-bottle,  so  that  the  water  in  the  burette 
comes  to  the  mark  m.  Allow  three  minutes  for  absorption  of 
carbon  dioxide  by  the  caustic  potash  in  P'",  and  finally  bring 
the  reagent  to  the  mark  a  again.  In  this  last  operation,  brought 
about  by  lowering  the  pressure-bottle,  care  should  be  taken  not 
to  suck  the  caustic  reagent  into  the  stop-cock.  The  gas  is  again 
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measured  in  the  burette,  and  the  diminution  of  volume  is  recorded 
as  the  volume  of  carbon  dioxide  in  the  given  volume  of  gas.  In 
like  manner  the  gas  is  passed  into  the  pipette  P",  where  the 
oxygen  is  absorbed  by  the  pyrogallic  acid  and  caustic  potash; 
but  as  the  absorption  is  less  rapid  than  was  the  case  with  the 
carbon  monoxide,  more  time  must  be  allowed,  and  it  is  advisable 
to  pass  the  gas  back  and  forth,  in  and  out  of  the  pipette,  several 
times.  The  loss  of  volume  is  recorded  as  the  volume  of  oxygen. 
Finally,  the  gas  is  passed  into  the  pipette  P',  where  the  carbon 
monoxide  is  absorbed  by  cuprous  chloride  in  hydrochloric  acid. 
The  solutions  used  in  the  Orsat  apparatus  are: 

Pr".    Caustic  potash,  i  part;  water,  2  parts. 
P".     Pyrogallic  acid,  i  gram  to  25  cc.  of  caustic  potash. 
Pf.      Saturated  solution  of  cuprous  chloride  in  hydrochloric 
acid  having  a  specific  gravity  of  i.io. 

These  reagents  will  absorb  per  cubic  centimetre: 

P"f,    Caustic  potash  absorbs  40  c.c.  of  CO2; 

P",     Pyrogallate  of  potash  absorbs  22     "    "  oxygen; 
P'.      Cuprous  chloride  absorbs         6      "    "  CO. 

Improvements  in  the  Orsat  apparatus  and  its  manipulation 
have  been  made  by  Hempel,  Carpenter,  Hale,  and  others,  and 
the  student  is  referred  to  Hempel' s  treatise  for  further  detail. 


CHAPTER  III. 

THE   MECHANICAL  ENERGY  FROM  EXPANSION   OF    GAS 
AND   AIR. 

39.  Introductory.     Mechanical    Equivalent    of    Heat. — The 

unit  of  work  for  industrial  purposes  is  the  foot-pound.  It  means 
the  amount  of  energy  required  or  developed  when  one  pound 
moves  through  a  space  of  one  foot  in  one  unit  of  time,  which  is 
usually  the  second.  It  was  found  by  James  Watt,  as  the  result 
of  experiment,  that  the  average  high-powered  draught-horse 
could  do  an  amount  of  work  in  foot-pounds  which  was  repre- 
sented by  the  product  of  330  pounds  into  100  feet  per  minute 
so  that  33,000  foot-pounds  became  established  as  the  horse-power 
per  minute 

It  was  ascertained  by  the  physicist  Joule,  as  corrected  by 
later  determinatidris,  that  the  amount  of  heat  necessary  to  raise 
one  pound  of  water  i°  F.  was  equivalent  to  the  mechanical  energy 
represented  by  778  foot-pounds,  and  that  the  quantity  of  heat  to 
raise  a  unit  weight  of  water  i°  was  always  convertible  quantita- 
tively into  foot-pounds,  and  vice  versa. 

The  quantity  of  heat  was  designated  as  a  heat-unit,  and  the 
equivalent  in  foot-pounds  has  been  designated  as  the  mechanical 
equivalent  of  heat. 

In  countries  using  the  metric  system  of  weights  and  measures 
the  unit  of  force  is  the  kilogram,  and  the  unit  of  path  is  the  metre. 
The  product  of  effort  multiplied  by  its  path  is  called  a  kilogram- 
metre  in  these  units.  The  following  table  shows  the  relations  of 
the  three  most  usual  values  for  the  horse-power: 
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Horse-power. 

English 
Foot-pounds 
per  Minute. 

French 

Kilogrammetres 
per  Minute. 

Austrian 
Foot-pounds 
per  Minute. 

English,  and  American. 

33,OOO 

4x62.46 

2^,233   6 

French 

32X48.2 

4X00 

25,420.8 

Austrian 

33,034   2 

4x67    14 

25,800 

Convenient  transformations  of  the  British  and  metric  heat- 
unit  values  are  given  in  the  following: 

A  French  Calorie  =  i  kilogram  of  H2O  heated  i°  C.  at  or  near 
4°C. 

A  British  Thermal  Unit  (B.T.U.)  =  i  lb.  of  H2O  heated  i°  F. 
at  or  near  39°  F. 

A  Pound-calorie  Unit  =  i  lb.  of  H2O  heated  i°  C.  at  or  near 
4°C. 

i  French  Calorie  =  3. 968  B.T.U.  =  2.2046  pound-calories. 

i  British  Thermal  Unit  =  .252  French  calories  =  .555  pound- 
calories. 

i  Pound-calorie  =1.8  B.T.U.  =  .45  French  calories. 

i  B.T.U.  =  778  ft. -Ibs.  =  Joule's  mechanical  equivalent  of  heat. 

i  H.P.  =  33,000  ft. -Ibs.  per  minute 

=  1.3^.0 11  =  42.42  B.T.U.  per  minute 
=  42.42X60  =  2545  B.T.U.  per  hour. 

40.  The  Piston-motor. — The  only  continuous  motion  in 
industry  is  the  rotary  motion.  The  most  convenient  form  for 
utilizing  pressure  to  produce  continuous  rotary  motion  is  to  have 
a  piston  travel  back  and  forth  in  a  cylinder  and  transform  its 
reciprocating  motion  by  means  of  a  crank  and  connecting-rod 
into  such  continuous  rotary  motion.  In  motors  of  this  class, 
which  will  be  called  piston-motors,  the  work  done  in  the  cylinder 
per  minute  will  be  the  product  of  the  pressure  upon  the  piston 
in  pounds  multiplied  by  its  travel  in  feet.  That  is,  if  the  pressure, 
constant  or  variable,  upon  the  head  of  the  piston  be  denoted  by 
P  in  pounds  per  square  inch  and  the  area  in  square  inches  be 
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denoted  by  A,  the  product  PA  will  be  the  total  effort  in  pounds 
pushing  or  pulling  that  piston.  If  the  stroke  of  the  piston  in  the 
cylinder  be  designated  in  feet  by  L,  and  the  number  of  times  that 
the  piston  makes  this  traverse  by  N,  it  will  be  apparent  that  the 

Work  per  minute  =•-  PA  X  LN. 

If  both  members  of  this  equation  be  divided  by  3300,  the  first 
member  becomes  horse-power  and  the  expression  reads : 


33°° 


In  the  gas-engine,  N  will  not  be  the  number  of  traverses 
which  the  piston  makes  per  minute,  but  will  be  the  number  made 
under  the  effort  of  the  working  medium.  If  the  engine  is  single- 
acting  and  operates  through  the  Otto  cycle  (par.  62),  N  will  be 
the  .number  of  explosions  or  ignitions  per  minute. 

If  this  pressure  denoted  by  P  is  constant  and  uniform  through- 
out the  stroke,  the  expression  needs  no  correction  or  revision. 
If  that  pressure,  however,  is  a  variable,  then  it  is  apparent  that 
P  must  be  the  mean  of  the  varying  pressures  throughout  the  length 
of  the  stroke,  and  the  value  of  that  mean  pressure  must  be  found 
either  by  observation  with  proper  instruments  or  by  calculation. 

If  the  area  A  in  the  foregoing  equation  be  expressed  in  square 
feet,  and  L  in  linear  feet,  the  product  A  L  becomes  the  volume 
of  the  cylinder  in  cubic  feet  and  can  be  designated  by  Fa  If 
N  be  one  traverse  and  the  pressure  P  be  expressed  in  pounds 
per  square  foot,  we  have  the  expression 

Work  per  stroke  =  PV. 

If  the  volume  V  be  the  volume  occupied  by  a  unit  weight  of 
the  gas  in  question  at  the  mean  pressure  P,  the  equation  gives 
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the  work  in  foot-pounds  which  that  pound  weight  is  capable  of 
doing  at  that  mean  pressure. 

41.  Graphical  Representation  of  the  Work .  of  a  Piston- 
motor.  The  PV  Diagram. — Since  the  work  of  a  piston-motor 
is  the  product  of  the  two  factors,  pressure  in  pounds  multiplied 
by  feet  of  traverse,  it  is  obvious  that  a  closed  figure  can  be  drawn 
enclosing  an  area  which,  upon  an  assumed  scale  of  units,  shall  be 
the  same  as  the  given  product  in  foot-pounds.  Furthermore, 
whatever  the  shape  of  that  figure,  a  rectangle  of  equivalent  area 
can  be  drawn,  the  product  of  whose  base  into  its  altitude  shall 
represent  that  same  number  of  foot-pounds  of  work.  If,  then, 
a  horizontal  line  be  drawn  from  an  assumed  origin  on  which  may 
be  measured  distances  in  feet  on  any  scale,  and  from  that  same 
origin  a  vertical  line  on  which  may  be  measured  pressures  on 
an  appropriate  scale,  and  these  horizontal  units  be  designated 
by  V  and  vertical  units  by  P,  the  area  of  an  enclosed  figure  upon 
these  lines  as  coordinate  axes  will  reproduce  a  work  diagram 
of  a  piston-motor.  The  simplest  case  where  the  pressure  P  was 
constant  would  give  a  simple  rectangle  (Fig.  15).  If,  however, 
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FIG.  15. 

as  is  the  general  case,  the  pressure  is  not  constant,  the  curve 
which  forms  the  upper  line  of  such  a  diagram  (Fig.  16)  will  be 
a  curve  of  varying  ordinates,  and  it  will  be  necessary  by  means  of 
convenient  methods  to  get  an  ordinate  which  shall  be  the  mean 
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of  all  ordinates  to  be  multiplied  by  the  length,  in  order  to  give 

the  actual  area.  If  the  appli- 
ance known  as  a  planimeter  is 
at  hand,  the  area  of  the  diagram 
can  be  ascertained  and  that  area 
divided  by  the  measured  length 
will  give  the  height  by  which 
the  length  is  to  be  multiplied 
in  order  to  give  an  area.  If 
a  planimeter  is  not  at  hand, 
the  length  of  the  diagram  can 
be  divided  into  a  convenient 
number  of  equal  parts  (say  ten)  (Fig.  16)  and  the  height  of  each 
partial  area  measured  by  the  scale.  The  total  of  these  partial 
heights  divided  by  their  number  gives  the  mean  height  by  which 
the  length  is  to  be  multiplied.  Or,  what  is  known  as  Simpson's 
rule  may  be  used. 

To  apply  Simpson's  rule  for  determining  an  area  the  diagram 
is  divided  vertically  by  ordinates.  The  first  one  is  called  pQ  and 
the  last  one  pn.  Then  the  area  A  is  given  by  the  formula 


A  = 


l+A+&  ...fc-ij, 


where  /  is  the  measured  length.     Dividing  this  area  by  the  length 
/,  the  mean  pressure  p  m  results,  or 


fr+A 

2 


Such  a  diagram  (Fig.  16)  will  be  called  a  PV  diagram,  inas- 
much as  its  coordinate  factors  are  the  pressure  and  the  volume 
corresponding  to  one  stroke. 

42.  Gay-Lussac's  Law  for  Air. — It  was  found  by  the  physicist 
Gay-Lussac  that  atmospheric  air  increased  in  volume  by  -g-y^  of 
itself  for  each  degree  centigrade.  In  the  Fahrenheit  scale  this 
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fraction  becomes  ^-g^.  If  this  be  expressed  in  symbols  and  v  is 
the  volume  at  any  temperature,  it  will  bear  to  its  volume  VQ  at 
the  temperature  of  melting  ice  the  relation 


in  which  a  is  the  above  fraction,  and  /  is  the  range  above  the 
temperature  of  melting  ice.  The  equation  expressed  decimally 
is 

.00365    on  the  centigrade  scale 
and 

.002035  on  the  Fahrenheit  scale. 

By  the  expedient  of  heating  the  air  behind  a  piston  in  a  piston- 
motor  by  injecting  a  volume  of  gas  and  igniting  that  volume  in 
the  air,  it  will  be  apparent  that  a  great  increase  of  volume  tends 
to  occur,  and  that  this  increase  in  the  confined  space  will  be 
accompanied  by  the  increase  of  pressure  above  that  which  existed 
before  the  gas  was  ignited.  It  is  this  principle  which  is  used  in 
the  ordinary  types  of  piston  gas-motor  to  produce  the  pressure 
which  gives  the  desired  work.  It  is  obvious,  therefore,  that  the 
gas-engine  derives  its  capacity  for  doing  work  by  the  expansion 
of  air  caused  by  heat.  The  fundamental  conception,  therefore, 
of  the  PV  diagram  above  must  be  extended  to  take  account  of 
the  influence  on  the  air  which  results  from  changes  of  tempera- 
ture. 

43.  Law  of  Mariotte.  —  It  was  announced  by  Mariotte  in 
France,  in  1640,  and  by  Robert  Boyle  in  England,  independently, 
at  about  the  same  date,  that  :  The  temperature  of  the  gas  remain- 
ing constant,  the  volumes  of  the  same  weight  of  gas  at  different 
pressures  will  be  inversely  as  the  pressures.  Expressing  this 
law  by  symbols,  if  p0  be  an  initial  pressure  expressed  in  any 
unit  of  pressure  on  a  unit  of  area,  and  VQ  the  corresponding  initial 
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volume  of  the  gas,  then  for  any  other  pressures  and  volumes 
p  and  v  which  come  together  it  will  be  true  that 

Po-P'-'-v  :VQ] 
or,  more  conveniently, 

pQv0=pv  =  Si  constant, 

provided  no  change  of  temperature  or  heat  energy  occurs  by 
reason  of  processes  connected  with  such  change  of  volume.  It 
follows  further,  that  since  for  a  given  weight  of  gas  the  density 
will  vary  inversely  as  the  volume,  the  pressures  must  vary  directly 
as  the  densities,  and  will  be  directly  proportional  to  them  at  the 
same  temperatures.  Or,  in  symbols, 

P      Po 
p0  :  p  ::  D0  :  Z>;    or,     —  =  —  =  a  constant. 

44.  Mariotte  and  Gay-Lussac  Law  Combined.  —  If  a  given 
weight  or  volume  of  gas  be  enclosed  in  a  cylinder  behind  a  piston 
and  the  pressure  and  volume  be  made  to  vary  by  moving  the  piston, 
it  will  follow  from  Mariotte'  s  law  alone,  using  the  same  symbols 
as  above,  that 


But   by  the  Gay-Lussac  law  the  volumes  varying  by  change  of 
temperature  of  the  gas  in  that  cylinder  would  give 


Hence  if  the  second  member  be  multiplied  by  the  appropriate 
value  for  the  pressure,  the  first  member  will  become 


and 
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It  will  be  observed  that  the  first  members  of  these  last  equa- 
tions are  not  the  same  as  held  for  the  Mariotte  relation  alone. 

Dividing  one  by  the  other,  and  transposing  the  factors  p,  and 
dropping  the  primes,  since  they  both  correspond  to  the  changed 
condition  caused  by  the  addition  of  heat,  we  get 


For  a  its  value  in  either  thermometric  scale  may  be  substituted, 
so  that  the  equations  take  the  form 


or  the  form 


Vi  =  P*     (461  +  0 


when  the  computation  is  made  from  the  zero  point  of  the  Fahren- 
heit scale. 

45.  Absolute  Temperature.  —  Jt  is  an  immediate  deduction 
from  the  law  of  Gay-Lussac  that  air  increases  by  -g-ij-y  of  its  volume 
at  zero  centigrade  for  each  degree  increase  of  temperature  to 
infer  that  with  each  degree  of  temperature  below  zero  the  vol- 
ume of  the  gas  should  be  diminished  by  that  same  fraction  of 
its  volume  at  zero.  It  follows,  therefore,  that  when  the  tem- 
perature has  been  lowered  by  273°  the  equation  for  the  volume 
will  read 


This  is  equivalent  to  saying  that  at  this  temperature  the  energy 
resident  in  the  gas  to  cause  it  to  increase  its  volume  has  disappeared, 
or  has  become  zero.  Such  a  temperature,  therefore,  is  an  ideal 
point  from  which  all  temperature  can  be  counted  as  a  zero,  and 
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for  this  reason  is  called  the  absolute  zero.  Temperatures  on 
the  ordinary  centigrade  scale  become  absolute  temperatures 
by  adding  273  to  the  reading  of  the  thermometer.  Similarly, 
for  Fahrenheit  degrees  they  become  absolute  readings  when  461 
is  added  to  the  thermometer  reading.  It  is  usual  to  designate 
the  reading  in  absolute  degrees  by  the  capital  letter  T.  If  this 
substitution  be  made  in  the  equations  of  paragraph  44,  they 
become 


_ 

v*    A    2Y 

which  may  be  transformed  so  as  to  read 


T,       T2  ' 

Each   of  the  members   of   this   equation  must  be  equal  to  the 
expression 


which  may  be  translated  to  say  that  at  constant  pressures  the 
volume  varies  directly  as  the  absolute  temperatures,  or  at  con- 
stant volumes  the  pressures  will  vary  directly  as  the  absolute 
temperatures.  The  law  of  Mariotte  says  that  when  the  absolute 
temperatures  are  constant,  the  product  of  pressure  multiplied 
into  volume  is  a  constant  for  any  given  condition  of  the  gas  at 
starting  with  respect  to  pressure  and  volume. 

The  advantage  of  the  use  of  the  absolute  temperature  in  com- 
putations and  formulae  is  that  it  makes  every  temperature  reading 
a  positive  reading  throughout  the  entire  range  of  experience  and 
practice,  and  eliminates  the  negative  reading  which  is  the  result 
of  the  location  of  the  zero  of  the  ordinary  scale  at  the  point  where 
water  freezes. 
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It  is  also  of  advantage  in  enabling  the  energy  due  to  heat  in  a 
gas  to  be  compared  directly  with  the  energy  of  that  gas  under 
other  conditions. 

46.  Total  or  Intrinsic  Energy.  Available  Energy. — It  will 
be  apparent  from  the  discussion  in  the  previous  paragraph  that 
the  capacity  of  a  given  weight  of  gas  for  doing  work  against  a 
mechanical  resistance  will  be  measured,  first,  by  the  weight  of  the 
gas  or  the  amount  of  matter  present  in  it,  which,  by  definition, 
is  its  mass.  It  is,  secondly,  conditioned  by  the  amount  of  heat 
which  it  contains  when  that  amount  of  energy  is  measured  by 
counting  from  the  zero  on  the  absolute  scale.  It  is,  thirdly, 
measured  by  the  capacity  of  the  gas  for  the  absorbing  of  heat 
which  is  measured  by  the  quantity  of  heat  required  to  raise  the 
temperature  of  a  unit  weight  of  the  gas  by  one  degree  on  the 
thermometric  scale.  This  heat  capacity  of  the  gas  in  units  is 
called  its  specific  heat,  and  is  usually  designated  by  the  symbol  C, 
which  is  the  initial  of  the  French  word  chaleur.  If,  then,  the 
weight  of  the  gas  be  multiplied  by  its  specific  heat  and  by  the 
temperature  which  it  has  above  the  absolute  zero,  a  product 
results  which  is  the  expression  for  the  intrinsic  energy  which 
that  gas  has  under  •  those  conditions  and  without  having  that 
energy  artificially  increased.  In  symbols,  this  total  energy  is 
the  product  of 

W  X  C  X  T  =  intrinsic  energy. 

It  will  be  observed  that  this  expression  does  not  contain  the 
pressure  under  which  the  gas  is  maintained  which  is  the  prac- 
tical shape  in  which  the  energy  is  made  manifest  as  discussed 
in  paragraph  40.  The  reason  for  this  is  that  there  are  only  two 
ways  in  which  the  pressure  can  be  increased.  The  first  is  by 
the  addition  of  heat  energy  to  the  given  weight  or  mass  of  gas 
which  will,  of  course,  increase  its  intrinsic  energy  by  increasing 
the  value  of  the  factor  T.  The  other  way  is  by  a  mechanical 
compression  due  to  a  force  exerted  to  compress  the  gas.  By 
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the  principles  of  the  conservation  of  energy  and  the  mechanical 
equivalent  of  heat  (par.  39)  this  mechanical  pressure  is  a  mani- 
festation of  heat  energy  in  another  form  or  can  be  replaced  by 
such  heat  energy;  and  the  mechanical  compression,  if  no  loss 
were  experienced,  would  reappear  in  the  compressed  gas  in  the 
form  of  an  increase  of  its  temperature.  For  this  reason  when 
comparing  two  states  of  the  gas,  it  is  their  difference  in  tempera- 
ture which  is  significant  as  respects  their  difference  in  energy 
and  not  their  difference  in  pressure. 

It  may  easily  happen  that  an  amount  of  intrinsic  energy  is 
not  available  for  the  doing  of  mechanical  work.  It  is  necessary 
in  the  continuous  operation  of  a  piston-motor  that  on  one  side  of 
it  shall  be  a  forward  pressure  driving  the  piston  and  overcoming 
resistance,  while  on  the  other  side,  which  may  be  called  the  nega- 
tive side  of  the  piston,  is  a  pressure  less  than  the  impelling  pressure, 
due  to  the  fact  that  that  side  of  the  piston  is  in  communication 
with  a  vessel  in  which  is  maintained  a  pressure  less  than  the 
impelling  pressure.  In  other  words,  if  the  pressure  on  both  sides 
of  the  piston  were  the  same,  there  would  be  no  impelling  energy 
to  overcome  the  external  resistance.  The  lowest  pressure  which 
can  be  produced  in  nature  is  that  which  results  when  the  atmos- 
pheric pressure  or  the  tension  of  the  atmospheric  air  is  removed 
-from  a  vessel  by  the  creation  therein  of  a  Torricellian  vacuum. 
Under  ordinary  circumstances  the  negative  side  of  the  piston 
(and  in  gas-engine  practice  universally)  the  pressure  on  the 
negative  side  is  that  of  the  atmospheric  air  and  the  absolute 
temperature  that  of  the  atmospheric  air,  as  counted  from  the 
absolute  zero.  The  temperature  of  the  impelling  medium  must, 
therefore,  be  much  higher  than  the  temperature  of  the  air,  in 
order  that  it  may  have  an  energy  sufficient  to  do  the  required 
work  by  the  difference  in  temperature  The  available  energy 
of  a  given  mass  of  gas  will  be  expressed  by  the  equation 
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in  which  Tl  is  the  temperature  of  the  heated  air  and  T2  is 
the  temperature  for  the  atmosphere, — both  given  in  absolute 
units. 

47.  Efficiency. — The   term   efficiency  applied   to   a  machine 
or  to  an  engine  is  the  ratio  between  the  available  energy  put  into 
the  apparatus  and  the  energy  actually  utilized  by  it.     This  ratio 
is  expressed  by  a  fraction  whose  numerator  is  the  energy  utilized 
and  whose  denominator  is  the  total  available  energy.     When  this 
is  expressed  in  symbols  for  a  given  weight,  W,  and  a  given  value 
for  the  specific  heat,  it  takes  the  form 

WCT,-WCT2 

Efficiency  = WQT ' 

because  the  engine  rejects  at  the  exhaust  an  energy  WCT2  and 
can  therefore  only  have  utilized  the  difference  between  the 
energy  at  the  beginning  and  at  the  end  of  the  stroke.  Dividing 
out  the  common  factors  for  the  weight  and  specific  heat,  the 
equation  appears, 

4 

T  —  T 

'  Efficiency  =  -~^ — 2. 
4  i 

This  is  an  expression  for  the  efficiency  of  a  heat-engine  first 
deduced  by  Carnot,  and  is  the  expression  for  the  best  result 
theoretically  obtainable  from  an  engine  operating  under  the 
conditions  to  which  it  applies.  It  does  not  apply  to  the  gas-engine 
without  modification,  as  will  be  explained  in  a  later  treatment. 
It  emphasizes  the  fact  that  the  efficiency  increases  as  it  is  possible 
to  increase  the  amount  of  energy  in  the  gas  at  its  initial  stage, 
and  that  the  efficiency  can  nevei  reach  unity  unless  T2  becomes 
zero  on  the  absolute  scale. 

48.  Expansive   Working    of    Media    Compared    with    Non- 
expansive  Working. — It   will   be   apparent   from   the   foregoing 
equation  that  the  efficiency  increases  with  the  difference  between 
the  initial  state  of  the  gas  and  its  terminal  state  as  to  tempera- 
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ture.     When  these  temperatures  are  accompanied,  as  is  usually 
the    case  with  a  corresponding   pressure,   it  becomes   apparent 

that  with  a  diminution  of  tem- 
perature comes  a  diminution 
of  pressure.  The  diagram 
(Fig.  17),  similar  to  that  in 
paragraph  40,  shows  that  at 
the  end  of  the  stroke  of  the 
piston  in  the  cylinder  the  pres- 
sure has  materially  fallen,  so 
that  when  the  exhaust- valve 
opens  and  empties  the  contents 
of  the  cylinder  into  the  open 
air  there  is  less  energy  rejected 
than  if  that  terminal  pressure 
were  more  nearly  that  which 
prevails  at  the  beginning  of  the 


FIG.  17. 


"stroke.  This  indicates,  there- 
fore, that  it  is  of  manifest 
advantage  to  cause  the  medium  to  expand  in  the  cylinder  while 
driving  the  piston  so  that  it  shall  change  from  an  amount  of 
intrinsic  energy  at  the  beginning  of  the  stroke  to  one  which  is  as 
far  reduced  at  the  end  of  the  stroke  as  is  consistent  with  a  margin 
of  impelling  force  to  overcome  any  resistance  caused  by  back 
pressure  on  the  negative  side.  Such  an  operation  of  the  medium 
secures  a  more  complete  utilization  of  the  heat  energy  by  the 
considerable  change  in  the  amount  of  such  energy  from  the 
beginning  to  the  end  of  the  stroke,  which  energy  should,  of  course, 
appear  in  overcoming  the  resistance  at  the  crank-pin  of  the 
engine.  Not  only  is  the  energy  more  completely  utilized  and  a 
less  amount  of  it  rejected  with  the  exhausted  air,  but  the  noise 
incident  to  the  discharge  of  the  exhausted  gases  is  diminished 
and  there  is  a  tendency  to  diminish  the  back  or  negative  pressure 
for  the  succeeding  stroke.  It  will  be  found  that  expansive  work- 
ing is  a  feature  of  all  important  heat-engines. 
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49-  Isothermal  Expansion. — The  most  natural  condition 
for  expansion  is  that  in  which  the  fall  of  pressure  occurs  with 
increase  of  volume  in  the  PV  diagram,  accompanied  with  a  drop 
in  temperature  incident  to  the  external  work  which  the  gas  is 
doing  as  it  acts  upon  the  piston.  If,  however,  by  surrounding 
the  cylinder  with  a  provision  to  maintain  its  temperature  the  gas 
expands  without  drop  in  temperature,  due  to  the  external  work, 
but  has  the  same  amount  of  intrinsic  energy  at  the  end  of  the 
stroke  as  it  had  at  the  beginning,  it  will  be  exhausted  from  the 
cylinder  at  the  same  temperature  at  which  it  came  in.  An  ex- 
pansion which  takes  place  without  change  of  the  temperature  is 
called  an  " isothermal"  expansion,  since  the  heat  is  equal  at  all 
points  of  the  stroke.  The  heat  necessary  to  do  the  mechanical 
work  of  that  stroke  has  been  supplied  from  the  appliance  outside 
the  cylinder  which  maintained  its  heat,  and  not  by  the  heat  of 
the  expanding  gas  which  is  within  the  cylinder. 

The  mass  working  in  the  cylinder  carried  out  with  its  exhaust 
as  much  heat  as  it  took  in,  and  so  far  as  heat  is  concerned  that 
heat  is  wasted.  Such  expansion 
follows  the  Mariotte  law  by  defi- 
nition, so  that  (Fig.  18) 


This  law  may  be  expressed  graph- 
ically by  the  curve  of  an  equilateral 
hyperbola    referred    to    the    coor- 
dinate  axes    of   pressure  and  vol- 
ume   as    asymptotes.     The    work  FlG-  l8- 
done  by  the  PV  diagram  under  the  curve  of  the  hyperbola  will  be 
expressed  by  the  differential  equation 


If  this  expression  be  integrated  by  the  methods  of  the  calculus 
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between  the  limits  vlt  corresponding  to  the  initial  volume,  and 
corresponding  to  the  final  volume  at  the  end  of  the  stroke, 


It  will  be  obvious  that  isothermal  expansion  will  be  of  lim- 
ited significance  in  gas-engine  practice. 

50.  Adiabatic  Expansion. — The  more  natural  and  usual 
form  of  expansion  takes  place  when  there  is  no  means  of  keeping 
up  the  temperature  of  the  gas  in  the  cylinder  as  it  expands,  but 
in  which  the  gas  cools  by  an  amount  equivalent  in  heat-units  to 
the  external  work  overcome  by  the  piston  when  driven  by  such 
expanding  gas.  This  kind  of  expansion  is  called  adiabatic  since 
there  is  no  transfer  or  passage  of  heat  through  the  cylinder- walls 
to  the  gas,  but  it  operates  by  the  expenditure  of  its  intrinsic  energy 
in  overcoming  the  resistance.  It  is  obvious  that  such  expansion 
will  be  accompanied  by  a  change  in  the  ratio  of  the  pressure 

to  the  volume,  so  that  at  the  end 
of  the  stroke  the  pressure  will  be 
less  than  it  would  have  been  with 
isothermal  expansion  by  the  with- 
drawal of  the  heat  represented 
by  the  overcoming  of  the  mechan- 
ical resistance.  This  is  expressed 
in  symbols  by  giving  to  the  factor 
v  an  exponent  greater  than  unity. 

If   that    exponent    be    designated 
FIG.  IQ.  i  ,1  ,1 

by    n,    then    the    expression    pv 

attaching  to  isothermal  expansion  becomes  pvn  when  applied 
to  adiabatic  expansion.  A  corresponding  integration  of  the 
expression 


W 


fv2 

=  /     pdv 

«/7J, 
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b  ecomes 


v  n  —  i 

which  is  more  conveniently  written 


If  the  ratio  between  the  initial  volume  v  and  the  final  volume 
v2  be  denoted  by  r,  then  this  becomes 


The  mean  pressure  prevailing  during  such  adiabatic  expansion 
will  be  the  area  of  the  work  diagram  divided  by  its  length,  which 
is  v2;  hence 


n— 


which  will  hold  when  there  is  no  clearance  volume  partaking  of 
the  expansion.  If  there  is  a  clearance  volume  v0,  then  the  volume 
range  is  not  from  v^  to  v2,  but  is  from  the  zero  of  clearance  volume 

i} 
to  v2,  and  the  ratio  of  expansion  is  ,  whose  reciprocal 


r— i 


Substituting  this  in  the  formula  for  M.E.P.,  when  there  is  clear 
ance  volume  but  no  back  pressure, 


n—  i     r— 
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Si.  Adiabatic  Work  in  Terms  of  Pressures.  —  It  is  some- 
times convenient,  instead  of  expressing  the  work  in  adiabatic 
expansion  in  terms  of  volumes,  to  express  this  work  in  terms  of 
the  range  of  pressures  between  the  beginning  and  the  end  of  the 
stroke.  The  computation  for  this  is  as  follows: 

Since 


pff,    then        =, 
whence  by  extracting  the  nth  root 


>'«-    Vft. 

and  by  raising  both  members  to  the  n—  i  power, 


Hence  the  equation  for  work  of  expansion  of  the  preceding  para 
graph  becomes 


52.  Temperature  Change    in  Adiabatic    Expansion. — Since 
in  adiabatic  expansion 


Ml 

Multiplying  both  sides  by  — ,  we  have 
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But  (par.  54) 


hence 

But  the  previous  paragraph  has  shown 

n—  i 

A/     ;     "  7T 
hence 


Which  can  be  substituted  in  either  of  the  previous  expressions, 
giving 


53.  Other  Thermal   Lines.     Isometric.     Isopiestic.     Isobars. 

—  Since  the  pressure,  volume,  and  temperature  are  the  three 
attributes  of  a  gas  which  can  be  caused  to  vary  by  variation  in 
the  heat-energy,  the  isothermal  and  adiabatic  curves  are  not  the 
only  lines  which  may  be  used  upon  the  PV  plane  to  represent 
changes  in  the  gas.  It  is  apparent  that  a  given  volume  or  weight 
of  the  gas  may  be  enclosed  in  a  vessel  or  chamber,  and  without 
increase  in  its  volume  its  pressure  may  be  increased  by  the  addi- 
tion of  heat.  Such  increase  in  pressure,  without  increase  of 
volume,  would  be  represented  on  the  PV  plane  by  a  vertical 
line  at  right  angles  to  the  axes  of  volume  and  parallel  to  the  axes 
of  pressure.  It  would  be  designated  as  an  isometric  line,  and 
is  that  which  is  traced  when  the  gas  in  a  gas-engine  cylinder  is 
ignited  while  the  piston  stands  at  the  dead-centre.  It  is  called 
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an  isometric  line  (Fig.  20).  When,  on  the  other  hand,  the  change 
of  condition  in  the  gas  is  a  change  in  its  volume,  without  change 
in  its  pressure,  then  a  horizontal  line  parallel  to  the  axes  of  volumes 
at  a  height  proportional  to  the  constant  pressure  above  that 


. 1), — * 


, Vn~-* 


FIG.  20. 


FIG.  21. 


axis  will  represent  the  variations  in  volume  as  it  increases  or 
decreases.  Such  a  line  is  called  an  isopiestic  line  or  an  isobar 
(Fig.  21).  Such  a  line  represents  the  condition  when  the  piston 
is  either  drawing  in  its  mixture  of  gas  and  air  into  the  cylinder, 
or  is  expelling  the  products  of  combustion  after  the  working 
stroke  when  the  areas  of  the  valves  are  sufficient  so  that  no  varia- 
tion of  pressure  occurs  during  such  change  of  volume  occupied 
by  the  gas. 

It  is  further  apparent  that  if  neither  pressure,  volume,  nor 
temperature  remain  constant,  but  all  are  caused  to  vary,  a  curve 
may  be  determined  by  experiment  or  observation  which  shall 
represent  on  the  PV  plane  the  variations  of  pressure  and  volume, 
even  when  these  do  not  follow  any  law  which  is  capable  of  graph- 
ical delineation  in  advance.  The  curves,  in  any  case,  are  curves 
of  the  relation  between  the  values  of  two  quantities  and  are, 
therefore,  capable  of  being  expressed  analytically  by  an  equation 
which  will  be  either  that  of  a  straight  line  or  of  a  curve.  Applica- 
tions of  these  thermal  lines  will  appear  in  Chapter  XVII. 
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54.  Specific  Heat  at  Constant  Pressure  and  at  Constant 
Volume.  —  In  the  equation  resulting  from  the  combination  of 
the  two  laws  of  Mariotte  and  Gay-Lussac,  the  expression  appears, 


_ 
7\        TV 

It  will  be  usual  that  the  pressure,  volume,  and  temperature 
corresponding  to  the  condition  of  the  subscript  zero  will  be  the 
volume  occupied  by  a  unit  weight  of  the  substance  (probably 
one  pound)  at  a  pressure  pQ,  which  will  denote  the  pressure  on  a 
square  foot  when  the  barometer  reads  30  inches  of  mercury  at 
the  sea-level  and  the  temperature  TQ  is  that  corresponding  to 
the  absolute  temperature  at  which  ice  melts.  These  values  for 
the  second  member  of  the  equation  are  not  variables,  but  are 
matters  of  definite  observation  and  are  constants  of  nature.  If 
the  second  member  of  that  equation,  therefore,  be  designated  by 
the  symbol  R,  the  equation  can  be  written 


The  value  for  R  for  atmospheric  air  is  easily  calculated  when 
it  is  recognized  that  it  represents  the  increase  in  the  value  of  the 
product  pQvQ  when  T  is  raised  from  zero  degree  Centigrade  to 
one  degree.  Let  a  cylinder  be  imagined  having  a  square  foot 
of  area  in  which  fits  a  weightless  piston,  loaded  with  a  weight 
of  14.7  pounds  per  square  inch,  which  is  the  pressure  at  the 
atmosphere  at  sea-level,  when  the  barometer  reads  30  inches  of 
mercury.  The  total  pressure  will  then  be  14.7X144=2116.5 
pounds.  If  the  piston  enclose  below  it  a  cubic  foot  of  air  and 
this  cubic  foot  be  expanded  by  heat  until  it  occupies  a  space  of 
two  cubic  feet,  the  work  in  foot-pounds  done  by  the  cubic  foot  of 
air  will  be  2116.5  foot-pounds.  Since  the  cubic  foot  of  air  at 
these  conditions  weighs  .080728  pound,  the  work  done  by  one 
pound  will  be 

—  —  ^=26217.66  foot-pounds 
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by  one  pound  of  air.  The  Gay-Lussac  law  says  that  to  double 
the  volume  of  the  gas  requires  an  addition  of  273°  Centigrade, 
or  493°  F.;  hence  the  outer  work  which  will  be  expended  when 
the  temperature  is  raised  one  degree  will  be  ¥-j-F  of  that  expended 
in  raising  it  493°,  so  that  the  outer  work  entailed  by  the  rise  of 
one  degree  temperature  Fahrenheit  will  be 


493 


=  53-354 


Valued  of  R  can  be  similarly  calculated  for  any  other  medium 
when  the  weight  per  cubic  foot  and  the  coefficient  of  expansion 
by  heat  are  known.  It  is  customary  to  describe  a  gas  for  which 
the  value  of  R  remains  constant  throughout  all  usual  ranges  of 
temperature  by  the  term  permanent  gas.  Where  the  gas  can  be 
made  liquid  by  pressure  or  lowering  of  its  temperature,  or  both, 
the  value  of  R  becomes  uncertain  near  the  point  of  such  lique- 
faction. 

In  the  foregoing  deduction  the  volume  was  supposed  to  be 
variable  and  the  pressure  constant  when  the  heat  was  applied. 
It  took  a  certain  amount  of  heat  to  increase  that  volume  over- 
coming that  constant  pressure  and  a  certain  amount  of  heat 
received  by  the  gas  was  expended  in  doing  that  external  work. 
If,  on  the  other  hand,  the  gas  had  been  enclosed  in  an  inelastic 
vessel  so  that  the  gas  could  not  expand  by  action  of  the  heat, 
it  is  obvious  that  its  temperature  for  a  given  application  of  heat 
would  have  been  higher,  inasmuch  as  no  expenditure  of  heat 
energy  took  place  and  disappeared  in  overcoming  the  external 
resistance.  Since  the  specific  heat  of  a  substance  is  the  amount 
of  heat  required  to  raise  a  given  weight  one  degree,  it  becomes 
apparent  that  there  are  two  specific  heats  for  gases:  the  specific 
heat  at  constant  pressure,  which  was  concerned  in  the  process 
described  for  obtaining  a  value  for  R  and  which  is  designated 
by  the  initial  CPt  and  the  specific  heat  at  constant  volume  with 
variable  pressure  which  is  represented  by  the  initial  Cv.  It 
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be  apparent  that  the  specific  heat  at  constant  pressure  will 
always  be  the  larger  value,  since  the  external  work  in  foot-pounds 
denoted  by  R  divided  by  the  foot-pounds  corresponding  to  one 
heat-unit  should  be  equal  to  the  difference  in  the  specific  heats; 
or,  in  symbols, 

C     C-    R 

~C~' 


Regnault's  experiments  gave  for  Cv  the  value  0.1691;  for  CP 
his  value  is  0.2375;  hence 

CP     2375 

7T  =  ~2  -  =  1  .400. 

Cv    1691 

In  gas-engine  practice  in  which  the  working  medium  is  a 
mixture  of  air  with  other  gases,  the  value  of  this  ratio  will  be 
different  and  should  be  a  matter  of  experiment.  This  ratio  will 
be  the  exponent  which  should  be  used  in  computations  involving 
the  expansion  or  compression  of  the  medium  which  exponent 
has  been  designated  in  the  preceding  paragraph  by  the  symbol  n. 

The  condition  of  increasing  volume  with  the  pressure  con- 
stant is  the  more  desirable  condition  in  heat-engines  since  the 
value  for  the  mean  pressure  in  the  formula  for  work  in  terms 
of  horse-power  is  greater  and  the  weight  of  gas  in  the  cylinder 
carries  more  heat  and  more  energy.  The  specific  heat  at  constant 
volume  has  been  called  the  real  specific  heat  and  the  specific 
heat  at  constant  pressure  the  apparent  specific  heat,  since  there 
is  no  means  conveniently  at  hand  of  exactly  evaluating  the  equiv- 
alent for  the  outside  work  done  and  expended  in  overcoming 
mechanical  resistance. 

When  a  gas  is  heated  from  a  temperature  absolute  7\  to 
another  higher  absolute  temperature  T2,  under  a  constant  pressure, 
the  external  work  done  will  be  that  of  overcoming  the  pressure 
through  a  space  represented  by  the  difference  between  the  volume 
T>!  at  the  temperature  7\  and  the  volume  v2  which  corresponds  to 
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the  temperature  T2.    The  mechanical  work  done  will  be,  there- 
fore, 


which  must  be  equal  to  the  expression 


The  heat  taken  in  under  this  condition  per  pound  of  the  gas  will 
be 

CP(T2  —  T^  in  heat-units, 

which  can  be  transformed  into  work-  units  by  multiplying  by  778* 
The  difference  in  intrinsic  energy  will  be  the  difference  between 
these  two  quantities,  and  may  be  written 

(77&CP-R)     (Tt-Tt). 

When,  on  the  other  hand,  the  same  weight  of  gas  (one  pound) 
was  heated  at  constant  volume  from  Tl  to  T2  the  heat  taken  iix 
is  expressed  by 


since  no  external  work  is  done,  and  the  whole  applied  heat-energy 
goes  to  store  up  internal  energy.  But  if  it  be  assumed  that  the 
same  amount  of  heat-energy  was  applied  to  the  gas  in  the  two 
cases,  so  that 

CU(T2-T,)  should  equal  (r;8CP-R)     (T.-T,), 
the  expression  simplifies  into 


as  was  just  shown  above. 

It  may,  therefore,  be  stated  that  the  expression  CU(T2  —  T^) 
expresses  or  measures  the  change  of  internal  energy  in  a  unit 
weight  of  gas  in  changing  its  temperature  from  7\  to  T2  in  any 
manner,  no  matter  how  the  volume  or  pressure  may  vary  during 
the  process. 
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55.  Effective  Specific  Heat. — In  the  gas-engine  problem, 
however,  the  gas  is  not  a  simple  element  or  a  stable  chemical 
combination,  but  is  a  mixture  of  varying  proportions  and  of  vary- 
ing constituents.  Serious  error  will  result  from  a  disregard  of 
the  difficulties  introduced  by  these  phenomena.  For  example,  if 
the  combustion  is  direct,  so  that  a  pound  of  carbon  burns  to 
carbon  dioxide,  the  CO2  gas  has  a  volume  at  32°  according  to 
the  following  table  of  8.102  cubic  feet: 


I 

2 

3 

4 

5 

6 

7 

8 

Line  No. 

Gas. 

Specific 
Gravity. 

Pounds  per 
Cubic  Foot. 

Cubic 
Feet  per 
Pound. 

Specific 
Heat  at 
Constant 
Pres- 
sure. 

Specific 
Heat  at 
Constant 
Volume. 

Ratio 

%**• 

Lu 

I 

Air  

I  .OOOO 

O  080728 

12    387 

O    237  ^ 

o  1689 

406 

2 

Oxygen  

I  .  1051 

O    089  2  1 

1  1    209 

O    217  ? 

O    I  55 

4O  3 

Hydrogen  

o  .  060  ? 

o  00561 

178    23 

34OQ 

2    406 

417 

Nitrogen.  ... 

O  0714 

o  07842 

12    7^2 

O    244 

O    173 

4OQ 

5 
6 

7 

Carbon  monoxide,  CO 
Carbon  dioxide,  CO2  . 
iMarsh-gas,  CEL 

0.9674 
1.5290 
o  ^60 

0.07810 
0.12343 

o  04488 

12.804 
8.102 
22    3OI 

0.245 

0.216 

O    ^Q3 

0.173 
O.I7I 

o  467  ' 

.416 
-I65 

27 

I 

Ethylene,  C2H4 

o  0847 

O   O7O40 

12     580 

O    4O4 

O    332 

144 

Steam.  . 

O    O37Q4 

26    42 

o  480 

o  360 

3O2 

Nos.  1-8  at  atmospheric  pressure  and  at  temperature  of  melting  ice.     Steam 
at  212°  F. 

But  if  the  gas  was  first  made  into  CO,  and  an  extra  volume 
of  oxygen  supplied  to  burn  the  one  pound  of  CO  into  CO2,  the 
proportions  of  mixture  would  be 


CO 


CO2ofwhichCO=  —  =  — 
44     ii 


12+16+16=    44        and       O=  —  =  — 

44     ii 


the  volume,  of  the  mixture  would  be 


and 


—  of  12.804=  8.148 
ii 


—  of  ii. 209=  4.076 
Total  =  12. 224 
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making  a  volume  quite  different  from  that  resulting  from  the 
single-  step  process.  Hence  the  proper  value  to  be  inserted  in 

y 

the  formula  for  the  increase  in  temperature  for  the  quantity  —  ;  —  • 

in  that  expression  does  not  always  readily  appear  in  advance 
from  theoretical  considerations.  But  as  a  matter  of  fact,  the  value 
to  be  inserted  for  the  factor  representing  the  specific  heat  in  that 
formula  (par.  14)  is  still  more  uncertain.  The  air  supporting 
combustion  is  gradually  passing  through  a  series  of  changes 
throughout  the  working  stroke,  and  these  changes  doubtless  in- 
volve molecular  rearrangement  in  transit.  Furthermore,  the 
experiments  of  the  physicist  have  shown  that  the  specific  heat 
is  not  a  constant  for  all  temperatures  of  a  gas  or  a  mixture,  but 
increases  with  the  temperature  according  to  some  law  whose 
form  takes  the  shape  for  specific  heat  at  constant  volume: 


So  that  at  a  higher  temperature,  T2,  the  specific  heat  is  greater  than 
at  the  lower  temperature,  7\,  by  a  small  but  as  yet  undetermined 
amount  proportional  to  the  difference  between  the  temperatures. 

Hence  the  present  practice  is  to  approximate  to  the  actual 
values  of  the  factor  which  may  be  called  the  effective  specific  heat 
by  one  of  five  methods. 

The  first  method  will  be  by  the  use  of  what  is  designated  as 
Grashof's  formula,  which  assumes  all  gases  to  have  the  same 
chemical  composition,  and  that  the  letter  R  denotes  the  ratio 
of  gas  to  air  in  the  mixture.  For  the  specific  heat  at  constant 
volume, 

[0.169  X#]+  0.286  ^ 
£+0.48 

for  specific  heat  at  constant  pressure, 

[0.2375X^+0.343 
C>~  £+0.48 
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in  which  the  factors  0.169  and  0.2375  are  the  specific  heats  for 
air.  Applying  these  to  various  mixtures,  the  following  table 
results.  Col.  5  is  computed  from  the  formula 


COMPUTED  SPECIFIC  HEATS  OF  PRODUCTS  OF  COMBUSTION 
(GRASHOF  s  FORMULAS). 


I 

2 

3 

4 

5 

Proportion 
of  Air 

Specific  Heat 
of  Mixture 

Specific  Heat 
of  Mixture 

Ratio 

Calculated 
Temperature 

to  Gas  by 

at  Constant 

at  Constant 

—  P  . 

Fahr.  of 

Volume. 

Vol.  Cu. 

Pressure  Cj> 

cv 

Combustion- 

4  to  I 

0.214 

0.289 

1  35 

6010 

5        i 

0.206 

0.280 

^36 

6380 

6       i 

O.2OO 

0.273 

-36 

6300. 

7 

0.196 

0.268 

-37 

5570' 

8 

0.193 

0.265 

•37 

5000 

9 

O.I9O 

0.262 

•37 

4580 

10 

0.188 

o  259 

•38 

4140 

ii 

O.l86 

0.257 

•38 

3820 

12 

0.185 

0.256 

-38 

353° 

13 

0.184 

°-255 

•38 

3280 

14 

0.183 

0.254 

-39 

3090 

15 

0.182 

0.253 

•39 

2900 

The  second  method  is  to  analyze  the  products  of  combustion 
and  to  assume  that  the  effective  specific  heat  of  such  a  mixture  is 
the  sum  of  the  specific  heats  of  the  constituents.  Each  per- 
centage by  weight  of  the  constituent  gases  is  multiplied  by  the 
specific  heat  of  that  gas,  and  the  sum  of  these  products  is  called 
the  effective  or  rather  the  mean  specific  heat.  This  assumption, 
may  or  may  not  be  correct. 

The  third  method  is  to  invert  the  use  of  the  theoretical  formula 
to  calculate  increase  of  temperature,  and,  by  observing  the  values 
of  the  variables  which  enter  into  it,  calculate  the  actual  value.. 
That  is,  in  the  equation 


T  —T  —     J     y  ^ 

V   2i--x+yxc, 
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let  both  T2  and  Tl  be  temperatures  observed  in  an  actual  experi- 
ment, and  Q  the  heating  value  of  the  gas  in  B.T.U.,  while  y  is  the 
weight  of  fuel  in  the  mixture  and  x+y  the  total  weight  of  such 
mixture.  Then  Ce  is  'the  only  unknown  factor.  If  this  method 
be  applied  to  CO,  for  example,  burning  to  CO2, 

["C+o-i    o    rcori 

Li2+i6_ri6     L44J 

CO     _28_7 
O+CO  ~44~n 

if  oxygen  were  the  supporter  of  combustion.  With  air,  how- 
ever, with  77  parts  of  nitrogen,  the  -r  of  supplied  oxygen  must 

be  multiplied  by  -  -  to  give  equivalent  air.     Hence 

0 

ioo     16 

—  X—z  =  2.z  Ibs.  air  nearly, 
23      28 

so  that  the  mixture  will  be 

CO  ...............  i       pound 

0  .................  0.56     " 

N.  .  .  ..............  i  .94  pounds 

/;•     3.50  "  .v 

made  up  of  1.56  pounds  of  CO2  and  1.94  pounds  of  N.    Hence 

12.  _  7 

—  =  -  instead  of  —  . 


x+y    3.5     7  ii 

For  CO  the  value  of  Q  is  about  10,000.    Then  if  the  range 
T2-Tt  be  found  to  be 


2        IO,OOO       IO 

=—  1.43  nearly, 
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which  could  be  applied  for  other  cases  similar  to  the  typical  one. 
The  difficulty  here  is  the  inaccuracy  of  the  observations  of  T2  —  7\, 
especially  in  engine  work,  where  the  changes  are  very  rapid  by 
conduction  of  the  cylinder-walls. 

A  fourth  basis  for  computing  the  effective  specific  heat  will 
be  by  measuring  the  increase  of  volume  in  a  combustion  at 
constant  pressure.  In  this  case  let  v2  be  the  greater  volume  and 
VL  the  less.  Then  will 


since  at  constant  pressures  the  volume  will  be  directly  as  the 
absolute  temperatures.     But  it  is  also  true  that 

T  T      yQ    . 


hence,  by  dividing  by  Tl  and  transposing, 

^=1*=       yQ 

Vl    T,      +(*+y)CPT 

and  also,  by  multiplying  by  v19 

y          Q.VI 

X     ?77T- 


2  -1        ~— 

oc+y 
But  since 

a--£ 

r,    A' 

it  will  be  true  that  the  volume  range 

R       yQ 


v,—v. 


A  (*+y)cP' 

whence  the  actual  or  experimental  value  for  the  specific  heat 

RQy 

p 
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can  be  computed  if  p»  v2,  and  v1  be  observed  in  any  case,  and  R 
be  taken  at  its  value  53.35  for  air.  If,  for  example,  in  a  combus- 
tion at  atmospheric  pressure  a  pound  of  CO  burning  to  CO2 
gave  a  value  for  v2—  vl  of  40  cubic  feet,  then  the  computation  as 
in  the  preceding  example  would  give 

10,000 


A  fifth  method  by  analogy  would  be  a  similar  observation  or 
experiment  with  an  increase  of  pressure  caused  by  a  combustion 
at  constant  volume,  as  in  an  explosive  gas-engine.  Here  ob- 
viously the  above  equation  would  have  the  form 


'.  =  53-35; 


If  the  pressure  range  in  a  closed  vessel  with  CO  burning  to. 
CO2  be  observed  to  be  60  pounds  per  square  inch  when  the  vol- 
ume occupied  was  13  cubic  feet,  then 

2  10,000 

C«-  53-35  XX-  1.35. 


These  values  for  the  effective  specific  heat  deduced  from 
reliable  experiment  and  observation  are  so  much  higher  than 
the  accepted  accurate  determinations  by  the  physicists  for  prod- 
ucts of  combustion  or  for  air  as  to  confirm  the  general  deduction 
from  all-  experiment  that  in  the  internal  heating  which  occurs 
in  a  gas-engine  the  theoretical  temperatures  called  for  with 
accepted  values  of  the  specific  heat  of  air  and  gas  are  not  attained 
in  practice.  The  reasons  which  are  most  probable  for  this. 
phenomenon  have  been  already  foreshadowed  in  the  discussion 
of  the  volume  change  on  chemical  combination,  due  to  molecular 
rearrangement,  and  possibly  to  other  chemical  changes  which  may 
occur;  the  losses  in  dissociation  without  a  subsequent  complete 
combination  within  the  time  allotted  to  the  gas-engine  stroke;  the 
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reaction  between  the  combining  gases  and  the  highly  conductive 
metal  walls  of  the  cylinder;  the  non-instantaneous  character 
of  the  combustion  with  imperfect  mechanical  mixtures  of  the 
components;  and  perhaps  also  a  varying  value  for  the  effective 
specific  heat,  being  greater  at  high  temperatures  than  at  the 
lower  ranges.  Internal  combustion  is  also  limited  in  heating 
effect  by  the  condition  that  the  fuel  cannot  combine  with  more 
oxygen  than  will  chemically  unite  with  it.  If  an  excess  of  oxygen 
or  air  is  present,  it  simply  increases  the  material  to  be  heated 
with  a  given  calorific  power  of  fuel,  and  not  only  does  not  increase 
the  intensity  of  the  heating,  but  lowers  the  resulting  temperature. 
Varying  composition  of  the  gaseous  mixture  due  to  governing 
or  high  speed  or  other  causes  affects,  therefore,  the  temperature 
in  the  cylinder.  With  external  heating  this  particular  limit  is 
not  set. 

56.  Value  of  the  Exponent  in  the  Equation  for  Expansion. 
—  When  a  mixture  of  gas  and  air  is  expanding  after  ignition, 
and  without  a  transfer  of  heat  from  without  to  replace  the  equiva- 
lent of  the  external  resistance  overcome,  the  expansion  is  called 
adiabatic  (par.  50),  and  the  equations  for  the  relations  of  pres- 
sures and  volumes  will  be  in  the  form 


In  the  gas-engine  the  exponent  n  is  not  unity,  but  is  the  ratio 
between  the  specific  heats  of  air  or  the  mixture  at  constant  pressure 
and  at  constant  volume  (par.  54).  But  the  preceding  treatment 
has  made  it  clear  that  neither  of  these  values  can  be  assumed  to 
be  those  resulting  from  laboratory  determinations  and  hence, 
of  course,  their  ratio  should  not  be  assumed.  To  do  so  is  to 
introduce  the  likelihood  of  several  serious  errors.  For  example, 
in  the  indicator-card  in  Fig.  22,  if 

v±  =  the  volume  of  the  clearance, 
v2=  the  final  or  terminal  volume, 
pQ  =  atmospheric  pressure  (14.7  Ibs.), 
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pu= pressure  at  compression  from  card, 
/  =  length  of  stroke,  feet  or  inches, 
x  =     "       "  clearance,  feet  or  inches, 


then  will 


which  becomes 


14.7 


FIG.  22. 

from  which  the  third  unknown  can  be  calculated  if  the  two  others 
have  been  observed  or  the  value  of  n  is  assumed.     If  the  usual 

assumption  is  made  that  ^  =  1.41  or  -  =  .71   and  pv  be  observed, 

then  the  value  for  x  will  come  out  too  large,  and  computations 
for  the  temperature  after  ignition  from  the  formula 
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which  will  hold  when  the  volume  does  not  alter,  will  give  values 
for  Tl  which  are  too  large.  Hence  the  value  for  n  should  not 
be  assumed,  but  from  a  carefully  taken  indicator-card,  and  by 
careful  measurement  of  clearance  and  stroke  volumes,  the  ex- 
perimental or  effective  value  for  n  should  be  worked  out  for 
different  points  on  the  curves  of  both  the  expansion  and  com- 
pression lines.  In  an  actual  experiment,  for  example,  the  ex- 
pansion lay,  as  shown  in  Fig.  23,  between  the  upper  dotted  or 


FIG.  23 

isothermal  line  and  the  lower  dotted  or  adiabatic  line,  nearer  the 
latter  at  the  beginning.      If  values  for  both  p  and  v  be  taken  at 


FIG.  24. 

various  pairs  of  points  in  the  stroke  as  indicated  in  Fig.  24,  the 
calculation  for  n  will  take  the  form 
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whence 


or 

n 


tog  t^-  tog  V 


In  the  experimental  case  referred  to,  the  values  of  n  from  the 
computations  based  on  the  diagram  came  out  i.io,  -1.12,  1.13, 
1.14,  1.15,  1.  1  6,  with  an  average  of  1.14,  and  in  another  test  with 
an  average  of  1.20.  A  wider  range  of  generalization  has  shown 
that  the  ends  of  the  real  curves  and  some  intermediate  points  lie  on 
a  curve  whose  equations  are  for  compression  pv1-35  and  for  expan- 
sion pv1-4,  equal  to  a  constant  (see  pars.  152,  202).  The  value 
for  n  will  often  be  slightly  higher  for  the  compression  curve  on  the 
diagram  than  for  the  expansion  curve.  Equality  of  value  on  the 
two  curves  may  be  tested  by  the  observation  whether  at  the  points 

p3  and  p4  on  the  compression  curve  the  ratio  is  true  that  —  *-  =~r- 

For  let  x  be  the  exponent  for  the  expansion  curve,  and  y  the  ex- 
ponent on  compression,  then  p1v1x=p2v2x  will  hold  for  one,  and 
P3v1y=piV2y  for  the  other.  By  division, 


If  x  =  y  in  both  members, 


.=. 
P&f    Pf>**'  P      P*' 

but  not  otherwise.  In  any  exhaustive  investigation  of  an  internal- 
combustion  engine  the  value  of  n  should  be  one  of  the  quantities 
to  be  computed  for  which  observations  should  be  made  (par.  174)- 


ENERGY  DUE   TO  EXPANSION  OF  GAS  AND  AIR.  109 

57.  The  Continuous  Rotative  Motor  using  Pressure,  Im- 
pulse, or  Reaction. — The  treatment  in  the  foregoing  paragraphs 
of  this  chapter  has  been  specially  directed  towards  a  statement 
of  the  phenomena  in  motors  of  the  piston  class.  The  operation 
of  media  whose  pressure  or  elastic  tension  is  affected  by  heat  is 
not  necessarily  restricted  to  motors  of  this  class.  A  design  of 
motor  similar  to  the  rotary  engine  in  steam-engine  practice  or 
similar  to  the  steam  turbine  can  be  made  available,  provided  a 
convenient  cycle  for  the  gas  can  be  secured  which  it  will  be  the 
purpose  of  the  next  chapters  to  discuss.  If  the  rotary-engine 
principle  is  sought  for,  it  will  require  to  receive  on  rotating  vanes 
the  pressure  from  the  expanding  gas,  and  the  difficulty  will  at  once 
be  met  of  securing  a  satisfactory  expansive  working  of  the  medium. 
It  is  much  more  likely  that  motors  of  the  turbine  class  which  utilize 
the  impulse  or  reaction  due  to  a  high  velocity  of  the  expanding  gas 
will  be  found  to  lie  in  the  direction  of  success  along  these  lines. 
The  problems  are  both  inherent  and  structural  when  air  with 
gas  is  used  as  the  medium,  by  reason  of  the  thermal  sluggishness 
of  the  hot  medium  acting  upon  the  vanes  or  plates  of  the  turbine 
and  the  difficulties  incident  to  working  with  the  high  temperatures 
required  by  air.  But  it  is  also  not  certain  at  the  present  state 
of  knowledge  that  the  jet-impact  method  of  working  a  motor 
would  give  an  economical  heat  transformation. 


CHAPTER  IV. 

THE  HEAT-ENGINE  CYCLE. 

58.  Introductory. — It  will  be  apparent  from  the  consider- 
ations in  the  foregoing  discussion  that  in  the  operation  of  gas- 
engines  of  the  piston  class  it  will  be  necessary  to  raise  the  con- 
dition of  intrinsic  energy  of  the  gas  at  the  beginning  of  the  work- 
ing stroke,  and  that  the  convenient  means  of  doing  this  is  by 
the  combustion  within  the  air  of  a  material  having  a  suitable 
calorific  power.  That  increased  condition  of  energy  makes  the 
gas  capable  of  doing  work  upon  the  head  of  the  piston  and  over- 
coming external  mechanical  resistance  by  its  expansion.  It  is 
desirable  at  the  end  of  the  expansion  that  this  mass  of  products 
of  combustion  and  air  shall  be  as  nearly  at  the  state  of  the  atmos- 
pheric air  surrounding  the  motor  with  respect  to  heat  and  avail- 
able energy  as  is  convenient  and  possible,  in  order  that  the  least 
amount  of  available  energy  may  be  thrown  away  and  wasted. 
That  expansion,  therefore,  should  be  accompanied  by  a  cooling 
or  lowering  of  temperature,  and  connected  therewith  a  reduction 
of  volume.  These  transformations  with  respect  to  the  internal 
energy  of  the  gas  will  be  recurrent  or  cyclic  in  their  action  and  will 
usually  repeat  themselves  in  a  fixed  order  of  succession.  A 
motor  of  the  class  in  question,  therefore,  is  said  to  have  a  "cycle" 
of  operations,  and  each  step  in  this  cycle  may  conveniently  be 
called  a  "phase."  The  extent  of  each  phase  and  the  period  of 
its  recurrence,  so  far  as  the  medium  is  concerned,  will  be  affected 
by  the  mechanical  appliances  whereby  this  succession  of  phases 
in  the  gas  or  medium  are  utilized  to  overcome  externaj.  resistance. 

no 
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It  is  obvious,  therefore,  that  a  careful  distinction  should  be  made 
between  the  cycle  as  a  succession  of  phases  with  respect  to  heat 
energy  in  the  gas,  and  the  cycle  as  a  succession  of  events  deter- 
mined by  the  mechanical  construction  of  the  motor,  the  period- 
icity of  its  valve  action,  and  the  variation  in  the  supply  of  heat 
energy  from  variations  in  the  load,  etc.  This  distinction  be- 
tween the  two  types  of  cycle  is  believed  to  be  of  very  considerable 
importance  in  a  clear  analysis  of  the  operations  of  gas-engines. 

59.  The  Cycle  of  the  Steam-engine.  —  With  a  view  of 
making  clear  the  meaning  of  the  term  cycle  as  applied  to  the 
gas-engine,  it  may  be  convenient  to  refer  to  the  cycle  used  in 
the  steam-engine. 

The  media  for  heat-engine  purposes  may  be  roughly  divided 
(par.  5)  into  those  which  do  work  principally  by  utilizing  the 
expansion  which  occurs  when  it  changes  from  the  liquid  to  the 
gaseous  state  on  the  one  side,  and  on  the  other  those  that  utilize 
a  perfect  or  permanent  gas  whose  expansion  is  caused  by  the 
absorption  of  heat  (par.  7).  In  the  steam-engine  the  heat  is 
added  to  the  liquid  and  its  temperature  sufficiently  raised  so 
that  under  the  conditions  of  pressure  which  are  fixed  upon,  the 
liquid  becomes  a  gas.  In  the  second  stage  this  gas  is  allowed  to 
expand  to  as  low  a  pressure  as  possible  or  convenient,  doing  work 
upon  the  piston  by  such  expansion  in  the  engine.  The  gas 
is  then  discharged  either  as  a  gas  or  as  a  liquid.  This  cycle 
is  not  capable  of  being  modified,  except  in  minor  details.  It 
compels,  as  a  rule,  the  presence  of  three  essential  elements,  of 
wrhich  one  shall  be  the  organ  concerned  with  the  production 
of  the  vapor;  the  second  shall  be  the  organ  for  the  utilization 
of  the  pressure  of  this  vapor,  and  the  third,  the  apparatus 
for  disposing  of  the  vapor  discharged.  In  condensing  steam- 
engines  this  latter  is  the  condenser,  and  in  non- condensing 
engines  it  is  the  atmosphere.  The  amount  of  work  which  can 
be  done  with  a  given  amount  of  heat  in  a  prime  mover  of  this 
class  is  definitely  known,  within  certain  limits,  when  we  know 
how  much  liquid  can  be  converted  into  gas  by  a  given  amount 
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of  heat  and  the  relative  specific  volumes  of  the  liquid  and  result- 
ing gas.  The  chief  data,  therefore,  are  those  concerned  with  the 
properties  of  the  liquid  selected,  so  far  as  the  medium  is  con- 
cerned, and  the  motor  comes  in  only  to  affect  the  mechanical 
efficiency  of  the  system  for  the  conversion  of  heat  energy  into 
mechanical  energy.  With  the  perfect  or  permanent  gases  the 
range  of  possible  methods  of  heating,  expanding,  and  cooling 
becomes  greatly  enlarged  since  the  manner  of  heating,  the  method 
of  expansion,  and  the  ultimate  disposition  of  the  gas  after  the 
work  done  by  the  expanding  gas  and  the  properties  of  the  medium 
itself  are  without  significance.  This  peculiarity  was  first  pre- 
sented by  Carnot,  who  first  called  attention  to  the  existence  of 
the  cyclic  action. 

60.  The  Carnot  Cycle. — The  cycle  of  Carnot  may  serve  as  a 
type  for  all  cyclic  auctions  with  a  permanent  gas.  The  four 
phases  of  the  cycle  are  represented  by  the  diagram  upon  the 
PV  plane  in  Fig.  25.  It  presents  a  cylinder  in  which  fits  a  piston, 
both  of  material  such  that  neither  have  any  capacity  for  heat, 
nor  do  they  offer  any  friction.  All  heat  received  is  to  be  utilized 
in  the  gas  which  is  acting  in  that  cylinder.  The  end  of  the 
cylinder  is  supposed  to  be  of  a  material  with  perfect  conductivity, 
so  that  the  gas  may  be  affected  as  to  its  heat  condition  without 
loss  from  the  process  of  transfer.  The  element  A  is  a  source 
of  heat  having  a  great  capacity,  so  that  all  the  heat  required  for 
the  cycle  can  be  transmitted  to  the  gas  at  the  maximum  tempera- 
ture, which  is  the  condition  of  maximum  efficiency  of  such  transfer 
and  is  maintained  at  the  temperature  Tr  The  element  C  is  a 
condenser  also  of  great  capacity  and  maintained  at  the  lowest 
available  temperature  T2,  so  that  the  cooling  of  the  gas  for  re- 
duction of  temperature  shall  be  done  with  the  maximum  effi- 
ciency of  that  process.  By  having  both  the  heater  and  cooler 
of  great  capacity,  no  change  in  Tl  nor  T2  occurs  during  the  cycle. 
The  cover  B  of  a  non-conducting  material,  to  be  used  during  the 
period  of  expansion  and  compression,  is  applied  to  the  cylinder 
when  it  is  in  contact  with  neither  the  source  of  heat  nor  the  cooling 
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apparatus.  The  relations  of  pressure  and  volume  for  the  various 
stages  are  given  by  the  subscripts  on  the  diagram.  The  specific 
heat  at  constant  pressure  will  be  denoted  by  CP,  and  the  ratio 


1 

y/y/ 

\ 

J) 

I 

Fin.  25. 

v 
between  the  initial  and  final  volumes  —  -,  which  must  be  the  same 

d 
1) 

as  the  ratio  -f-,  will  be  denoted  by  the  factor  r,  or  the  ratio  of  the 

*0 

expansion. 

There  will  be  four  steps  or  stages  : 

(a)  Apply  the  heater  A  .    The  pressure  rises  ;   the  unit  weight 
of  gas  expands  isothermally  at  7\.     The  heat  energy  taken  in  is 


(see  par.  181). 

(b)  Heater  A  is  removed,  cover  B  is  applied,  and  the  piston 
moves  out  at  the  expense  of  the  gas  temperature,  until  the  tem- 
perature falls  to  T2  by  such  expansion  against  external  resistance. 

(c)  Take  away  cover  B  and  apply  cool  body  or  condenser 
C  at  T2.    No  change  will  take  place,  because  the  expansion  is 
complete,  unless  the  piston  be  pushed  back.     But  if  the  piston 
is  retracted,  the  smallest  tendency  to  an  increase  of  temperature 
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above  T2  is  at  once  met  by  a  flow  of  energy  into  the  condenser. 
The  gas  changes  its  total  heat  energy  down  to  the  stage  represented 
by  r2,  and  the  amount  rejected  to  the  condenser  will  be  the 
difference  between  the  energy  at  T^  and  T2,  or 

H2  =  CT2hyp.  logr. 

(d)  Remove  the  condenser  C  and  replace  B  when  the  point  d 
is  reached.  The  piston  is  now  still  further  forced  in  and  back 
until  the  gas  has  its  initial  volume  va,  and  if  the  point  d  was 
rightly  chosen  it  has  also  the  temperature  7\  at  which  it  started, 
because  the  compression  has  been  adiabatic,  and  the  cycle  has 
been  completed.  For  the  relations  of  vb  and  vc  to  produce  the 
desired  final  temperature  T2) 


v    - 

according  as  the  location  of  b  or  d  is  desired  (par.  52). 

It  will  appear,  therefore,  that  the  Carnot  cycle  gives  an  external 
work  in  foot-pounds  which  will  be  778  times  the  difference  be- 
tween the  heat  rejected  and  the  heat  received  (par.  47),  or,  for 
the  complete  cycle, 

Work=  778C(ri -  T2)  hyp.  log  r, 

which  is  778  times  the  area  included  in  the  diagram  of  curves 
(Fig.  25),  all  transfers  having  been  made  at  maximum  efficiency, 
The  operation  of  the  Carnot  cycle  is  proved  to  be  that  of 
maximum  efficiency  for  the  conditions  assumed  by  the  expedient 
of  imagining  the  cycle  to  be  operated  in  reverse  direction  by  a 
similar  heat-engine.  It  can  be  proved,  if  both  engines  operate 
within  the  same  limits  of  temperature,  Tl  and  T2,  and  one  drives 
the  other  as  a  motor,  while  the  other  operates  as  a  heat-pump, 
that  such  a  combination  makes  both  cycles  reversible,  and  that 
all  reversible  heat-engines  working  between  the  same  limits 
of  temperature  are  equally  efficient  or  that  the  efficiency,  in 
the  thermodynamic  sense,  is  independent  of  the  specific  heat  or 
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other  physical  properties  of  the  medium  used.  The  formula 
for  efficiency  discussed  in  paragraph  47  is  immediately  deducible 
from  the  operation  of  the  Carnot  cycle. 

61.  The  Cycle  of  the  Internal-combustion  Engine. — The 
Carnot  cycle  and  the  equation  for  its  condition  of  maximum 
efficiency  do  not  necessarily  apply  to  the  internal-combustion 
engine  by  reason  of  the  fact  that  the  gas-engine  does  not  operate 
necessarily  under  the  conditions  of  the  Carnot  cycle.  Its  maxi- 
mum efficiency  may  be,  and  usually  is,  dependent  on  other  con- 
ditions of  which  the  formula  must  take  account.  It  will  be 
apparent  that  by  abandoning  the  indirect  methods  of  trans- 
ferring heat  to  the  gas  a  much  wider  range  of  possible  cycles 
is  opened  up.  In  the  first  place,  the  heating  may  occur  without 
a  previous  compression;  in  the  second  place,  the  compression 
may  be  adiabatic  and  the  heating  isometric  (par.  49-53);  m  the 
third  place,  the  compression  may  be  adiabatic,  the  heating  iso- 
piestic;  in  the  fourth  place,  the  compression  may  be  adiabatic 
and  the  heating  isothermal;  in  the  fifth  place,  the  compression 
may  be  adiabatic  and  the  heating  may  follow  any  law  not  re- 
ducible to  the  foregoing  standard  methods.  Each  of  these  may 
be  made  to  vary  again  by  the  method  followed  in  expansion  and 
in  cooling.  Finally,  the  heating  may  be  atmospheric  without 
compression  or  with  compression,  and  where  there  is  compression 
the  cooling  may  be  according  to  varying  forms  of  the  phase. 
The  following  table  presents  in  analytic  form  the  possible  cycles 
for  such  engines: 

It  will  be  a  matter  to  be  discussed  in  Chapter  XVII  which 
of  these  cycles  are  available  or  unavailable  and  which  of  them 
offer  the  probabilities  for  the  best  efficiency. 

It  will  also  suggest  itself  to  determine  the  effect  of  the  cycle, 
so  far  as  it  requires  a  larger  volume  of  gas  under  one  method  of 
working  than  to  do  the  same  work  in  another.  The  larger  volume 
of  gas  makes  a  more  bulky  motor.  Some  cycles  will  operate 
under  higher  temperatures  than  others,  and  others  through 
wider  ranges  both  of  temperature  and  pressure. 
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CLASSIFICATION  OF  CYCLES. 


I 

2. 

3- 

4- 

5- 

6. 

Cycle  No. 

Compression. 

Heating. 

Expansion. 

Cooling. 

Cooling. 

I 

Isometric 

Adiabatic 

Isopiestic 

I  A 

u 

« 

Isometric 

Isopiestic 

I  B 

it 

H 

Isothermal 

I  C 

a 

ll 

II 

Adiabatic 

Isometric 

Adiabatic 

Isopiestic 

II  A! 

" 

" 

tt 

Isometric 

Isopiestic 

II  A2 

" 

u 

11 

« 

II  B 

" 

" 

ii 

Isothermal 

Isopiestic 

IIC 

" 

M 

ii 

Isothermal 

III 

Adiabatic 

Isopiestic 

Adiabatic 

Isopiestic 

III  A 

u 

u 

u 

Isometric 

Isopiestic 

IIIB 

H 

tt 

« 

Isothermal 

" 

me 

ll 

(i 

ii 

M 

IV 

Adiabatic 

Isothermal 

Adiabatic 

Isopiestic 

IV  A 

« 

" 

" 

Isometric 

Isopiestic 

IV  B 

a 

« 

" 

Isothermal 

ii 

IV  C 

" 

" 

ii 

ii 

V 

Adiabatic 

Any  law 

Adiabatic    . 

Isopiestic 

VA 

a 

« 

" 

Isometric 

Isopiestic 

VB 

(C 

« 

it 

Isothermal 

« 

VC 

ft 

1C 

ii 

ii 

VI 

Atmospheric 

Isometric 

Isothermal 

VII 

Adiabatic 

« 

Adiabatic 

Isopiestic 

VIII 

a 

it 

Isothermal 

IX 

Adiabatic 

u 

ii 

Isometric 

X 

ll 

ii 

Any  law 

A  consideration  of  the  relative  advantages  of  the  various  cycles 
must  be  postponed  until  after  a  consideration  of  the  mechanisms 
or  motors  which  they  operate. 

62.  The  Otto  Cycle  with  Heating  at  Constant  Volume. — 
There  were  several  forms  of  gas-engine  proposed  and  built 
previous  to  1876,  to  which  reference  will  be  made  in  the  historical 
appendix  (Chapter  XX),  but  in  that  year  Dr.  Otto  brought  out, 
in  Germany,  the  engine  which  he  designated  as  his  "Silent" 
gas-engine,  to  distinguish  it  from  his  earlier  and  more  noisy 
type.  The  Otto  cycle  was  first  suggested  in  a  French  patent  of 
1862,  by  Alphonse  Beau  de  Rochas.  He  advocated  the  advan- 
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tages  of  a  previous  compression  of  the  combustible  mixture  of 
gas  and  air,  and  proposed  to  do  away  with  a  separate  com- 
pressing pump-cylinder  for  this  purpose  by  making  only  one 
stroke  in  four  to  be  the  working  stroke  in  a  single-acting  engine. 
The  Beau  de  Rochas  or  Otto  cycle  involves: 

1.  Aspiration  of  the  mixture  of  gas  and  air  in  proper  propor- 
tions during  an  outgoing  stroke  of  the  piston  (1-2  in  Fig.  26). 

2.  Compression  of  the  mixture  by  the  return  of  the  piston 
(2-3-4).     This  compression  fills  a  comparatively  large  clearance 
volume  behind  the  piston,  which  must  be  so  adjusted  to  the  dis- 
placement by  the  piston  that  there  shall  be  no  danger  of  such 


FIG.  26. 

elevation  of  temperature  from  the  compression  as  to  ignite  the 
mixture  as  the  result  of  compression  alone  (pars.  152,  202). 

3.  The  piston  being  at  or  near  its  inner  dead  point  (4),  the 
compressed  mixture  is  ignited  by  some  acceptable  and  reliable 
device  (Chapter  XI),  at  which  the  pressure  rises   at  once  (4-5) 
arid  exerts  its  outward  effort  to  drive  the  piston  forward.     Ex- 
pansion is  followed  by  gradual  lowering  of  pressure  during  this 
working  stroke  (5-6-7).     This  heating  is  therefore  done  at  con- 
stant volume. 

4.  The  exhaust  opens  just  beyond  7  and  the  products  of  com- 
bustion are  discharged  into  the  open  air  through  the  exhaust- 
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valve  by  the  return  of  the  piston  to  its  inner  dead-centre  (8-1), 
The  cycle  then  repeats  itself. 


FIG.  27. 


Phase  No.  i. 


Phase  No.  2 


FIG.  28. 


It  is  apparent  thai  a  heavy  fly-wheel  must  be  used  to  equalize 
the  motion  of  the  crank -shaft,  having  energy  enough  stored  in  it  by 
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the  working  stroke  to  overcome  the  resistance  during  the  time  of 
the  other  three  strokes,  and  cause  also  the  piston  to  perform  the 
acts  of  the  cycle  in  the  cylinder.  High  rotative  speed  is  therefore 
an  advantage.  Furthermore,  a  high  initial  pressure  and  tem- 
perature are  desired,  with  a  low  terminal  value  for  both,  so  as 
to  secure  a  high  mean  value.  Rapid  inflammation  is  therefore 
desired,  and  the  methods  of  ignition  become  important.  Fig.  26 
is  a  diagrammatic  analysis  of  the  succession  of  events,  while 
Fig.  27  is  the  normal  PV  diagram  from  an  actual  engine.  To 
connect  the  various  steps  of  the  motor  mechanism  with  the  effects 
in  the  cylinder  and  upon  the  gas  and  mixture,  the  diagrams  of 
Figs.  28  and  29  will  be  serviceable.  They  show  the  effect  of  the 


Phase  No.  3. 


Phase  No.  4. 

FIG.  29. 

successive  traverses  of  the  motor  piston,  generating  each  its 
appropriate  line  of  the  diagram  as  the  volume  varies  and  causes 
the  pressure  to  vary  with  it.  The  gradual  building  up  of  the 
typical  diagram  of  pressures  is  made  clear.  The  same  illustrations 
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show  the  succession  of  operations  per- 
formed by  the  valves.  In  phase  No.  i  the 
gas  and  air  inlet  valves  are  open,  the  ex- 
haust is  closed ;  in  phases  No.  2  and  No.  3 
all  are  closed ;  in  phase  No.  4  the  exhaust 
is  open,  and  the  others  are  closed.  The 
jgnition  phenomenon  occurs  at  the  be- 
ginning of  phase  No.  3.  By  the  expedient 
of  plotting  the  observed  pressure  acting 
upon  the  crank-pin  at  each  point  of  the 
two  strokes  of  the  piston,  as  is  done  in 
Fig.  30,  the  values  of  the  varying  effort 
on  the  engine- shaft  appear  clearly  to  the 
eye.  It  is  obvious  that  in  this  design 
only  the  one  working  stroke  in  four 
traverses  of  the  piston  is  a  working  or 
effective  stroke. 

63.  The  Brayton  Cycle  with  Heating 
at  Constant  Pressure. — The  second  im- 
portant cycle  is,  historically,  a  little  earlier 
than  that  of  Otto.  •  Its  principle  is  the 
compression  of  a  mixture  of  inflammable 
gas  and  air  which  is  introduced  into  the 
working  cylinder  and  there  ignited  so  as 
to  burn  in  such  a  manner  that  the  pres- 
sure shall  not  increase  above  a  fixed  con- 
stant .value.  The  power  is  generated  by 
the  increase  of  volume  at  constant  pres- 
sure due  to  the  inflammation  of  the  gas 
in  the  air.  Such  engines  are  not  ex- 
plosive, %ut  'iiKe  pressure  increases  gradu- 
ally, due  to  slow  combustion.  The  credit 
for  using  this  cycle  attaches  to  a  Phila- 
delphian  nameci  Brayton,  who  utilized 
i$:  in  an  engine  in  1873  (see  Fig.  218). 
In. .- England  Messrs.  Simon  used  the  same 
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cycle  in  1878.     Credit  is  also  due  to  Sir  William  Siemens,  who 
proposed  the  cycle  as  far  back  as  1860,  but  no  engine  was  built. 

In  the  constant-pressure  cycle  there  are  usually  two  cylinders, 
one  a  compressing-pump  and  the  other  the  working  cylinder.  The 
charge  of  gas  and  air  is  drawn  into  the  pump  and  compressed 
on  the  return  of  the  piston  into  a  receiver.  The  pressure  in  the 
receiver  may  be  about  60  or  80  pounds.  The  mixture  flows 
from  the  receiver  into  the  working  cylinder  and  is  ignited  as  it 
enters,  receiving,  therefore,  a  supply  of  hot  mixture  at  constant 
pressure  until  the  valve  cuts  off  admission.  From  the  point  of 
cut-off  to  the  end  of  the  stroke  the  volume  of  gases  is  expand- 
ing, and  of  course  the  terminal  pressure  can  be  reduced  by  ad- 
justing the  point  of  cut-off.  The  work  diagram  on  the  PV  plane 
from  such  a  cycle  is  quite  similar  to  that  of  the  steam-engine. 

64.  The    Cycle    with   Heating   at    Constant   Temperature. — 
The  third  variable  in  the  pressure-volume-temperature  series  is 
the  temperature,  and  a  cycle  in  which  the  addition  of  the  heat  to 
the  mixture  should  be  made  at  a  constant  temperature  would  con- 
stitute a  third  class.     The  nearest  actual  approach  to  this  cycle 
is  in  that  which  is  made  use  of  in  the  Diesel  engine.     In  this  cycle 
the  air  is  drawn  in  on  the  aspirating  phase  of  the  cycle  and  is 
compressed  by  the  energy  in  the  fly-wheel  to  a  high  pressure. 
It  is  usually  about  500  pounds  in 'small  sizes.     Into  this  highly 
compressed  and  heated  air  is  introduced  the  jet  of  combustible. 
At  first  proposed  by  Diesel,  this  combustible  was  kerosene  oil, 
and  it  was  supposed  to  be  completely  ignited  by  the  high  tem- 
perature  of  the  air,  so  that  the  air  should  receive  all  its  heat 
energy  at  the  temperature  prevalent  when  the  ignition  was  begun. 
It  is  more  than  questionable,  in  view  of  the  time  necessary  to 
ignite  the  oil  and  to  heat  the  air,  whether  this  heating  of  the  air 
is  done  at  a  constant  temperature  throughout  its  entire  mass 
in  actual  practice.     To  the  extent  to  which  this  result  is  attained 
the  cycle  approaches  the  Carnot  cycle,  in  which  the  heating  is 
supposed  to  be  at  constant  temperature. 

65.  Advantages    of     the    Internal-combustion    Principle. — 
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In  discussing  the  advantages  of  the  internal-combustion  prin- 
ciple as  a  means  of  deriving  mechanical  energy  from  liberation  of 
heat,  it  is  unavoidable  that  the  comparison  be  made  between  this 
principle  and  that  of  the  ordinary  steam-engine.  In  the  latter 
there  has  to  be  the  furnace  and  the  boiler,  exterior  to  the  engine 
proper,  both  for  liberation  of  heat  and  for  storage  of  that  liberated 
energy.  There  should  therefore  be  a  distinction  drawn  between 
the  advantages  due  to  the  use  of  liquid  or  gaseous  fuels,  which  are 
practically  essential  in  the  internal-combustion  engine,  and  those 
which  belong  to  the  direct  utilization  of  the  energy  of  the  fuel  by 
combustion  in  the  cylinder,  instead  of  outside  of  it,  in  a  furnace. 
Hence  the  advantages  of  the  direct  internal  combustion  are: 

(1)  The  energy  of  the  heat  liberated  by  combustion  operates 
directly  upon  the  piston  to  produce  motion,  and  without  inter- 
vening appliances. 

(2)  The  economy  in  fuel  per  horse-power  per  hour  is  greater 
than  with  steam  or  externally  heated   air,  because  heat  is  not 
wasted  in  furnace  or  chimney,  or  in  doing  work  upon  a  trans- 
ferring medium  which  is  not  utilized  in  the  engine. 

(3)  No   fuel   is   consumed   wastefully   in   getting   the   motor 
ready  to  start,  nor  is  any  wasted  in  the  furnace  after  the  engine 
stops.      The  losses  in  banking  fires  under  boilers  which  are  run 
intermittently  are  avoided,  the  losses  due  to  blowing  steam  to 
waste  through  safety-valves  when  the  motor  is  stopped  for  short 
periods,  and  the  losses  of  fuel  through  the  grates  from  cleaning 
and  when  the  run  is  over. 

(4)  The  radiation  losses  of  heat  from  the  boiler- setting  or 
furnace  do  not  occur. 

(5)  The  bulk  and  weight  of  the  boiler  and  its  setting  are 
eliminated,  as  well  as  their  cost. 

(6)  This  gives  this  type  of  motor  a  distinctly  portable  char- 
acter if  desired,  even  up  to  considerable  sizes,  where  it  may  be 
convenient  to  have  the  motor  follow  to  the  place  where  the  work 
is  to  be  done,  as  in  logging  and  lumbering. 

(7)  The  absence  of  boiler  and  chimney  eliminates  the  repair 
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and  maintenance  account  attaching  to  them,  as  well  as  the  labor 
to  operate  them  and  their  first  cost. 

(8)  The  absence  of  the  boiler  and  its  furnace  lowers  the  in- 
surance risk  (unless  offset  by  the  presence  of  the  producer,  the 
gas-holder,  or  the  stored  liquid  fuel). 

(9)  The  absence  of  the  boiler  avoids  a  necessity  for  licensed 
operators  which  are  required  both  afloat  and  ashore  where  steam- 
plants  are  run. 

(10)  The  motor  is  ready  to  start  on  the  instant  and  without 
previous  preparation  or  delay  from  starting  a  fire  and  getting 
up  pressure. 

(n)  When  the  fuel- supply  is  shut  off,  the  motor  stops  and 
there  is  no  attention  which  the  plant  requires  gradually  to  shut 
it  down.  These  two  latter  considerations  are  particularly  potent 
with  respect  to  the  automobile  uses  of  these  motors. 

(12)  This  principle  lends  itself  easily  to  the  condition  where 
storage  of  energy  is  required.     With  gas-burning  engines,   the 
producer  may  be  run  at   high  efficiency  when   convenient,  and 
the  gas  held  in  gas-holders  till  needed,  or  the  energy  in  liquid 
fuel  may  be  drawn  into  the  motor  through  carburetors  (Chap.  X) 
as  required.     This  is  convenient,  for  instance,  where  a  plant  is 
to  be  worked  overtime. 

(13)  Incident  to  this  is  the  advantage  of  subdividing  power 
units  in  a  large  plant.     Each  motor  may  receive  its  supply  of 
motor  energy  through  pipes  as  gas  without  loss,  or  from  fuel 
tanks,  and  such  motors  can  be  run  independently  of  each  other 
as  to  capacity,  speed,  time,  and  the  like,  as  long  as  the  store  of 
gas  or  oil  holds  out. 

(14)  In   compressed   gas    in   tanks   under  pressure   a   large 
amount  of  fuel  energy  and  power  may  be  stored  in  small  bulk 
and  weight,  to  be  expended  through  reducing-valves  to  motors 
as  required.      This  property  is  only  of  moment  when  the  fuel 
weight  must  be  reduced  as  in  aerodromes.     In  automobile  and 
yacht  practice  the  liquid  fuel  does  not  weigh  enough  to  make 
gaseous  compression  worth  while. 
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(15)  The   rapidity   with    which   flame    propagates   itself    in 
an  explosive  mixture  of  fuel  and  air   renders    a    high    number 
of  rotations  of  the  shaft  possible  per  minute.      This  makes  a 
high-speed   multi-cylinder   engine   of   small    weight   per    horse- 
power. 

(16)  The  rapid  ignition  of  explosive  mixtures  gives  a  high 
initial  pressure  at  the  beginning  of  a  piston-stroke.     Where  this 
means  also  a  high  mean  pressure  it  gives  a  powerful  engine  for 
a  given  cylinder  volume. 

(17)  There  is  no  storage  of  large  amounts  of  energy  in  the 
form  of  pressure  in  a  containing  vessel,  a  rupture  of  which  will 
cause  disaster. 

(18)  There  is  no  boiler  to  give  difficulties  with  a  water  con- 
taining salts  in  solution,  and  requiring  a  constant  watchfulness 
to  keep  properly  supplied  with  water  lest  an  accident  result  from 
low  water  and  an  overheated  boiler. 

(19)  There    is   no    exposed   flame  or  incandescent   fuel-bed 
requiring   care   and   watchfulness.     Such   flames   in   absence   of 
good  draft  arrangements  may  blow  back  or  downwards  in  gusts 
of  wind  outdoors,  and  are  sources  of  danger  in  accidents,  if  they 
can  reach  the  fuel-supply. 

(20)  The  mechanism  of  the  motor  is  simple  in  principle  and 
does  not  involve  a  great  number  of  parts  in  motion. 

The  gas-   or  oil-engine,   furthermore,   attaches  to  itself  the 
advantages  of  gas-firing  and  mechanical  stoking,  in  that 

(21)  The  normal  and  proper  combustion  is  smokeless; 

(22)  The  fuel  does  not  require  a  diluting  excess  of  air  for 
combustion,  which  lowers  the  temperature  of  the  latter; 

(23)  The  avoidance  of  dust,  sparks,  or  ashes; 

(24)  The  liquid  or  gaseous  fuel  will  be  handled  mechanic- 
ally  by   pump's    or  pressure  organs  into  the  motor  apparatus. 
Hence  the  labor  and  cost  of  such  handling  are  avoided,  and  the 
cost  of  removal  of  ashes. 

It  should  not  be  forgotten  in  a  study  of  the  foregoing  that 
in  cities  where  gas  is  made  at  central  stations  and  distributed 
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by  mains  the  central  generating  plant  has  had  to  assume  many 
of  the  disadvantages  whose  avoidance  constitutes  the  arguments 
for  the  internal-combustion  motor.  If  the  motor  operates  its 
own  producer,  as  an  isolated  gas-making  plant,  some  of  the  above 
arguments  disappear.  If  the  motor  uses  liquid  fuel,  as  in  the 
automobile,  then  all  of  the  arguments  hold  which  apply  to  this 
form  of  motor. 

66.  Disadvantages  of  the  Internal-combustion  Principle. — 
On  the  other  hand,  there  are  certain  arguments  against  the 
internal-combustion  motor  as  now  in  use,  some  of  which  are 
inherent,  and  others  of  which  attach  more  to  some  types  than 
to  others. 

(1)  The  Otto  cycle  (pars.  62  and  69)  gives  only  one  working 
stroke  in  four  piston-traverses.     In  the  two-phase  cycle  (par.  73) 
there  is  one  working  stroke  in  two  traverses.      For  a  given  mean 
pressure  the  cylinder  volume  of  the  gas-engine  will  be  larger  than 
in  the  double-acting  steam-cylinder  at  the  same  speed. 

(2)  In  single- cylinder  engines  the  crank  effort  is  irregular 
(par.  62);    hence  a  heavy  fly-wheel  is  required  for  steadiness,  or, 
a  number  of  cylinders  correcting  the  unsteadiness  adds  weight  to 
the  engine. 

(3)  The  motor  does  not  start  from  rest  by  the  simple  motion 
of  a  lever  or  valve.     It  has  to  be  started  by  an  auxiliary  apparatus 
in  which  the  energy  required  to  start  it  has  been  previously  stored 
(par.  164)  or  which  may  develop  enough  energy  to  cause  one  work- 
ing stroke  to  be  made. 

(4)  This  entails  a  clutch  or  other  transmission  mechanism 
between  the  motor  cylinder  and  the  useful  resistance,  so  that 
auxiliary  starting  shall  not  involve  overcoming  the  total  external 
resistance  also. 

(5)  There  is  no  way  of  increasing  the  power  of  the  engine 
beyond  a  limit  set  by  the  cylinder  diameter  to  meet  short  demands 
for  a  greater  effort  than  the  normal. 

(6)  There  is  no  way  in  Otto  engines  to  increase  the  period 
during  which   the  predetermined  maximum    pressure   may  be 
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exerted  on  the  piston.     As  soon  as  the  piston  begins  to  make 
its  stroke,  the  pressure  begins  to  fall  off  at  once 

(7)  There  is  no  storage  of  energy  except  in  the  living  force 
of  the  fly-wheel  to  be  drawn  upon  for  such  temporary  emergency 
of  overload.     The  mass  of  hot  water  in  the  boiler,  or  the  accu- 
mulation of  pressure  in  it,  is  such  a  reservoir  in  the  other  systems. 

(8)  The  inconvenient  heat  of  the  combustion  in  the  cylinder 
makes  it  necessary  to  use  some  system  for  cooling  the  metal  of 
walls  and  valve-chambers,  to  prevent  distortion  and  rapid  oxida- 
tion.    In  small  cylinders  this  cooling  may  be  done  by  air;    with 
larger  motors  where  the  quantity  of  heat  in  question  is  greater 
this  cooling  will  be  best  done  by  circulation  of  water.      This 
weight  or  volume  of  water  and  the  apparatus  to  circulate  it  are 
an  objection. 

(9)  The  water  in   cooling   jackets    enveloping   the   cylinder 
carries  off  heat  unutilized , 

(10)  The  cooling  wator  lowers  the  mean  pressure. 

(u)  In  spite  of  cooling  water  the  valves  become  leaky  and 
require  attention  and  renewals. 

(12)  It  is  difficult  to  secure  a  low  final  temperature  when  the 
exhaust  opens.     Hence  a  considerable  pressure  exists  just  when 
the  valve  releases  the  cylinder  contents,  and  the  escape  of  these 
high-pressure   products   of   combustion   into   the   air   and   their 
expansion  on  their  escape   causes   a  disagreeable   coughing  or 
barking  noise. 

(13)  The  high  temperature  of  the  cylinder  makes  lubrication 
difficult  and  uncertain. 

(14)  If  combustion  is  not  complete  in  the  cylind.r,  the  odor 
of  the  exhaust  is  offensive. 

(15)  If  rates  of  propagation  of  the  flame  are  not  adjusted  to 
the  speed,  or  if  explosive  charges  pass  unignited  into  the  exhaust 
passages  or  pipes,  there  may  occur  explosi©ns  of  some  violence 
in  these  passages  or  pipes,  with  their  attendant  noise  and  alarm- 
ing shock.     In  many  cities  the  fire  laws  compel  the  exhaust-pipes 
from  gas-engines  to  be  caried  in  pressure-resisting  metal  pipes 
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completely  to  the  free  air,  and  do  not  permit  them  to  be  simply 
introduced  into  brick  chimney- flues. 

(16)  Imperfect  combustion  also  results  in  deposits  of  lamp- 
black or  soot,  which  clog  or  cake  upon  the  working  parts  and  are 
not  only  defiling  but    presently  stop  their    working.      Ignition 
apparatus  is  particularly  liable  to  this  trouble. 

(17)  The  high  initial  pressure  in  the  cylinder  due  to  the 
ignition  produces  a  jar  or  vibration. 

(18)  Governing  is  not  easy,  since  it  must  effect  a  phenomenon 
which  is  nearly  instantaneous  in  its  duration.     When  the  work 
of  the  engine  is  variable,  governing  may  not  be  close. 

(19)  If  the  compression  is  defective  or  badly  adjusted,  the 
power  of  the  engine  suffers. 

(20)  If  the  ignition  apparatus  is  defective  or  out  of  commis- 
sion, the  motor  stops  dead. 

(21)  If  the  carburetor  is  out  of  adjustment,  ihe  motor  slows 
down  gradually  and  stops. 

(22)  The  motor  does  not  usually  run  in  both  directions,  and 
reversing  therefore  requires  a  train  of  gear  to  reverse  the  applica- 
tion of  power.     Such  gears  are  apt  to  be  noisy. 

(23)  The  normal  motor  runs  at  its  maximum  efficiency  only 
when  running  at  a  fixed  speed.     To  get  varying  speeds,  either  the 
reversing  train  may  be  made  a  variable- speed  train  (with  attendant 
noise  and  difficulty  in  shifting  speed  when  motor  and  resistance 
are  both  moving),  or  the  speed  may  be  varied  by  making  the 
power  of  the  cylinder  vary  by  throttling  the  mixture.     This  latter 
will  usually  be  attended  with  loss  of  efficiency;  and  when  carried 
to  a  limit  of  speed,  the  motor  will  cease  to  operate  its  cycle  and 
will  stop. 

All  of  this  last  group  of  disadvantages  are  the  result  of  the  one 
peculiarity  of  the  internal- combustion  motor  that  it  generates 
the  power  for  each  independent  stroke  at  the  beginning  of  that 
stroke,  and  has  no  reservoir  of  stored  energy  behind  it.  Hence 
anything  which  attacks  the  reliable  action  of  the  processes  which 
culminate  in  each  single  stroke  will  stop  the  motor.  This  has 
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given  an  unreliab  lity  or  tricky  character  to  many  forms  of  motor 
when  the  real  difficulty  was  the  crudity  of  the  apparatus  which 
was  used  to  conduct  the  processes.  Hence  the  importance  of 
the  subsequent  chapters,  treating  on  governing,  ignition,  carbura- 
tion,  and  manipulation,  in  which  these  detailed  processes  receive 
fuller  treatment. 

67.  Variations  in  Cycle. — It  will  be  apparent  from  a  con- 
sideration of  the  table  in  paragraph  61  that  minor  variations  in 
cycle  will  be  caused  by  the  effects  of  the  appliances  for  governing, 
in  so  far  as  these  operate  to  vary  the  initial  and  final  temperatures 
of  the  expanding  mixture.  Where  the  exhaust-valve  of  the 
engine,  for  example,  opens  before  the  expansion  is  complete, 
there  will  be  a  drop  in  pressure,  resulting  from  the  free  expansion 
in  the  air  without  doing  work.  This  free  expansion  will  be  the 
occasion  of  two  steps  in  the  cooling  process  as  indicated  in  the 
table,  and  this  action  is  the  occasion  for  some  of  the  differentia- 
tions in  cycles  of  the  several  groups.  The  cycles  which  involve 
heating  at  atmospheric  pressure  compel  the  use  of  an  engine  of 
such  bulky  cylinder  volume  that  it  is  scarcely  necessary  to  give 
consideration  to  them. 


CHAPTER  V. 

GAS-ENGINES  BURNING  GAS. 

68.  Introductory. — Referring  to  the  distinction  drawn  here- 
tofore between  the  cycle  used  in  any  engine  and  the  mechanism 
which  is  designed  to  utilize  that  cycle,  the  present  chapter  pre- 
sents, briefly,  the  development  of  the  modern  engine  using  gas. 
The  engine  using  gas  as  a  source  of  heat  is,  historically,  older 
than  that  usbg  the  liquid  fuels.     The  types  chosen  to  present 
the  engines  wl'di  have  utilized  the  cycles  treated  in  the  previous 
chapter  are  five  in  number. 

69.  The    Otto   Engine.— The    Otto    Silent  engine  of   1876, 
and  as  since  modified,  closely  resembles  a  single-acting  steam- 
engine.     The  cylinder  is  somewhat  longer  than  required  by  the 
stroke  as  limited  by  the  crank,  in  order  that  between  the  head  of 
the  piston  and  the  head  of  the  cylinder  on  the  dead-centre  may 
be  a  volume  of  sufficient  extent  (C)  to  contain  the  mass  of  com- 
pressed gas  and  air  which  is  required  for  the  working  stroke 
(pars.  152,  202).     In  the  usual  forms  of  the  European  stationary 
Otto  engine  the  cylinder  is  horizontal.     In  it  fits  a  long  trunk 
piston,  B.    The  trunk  construction  gives  a  considerable  contact 
area  to  guide  the  piston  in  its  traverse  of  the  cylinder,  and  the 
piston  itself  is  of  the  box  construction,  so  that  the  working  face 
may  be  kept  at  a  considerable  distance  from  the  pin  on  which  the 
connecting-rod  swings.     The  cylinder  is  water- jacketed  in  order 
that  it  may  be  kept  cool  enough  to  avoid  deformations  and  to  keep 
the  valves  tight  and  to  permit  of  effective  lubrication.     (Fig.  31.) 

The  valves  which  are  needed  for  the  Otto  cycle  are  an  inlet- 
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valve  for  gas  and  an  inlet- valve  for  air  (Figs.  28  and  29), 
which  shall  be  opened  upon  the  aspirating  outgoing  stroke  of 
the  piston.  These  valves  are  so  proportioned  as  to  give  the 
proper  mixture  of  gas  and  air  when  the  valves  are  opened.  On 
the  side  of  the  cylinder  opposite  the  inlet  openings  in  the  designs 
copied  after  Fig.  31  is  the  exhaust- valve,  which  is  usually  a 
lifting-  or  poppet-valve  similar  to  the  gas-inlet  valve.  This 
exhaust- valve  opens  on  the  return  stroke  after  the  working  stroke, 
and  is  to  allow  the  products  of  combustion  to  escape  freely  to  the 


FIG.  31. 

outer  air.  In  addition,  the  mechanism  of  the  engine  must  pro- 
vide for  the  ignition,  properly  timed,  of  the  mixture  which  has 
been  compressed  in  the  clearance  space  behind  the  piston.  In 
the  early  form  of  the  Otto  engine  this  ignition  was  effected  by 
the  large  slide-valve  M  operating  across  the  end  of  the  cylinder. 
This  valve  was  held  against  the  head  of  the  cylinder  by  a  cover- 
plate  N  and  strong  spiral  springs.  The  slide-valve  design  of 
Fig.  31  limited  the  speed  or  number  of  revolutions  per  minute 
which  the  engine  could  make,  and  the  problem  of  its  proper 
lubrication  was  always  a  difficult  one.  The  inlet-  and  exhaust- 
valves  and  this  sliding  ignition  and  timing  valve  were  operated 
from  a  lateral  shaft  P  at  the  side  of  the  cylinder,  driven  by  a  pair 
of  gears  from  the  main-  or  crank-shaft.  The  diameters  of  these 


GAS-ENGINES  BURNING   GAS.  131 

bevelled  gears  were  so  adjusted  that  the  valve-  or  lay-  or  cam- 
shaft made  one  revolution  while  the  main-shaft  made  two.  This 
made  it  possible  for  the  valve-shaft  to  time  the  actions  of  its  cams 
so  that  they  would  come  once  in  each  two  revolutions  of  the  main- 
shaft,  as  is  the  requirement  of  the  Otto  cycle.  The  lateral  shaft 
also  drives  the  governing  appliance  and  is  a  convenient  attach- 
ment for  devices  to  secure  mechanical  oiling.  The  feature  of  the 
governing  of  the  Otto  engine  will  be  referred  to  in  a  subsequent 
chapter,  but  in  brief  the  governor  acted  upon  the  gas- valve  to  open 
it  more  or  less,  or  not  to  open  it  at  all,  while  without  action  upon 
the  air-inlet  valve.  The  effect  of  this  action  was  to  impoverish 
the  mixture  when  the  gas- valve  was  partly  opened,  and  to  admit 
no  combustible  whatever  when  the  gas- valve  was  not  open  at  all. 

The  subject  of  ignition  also  will  be  treated  separately,  but 
in  the  older  standard  form  the  transverse  slide-valve,  after  closing 
the  admission  from  the  gas-  and  air-passages,  presents  a  cavity 
in  its  face  which  is  filled  with  flame  from  an  exterior  flame  at  T 
which  is  burning  in  the  open  air.  This  flaming  cavity  L  in  the 
valve  is,  by  its  motion,  cut  off  from  connection  with  the  outer 
air  just  before  it  is  put  into  connection  with  the  explosion- 
port,  /,  filled  with  compressed  mixture.  Through  this  explosion- 
port  which  communicates  with  the  clearance  volume,  the  charge 
is  ignited  before  the  piston  has  made  any  considerable  move- 
ment from  its  dead-centre. 

It  will  be  apparent,  from  this  description,  that  the  engine  in 
carrying  out  the  cycle  makes  one  working  stroke  in  two  complete 
revolutions  of  the  fly-wheel  shaft,  and  that  each  stroke  of  the 
piston  represents  one  phase  of  the  cycle.  The  fly-wheel  must, 
therefore,  be  massive,  in  order  that  during  the  three  auxiliary 
strokes  (Fig.  30)  it  may  have  stored  up  energy  from  the  one 
working  stroke  to  overcome  the  resistance  external  to  the  engine 
and  to  perform  the  functions  of  the  cycle.  It  is  obvious,  further- 
more, that  the  engine  must  be  started  so  as  to  produce  one  com- 
pression and  an  ignition  before  it  will  begin  to  revolve  by  its  own 
motor  energy.  The  engine  will  usually  stop,  in  the  case  of  a 
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single-cylinder  motor,  with  the  compression  partly  begun,  but 
not  completed.  The  advantage  of  several  cylinders  operating 
on  one  crank-shaft  is  apparent  when  this  peculiarity  of  the  Otto 
cycle  and  the  Otto  engine  is  concerned.  It  is  very  usual  to  have 
a  lever  whereby  a  special  cam  can  be  thrown  into  action  upon  the 
exhaust-valve,  so  that  in  large  engines  the  very  great  effort  to 
start  the  engine  may  be  diminished  by  allowing  some  of  the  com- 
pression behind  the  piston  to  be  relieved  into  the  exhaust  until 
the  first  revolution  or  two  shall  have  been  made. 

The  more  modern  forms  of  the  Otto  engine  use  poppet- 
valves  and  an  electric  ignition  for  the  firing  of  the  compressed 
mixture  behind  the  piston.  Of  course  any  of  the  systems  described 
in  the  chapter  on  ignition  may  be  applied  to  the  Otto  cycle. 

The  Clerk  engine  (Fig.  32)  was  designed  along  the  lines  of 
the  Otto  engine  and  to  use  its  cycle,  while  securing  an  impulse 
from  the  ignition  of  a  compressed  charge  at  every  revolution  of 
the  main- shaft.  This  engine  was  introduced  about  1880.  It 
contains  two  cylinders,  of  which  one  is  a  charging  or  displacing 
cylinder  which  draws  in  the  combustible  charge  and  transfers 
it  directly  or  through  a  receiver  to  the  other,  which  is  the  power 
or  motor  cylinder.  The  displacer  crank  is  90°  in  advance  of  the 
motor  crank.  The  displacer  cylinder  and  receiver  volume  trans- 
fer the  charge  into  the  clearance  space  behind  the  motor  cylinder, 
where  it  is  compressed  by  the  return  stroke  of  the  piston.  The 
exhaust-ports  EE'  of  the  motor  cylinder  are  formed  in  the  side 
of  its  bore  at  a  point  such  that  as  the  piston  reaches  the  outer 
dead-centre  it  shall  have  uncovered  these  ports  so  as  to  allow 
the  products  of  combustion  to  escape  into  the  exhaust- pipe  and 
so  to  the  open  air.  The  displacer  piston  sends  its  charge  into  the 
clearance  volume  at  the  back  end  so  as  to  act  somewhat  to  sweep 
the  products  of  combustion  from  the  preceding  stroke  before 
them  into  the  exhaust-openings.  Compression  resistance  in 
starting  can  be  relieved  by  a  by-pass  into  the  exhaust. 

A  modification  of  the  Otto  and  Clerk  engine  using  the  same 
cycle  is  to  close  the  crank  end  of  the  cylinder  and  so  arrange  the 
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valves  that  the  front  or  crank  end  of  the  piston  shall  discharge 
the  functions  of  the  displacer  piston  of  the  Clerk  engine.  By 
this  means,  the  engine,  as  in  the  Clerk  engine,  gives  one  impulse 


FIG.  32. 

or  working  stroke  in  every  revolution  of  the  crank- shaft.     Such 
engines  are  called  "two-cycle"  engines  (par.  73). 

70.  The  Nash  Engine. — The  Nash  engine  is  an  American 
design  using  two  or  more  vertical  cylinders  each  operating  upon 
the  Otto  cycle  (Fig.  33).  By  using  two  cylinders  side  by  side, 
there  will  be  two  working  strokes  in  two  revolutions,  which  tend 
to  give  a  more  equal  turning  movement  to  the  fly-wheel  shaft. 
The  inlet-valves  for  gas  and  air  are  mechanically  operated,  but 
the  action  of  the  governor  is  either  to  cut  off  the  supply  of  gas 
alone,  without  cutting  off  also  the  corresponding  supply  of  air; 
that  is,  the  governing  impoverishes  the  mixture;  or  to  throttle 
the  mixture  of  gas  and  air.  By  the  vertical  arrangement 
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the    crank-shaft    can    be    operated    in    an    oil-bath,    securing 
perfect  lubrication  of  the  crank-pins,  and  a  certain  amount  of 


FIG.  33. 

spattering  of  the  oil  into  the  trunk  end  of  the  cylinder  secures  a 
lubrication  at  this  point.     The  valves  are  operated  by  cams  on 
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an  independent  shaft  a  outside  of  the  crank-case,  driven  by  spur- 
gears  at  half  the  speed  of  the  main-shaft.  The  cam  lifts  a  roll 
upon  a  pivoted  lever  b  whereby  the  large  poppet  admission- valve  c 
is  opened  at  each  charging  stroke.  The  admission  valve-stem 
carries  an  arm  d  by  which  its  rise  will  lift  the  gas-valve  stem  g 
and  admit  gas  to  the  mixing- chamber  through  the  gas- inlet  pipe  e. 
Air  enters  around  the  gas-valve  whose  stem  is  g  in  an  annular 
passage,  and  when  c  is  open  the  mixture  passes  to  the  cylinder  on 
the  charging  stroke.  The  action  of  the  governor  is  to  throw  out 
a  short  link  attached  to  g  so  that  the  rise  of  the  arm  d  will  fail  to 
hit  the  end  of  this  link.  The  gas- valve  does  not  open  in  this  case, 
but  air  only  enters  through  the  admission- valve;  hence  the  mixture 
is  not  ignited  in  the  following  stroke.  The  exhaust-valve  is 
behind  the  admission- valve,  and  is  also  a  cam-operated  poppet. 
The  ignition  is  by  an  exterior  flame  or  hot  tubes  in  the  older  and 
smaller  forms  and  by  electricity  in  the  recent  and  larger  ones. 

71.  The  Korting  Engine. — In  the  Korting  engine  (Fig.  34) 
an  effort  is  made  to  secure  a  proper  proportioning  of  the  air  and 
gas  mixture  by  means  of  mechanical  aspiration  of  each  constituent 
in  a  separate  cylinder  (a  and  b)  whose  volume  is  proportioned 
to  the  desired  proportions  of  gas  and  air.     This  pair  of  cylinders 
is  on  a  common  rod  and  the  pistons  are  to  act  as  the  displacing 
pistons  in  the  Clerk  engine,  with  a  positive  proportioning  instead 
of  the  automatic  proportioning  of  the  Clerk  design.     The  motor 
cylinder  receives  an  impulse  at  each  revolution,  since  it  is  only 
a  compressing  and  working  cylinder  and  is  not  compelled  to  draw 
in  the  charge.     The  governing  is  effected  by  diminishing  the  pro- 
portion of  time  during  which  the  displacing  pistons  are  open  to 
the  working  cylinder  or  to  the  admission  of  mixture.     When  open 
during  a  full  stroke  the  working  cylinder  receives  the  maximum 
charge.     When  open  less  than  this  the  charge  is  proportionally 
diminished  while  its  relative  proportions  remain  unaffected. 

72.  The  Westinghouse  Engine. — In  the  vertical  gas-engine 
designed  by  the  Westinghouse  Machine  Co.,  and  shown  in  section 
in  Fig.  35,  there  are  three  vertical  cylinders,  each  operating  upon 
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the  Otto  cycle.  By  the  use  of  three  cylinders  there  will  be  three 
impulse  or  working  strokes  in  two  revolutions  of  the  crank-shaft. 
Hence  there  is  only  one  less  working  or  impulse  stroke  than  would 
occur  in  the  single-cylinder  double-acting  steam-engine.  The 
valves  of  the  poppet  type  are  mechanically  operated  by  cams  on 
driven  shafts  which  are  geared  to  the  crank-shaft.  Air  and  gas 
are  admitted  in  desired  proportions  to  the  mixing- chamber  N9 
and  when  the  admission- valve  /  is  opened  by  the  cam  B  and  lever 
C  the  charge  flows  into  the  cylinder  on  the  down  stroke.  On  the 
upward  stroke  the  charge  is  compressed,  and  at  the  upper  dead- 
centre  a  second  cam  on  the  shaft  B  closes  and  breaks  an  electric 
circuit  at  the  bottom  of  the  spark  or  igniting-plug  F.  The  pas- 
sage of  this  spark  ignites  the  charge  and  this  produces  the  working 
stroke.  The  exhaust-valve  E  is  lifted  by  the  cam  on  the  shaft  A 
by  the  roller  on  the  lever  G,  and  the  products  of  combustion  are 
exhausted  through  O.  Through  H  and  K  circulates  the  cooling 
water.  The  construction  illustrates  the  use  of  removable  plugs  or 
bonnets  for  convenient  access  to  the  valves.  The  governing  in  this 
engine  is  effected  by  a  fly-ball  governor  at  the  side  of  the  engine, 
shown  at  B  in  Fig.  36,  which  controls  the  areas  of  the  ports  through 
which  gas  and  air  are  admitted  to  the  mixing- chamber.  The  lever 
H  above  the  chamber  turns  a  cylindrical  valve  or  shell  by  which 
the  area  of  the  gas- port  is  adjusted  by  varying  the  length  of  the 
port  uncovered  to  the  passage  G.  The  lower  lever  H  similarly 
controls  the  air-port  J9,  so  that  any  desired  ratio  of  gas  to  air  can 
be  fixed  upon  and  will  be  permanent  until  readjusted  by  hand. 
Pointers  over  graduated  arcs  indicate  the  relative  positions. 
Inside  these  cylindrical  shells  the  governing  valve  A  is  adjusted 
for  position  by  the  balls  of  the  governor  so  that  the  width  of  the 
two  ports  uncovered  is  made  to  vary  with  the  speed  of  the  engine^ 
so  that  a  throttling  action  occurs  without  affecting  the  proportions 
of  the  mixture.  This  uniform  mixture  of  varying  volume  is 
fired  at  every  working  stroke.  The  amount  of  energy  is  deter- 
mined by  the  volume  which  fills  the  clearance  and  therefore  by 
the  compression  of  the  charge,  and  not  by  its  constitution  or  the 
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proportion  of  combustible  in  it.  When  the  gas  changes  in  quality 
or  richness,  an  adjustment  of  the  relative  areas  of  gas  and  air 
introduced  in  the  mixing- valve  makes  the  necessary  adjustment 
for  such  change.  A  convenient  provision  on  the  cam-shaft 
enables  one  of  the  three  cylinders  to  be  disconnected  from  the 


FIG.  36. 

inlet  service  of  gas  and  air,  so  that  this  cylinder  can  be  connected 
with  a  reservoir  of  compressed  air  to  operate  as  an  air-engine 
and  turn  the  engine  over  until  the  other  two  cylinders  have  begun 
their  normal  function  of  compression  and  ignition.  The  sliding 
of  the  starting- cam  on  the  shaft  can  then  throw  the  air-inlets  from 
the  air- reservoir  out  of  action  and  the  gas-inlets  come  into  service. 
For  the  larger  sizes  of  engine  developing  several  hundred 
horse-power  the  horizontal  arrangement  of  cylinder  is  preferred 
(Fig.  37),  and  in  this  design  the  desired  smooth  and  regular 
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action  can  be  secured  by  using  the  two  cylinders  in  tandem,  making 
a  double-acting  engine. 

73.  The  Two-cycle  Engine. — The  term  "two  cycle"  has 
been  applied  to  those  forms  of  engine  in  which,  as  in  the  deriva- 
tives of  the  Clerk  design,  an  impulse  or  working  stroke  takes  place 


FIG.  37. 

once  in  each  revolution.  This  is  nearly  always  secured  by  the 
expedient  of  closing  the  front  or  crank  end  of  the  cylinder  or  the 
crank-case,  so  as  to  make  this  end  serve  to  draw  in  the  charge  and 
displace  it  into  the  back  end,  where  it  is  finally  compressed  and 
ignited.  This  construction  compels  the  exhaust-ports  to  be 
located  as  in  the  Clerk  engine,  in  the  side  of  the  cylinder-bore,  so 
as  to  be  uncovered  by  the  piston  just  before  it  reaches  its  outer- 
most position.  The  pressure  of  the  gases  from  the  front  or  dis- 
placer  end  will  lielp  to  carry  the  exhaust  gases  out,  but  care  must 
be  taken  to  prevent  the  escape  of  fresh,  unused  mixture  through 
the  exhaust-port  by  having  this  latter  uncovered  too  long.  Any 
products  of  combustion  which  remain  behind  the  working  face 
of  the  piston  act  to  heat  the  incoming  mixture  and  to  increase, its 
volume  and  pressure  while  diminishing  its  weight  and  density, 
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and  also  serving  to  dilute  the  composition  of  this  new  mixture. 
There  has  been  an  opinion  that  the  mixture  and  the  products  of 
combustion  have  a  tendency  to  stratify  behind  the  piston,  but 
the  existence  of  this  action  is  decidedly  questionable. 


FIG.  38. 


FIG.  39. 


In  a  successful  form  of  two-cycle  engine  (Figs.  38,  39,  and  40) 
the  mixture  of  carbureted  air  enters  from  the  carburetor  (see 
Chapter  X)  through  the  opening  A  into  the  crank-case  on  the 
upward  strike  of  the  piston.  The  downward  or  working  stroke 
(Fig.  38)  after  the  ignition  of  the  working  charge  above  the  piston 
slightly  compresses  this  mixture  in  the  case  so  that  it  tends  'to 
escape  through  the  channel  at  the  left  of  the  cylinder  as  soon  as 
the  descent  of  the  piston  shall  uncover  the  upper  end  of  it. 
The  descent  of  the  piston  first  uncovers  the  exhaust-port  F  at  the 
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right  (Fig.  39),  and  the  burnt  gases  flow  out  as  shown  by  dotted 

arrows.  The  enlarging  volume 
of  the  exhaust-pipe  lowers  the 
velocity  of  the  escaping  gases 
and  lessens  the  noise.  The  fur- 
ther descent  of  the  piston,  now 
nearing  its  lower  dead-centre, 
uncovers  the  inlet-port  C  (Fig. 
40)  when  the  compression  in  the 
crank-case  is  the  greatest,  where- 
upon the  fresh  mixture  flows 
into  the  volume  above  the  pis- 
ton, now  at  its  greatest  value, 
filling  this  with  the  new  charge. 
The  deflector  G  throws  the 
charge  of  fresh  mixture  away 
from  the  open  exhaust-port  and 
up  against  the  top  head,  so  that 
it  acts  to  force  out  from  above 
downward  any  burnt  gases  still 
left  behind  in  the  cylinder,  and 
this  action  continues  until  the  as- 
FlG'  4°'  cent  of  the  piston  closes  first  the 

inlet-port  C  (Fig.  39)  and  then  the  exhaust.  Compression  now 
ensues  above  the  piston  after  both  ports  are  closed  by  the  piston 
(Fig.  38)  until  the  upper  dead- centre  is  reached,  when  the  com- 
pressed charge  is  fired,  and  the  working  stroke  is  made  again, 
repeating  the  cycle. 

The  simplicity  of  this  cycle  has  attracted  many  designers  and 
users,  since  it  avoids  a  cam-shaft  and  has  only  a  valve  on  the 
inlet  connection  which  enters  at  A  from  the  carburetor.  Its 
principal  objections  are  the  difficulty  of  regulating  it  closely  to 
speed,  and  the  trouble  which  arises  when  under  variable  resistance 
it  happens  that  the  combustion  of  the  charge  has  not  been  com- 
plete when  the  inlet  opens  (Fig.  40).  When  the  space  D  above 
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the  piston  has  flame  in  it,  and  the  port  C  is  opened,  the  flame  will 
run  back  and  ignite  the  mixture  stored  in  the  crank-case,  and  it 
may  not  be  renewed  again  sufficiently  soon  to  keep  the  engine 
turning  against  its  load.  Premature  ignitions  result  sometimes 
from  the  fact  that  the  compression  is  necessarily  invariable,  and 
particularly  if  there  are  any  projections  which  gradually  become 
red-hot.  The  deflector  G  is  kept  cool  enough  not  to  give  trouble 
from  this  cause  by  the  blowing  action  upon  it  of  the  relatively 
cool  current  of  fresh  charge. 

74.  Comparison  of  Types. — For  a  full  mathematical  and 
analytical  treatment  of  cycles  independent  of  the  mechanisms 
which  utilize  them  the  reader  is  referred  to  Chapter  XVII.  But 
for  the  present  purpose  a  summary  consideration  of  the  cycles 
in  connection  with  the  engines  which  utilize  them  would  bring 
out  the  following  results: 

C  a  certain  mass  of  gas, 
Given  -4   the  same  compression, 

[,  the  same  heat-supply  after  compression, 

there  will  be  the  same  work  done  and  hence  the  same  efficiency 
in  the  cycles  of 

Carnot, 
Otto, 
Brayton. 

For  the  reasons  for  this  conclusion  reference  should  be  had 
to  the  full  treatment  later  in  this  volume  (Chapter  XVII). 

If,  further,  a  comparison  be  made  to  ascertain  the  highest, 
lowest,  and  intermediate  values,  the  following  table  results: 


Item. 

Lowest. 

Intermediate. 

Highest. 

Maximum  temperature 

Carnot 

Brayton 

Otto 

Pressure  xange.  .  . 

Brayton 

Carnot 

Otto 

Volume  range  .  .    . 

Otto 

Brayton 

Carnot 

Temperature  range.  .  .  . 

Carnot 

Brayton 

Otto 

Mean  effective  pressure.  .  . 

Carnot 

Brayton 

Otto 

Mean  effective  temperature    . 

Carnot 

Brayton 

Otto 

Pressure  range 

Carnot 

Otto 

Mean  effective  pressure 
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The  Diesel,  being  regarded  as  a  modified  Carnot,  can  be 
brought  into  this  grouping. 

It  does  not  necessarily  follow  that  the  maxima  of  theory  are 
the  most  convenient  or  practicable  in"  practice.  For  example, 
while  the  Carnot  holds  the  first  place  so  far  as  maximum  tem- 
perature is  concerned,  its  impracticability  gives  the  place  to 
Brayton.  Since  neither  pressure  range  nor  mean  effective  pres- 
sure is  wanted  by  itself,  but  only  the  ratio  between  them,  Brayton 
holds  the  most  favorable  place,  since  it  is  to  this  ratio  that  the 
weight  of  the  engine  will  be  approximately  proportional.  The 
volume  range  should  be  low,  wliich  is  the  great  advantage  of  the 
Otto.  The  mean  effective  temperature  should  be  low,  and 
Carnot  is  the  only  one  which  exceeds  the  Brayton  in  this  matter. 
The  low  mean  effective  pressure  of  the  Carnot  and  all  other 
isothermal  combustion  cycles  puts  them  out  of  consideration  in 
comparison  with  Otto  and  Brayton. 

It  is  not,  however,  a  matter  of  indifference  as  to  the  means  used 
to  get  the  heat  into  the  working  medium.  When  the  air  contains 
varying  degrees  of  moisture,  so  that  the  fuel  becomes  not  only 
carbonic  acid  upon  burning  in  the  air,  but  there  is  also  a  propor- 
tion of  steam  present,  what  value  should  be  used  for  the  specific 
heat  in  such  a  combustion?  (par.  55).  In  the  second  place,  the 
chemical  change  is  accompanied  by  a  change  in  the  intrinsic 
volume  (par.  14).  It  is,  furthermore,  likely,  in  the  third  place, 
that  a  fuel  may  give  out  more  heat  when  burned  in  one  way  than 
when  burned  in  another. 

75.  Other  Forms  of  Gas-engine. — In  the  foregoing  enumer- 
ation of  types  of  gas-engine  motor  a  certain  limited  number  only 
have  been  referred  to.  A  modification  from  these  designs  has 
been  much  favored  in  England  and  is  coming  into  use  in  auto- 
mobile practice  in  this  country,  in  which  the  two  cylinders  oper- 
ating on  a  common  crank- shaft  are  put  on  opposite  sides  of 
the  crank- shaft  with  the  crank  revolving  between  them.  Both 
cylinders  may  take  hold  upon  a  common  crank-pin,  or  they  may 
be  connected  to  separate  cranks.  When  they  take  hold  upon  a 
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common  pin  and  lie  in  the  same  axial  line,  the  two  cylinders  can 
be  tied  together  conveniently  so  as  to  take  off  some  of  the  shock 
or  jar  due  to  the  liberation  of  forces  inside  the  cylinder.  This 
arrangement  is  known  as  the  opposed  or,  sometimes,  the  double- 
opposed  system.  The  use  of  four  cylinders  is  coming  increasingly 
into  use  for  automobile  practice  by  reason  of  the  action  of  this 
system  in  causing  four  impulses  in  every  two  revolutions  of  the 
shaft.  This  gives  the  same  quality  of  turning  effort  as  is  given 
by  the  steam-engine,  provided  the  ignitions  are  suitably  timed. 
This  four-cylinder  system  has  also  the  advantage  that  in  nearly 
all  circumstances  one  of  the  four  cylinders  will  have  in  it  a  com- 
pressed mixture  ready  to  be  ignited,  so  that  if  a  spark  can  be  fired 
in  all  cylinders  at  once,  with  the  transmission-gear  detached  from 
the  motor-shaft,  the  engine  becomes  self-starting  if  the  pistons 
are  tight  enough  to  have  held  the  mixture  from  escape  by  leakage, 
and  the  motor  was  stopped  with  the  igniting  device  either  out  of 
action  or  set  considerably  behind  (pars.  140,  164). 

There  has  been  proposed  by  certain  of  the  English  designers 
a  plan  to  have  the  exhaust-gases  which  remained  in  the  combus- 
tion space  swept  out  or  to  have  the  cylinder  and  combustion- 
chamber  "  scavenged  "  by  pure  air  so  that  the  combustible  charge 
should  be  a  mixture  of  gas  and  air  without  exhaust-gases  as 
diluents.  In  this  system  advantage  is  taken  of  the  oscillations 
or  waves  of  pressure  which  occur  in  the  exhaust-pipe,  due  to 
the  inertia  of  the  discharge  from  the  cylinder.  The  high-pressure 
discharge  being  succeeded  by  a  less  pressure,  it  is  possible  to 
make  the  period  of  this  diminished  pressure  coincide  with  the 
approach  of  the  piston  to  the  end  of  its  exhaust-stroke.  If  the 
exhaust-valve  is  kept  open,  in  communication  with  this  space  of 
diminished  pressure  and  the  charge  or  air-inlet  valve  is  held  open, 
while  the  exhaust- valve  is  also  open,  a  charge  of  pure  air  comes  in 
through  the  combustion  space  and  sweeps  the  burned  gases  from 
before  it.  There  have  also  been  designs  proposed  with  unusual 
arrangements  of  the  mechanisms  so  that  the  volumes  swept  through 
by  the  piston  should  be  different  for  the  different  phases  of  the 
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cycle  so  as  to  secure  a  maximum  increase  of  volume  in  the  expan- 
sion stroke  and  lower  the  terminal  pressure  when  exhaust  opens. 
These  designs  are  due  to  Mr.  Atkinson  of  England.  The  advan- 
tages offered  by  the  theory  of  these  designs  have  been  more  than 
offset  by  the  inconvenience  and  complication  of  the  mechanism 
with  which  they  were  carried  out.  Combinations  are  also  in  use 
with  the  Clerk  arrangement  of  exhaust-port  opened  by  the 
piston,  with  the  ordinary  cam-driven  exhaust-valve.  The  arrange- 
ment of  cylinders  tandem  on  a  single  piston-rod  (Fig.  37)  forms 
another  modification. 

76.  The  Compound  Gas-engine. — The  compound  gas-engine 
is  also  a  further  modification  in  which  the  expansion  of  the  gas, 
after  ignition,  keeps  on  by  continuous  action  through  two  cylinders 
of  successively  increasing  volume,  instead  of  being  completed  in 
one  cylinder  only.  The  purpose  of  compounding  is  to  diminish 
the  terminal  pressure  at  which  the  expanded  mixture  leaves  the 
engine  and  thus  utilize  the  heat  energy  of  the  charge  more  com- 
pletely. It  also  acts  to  diminish  exhaust  noise.  The  difficulties 
in  the  way  are  those  which  attach  to  the  loss  of  pressure  and  heat 
incident  to  a  free  expansion  between  the  two  cylinders,  which 
causes  a  heat  loss  greater  than  is  regained  by  the  longer  range  of 
the  expansion.  The  second  cylinder  increases  the  engine  friction, 
and  the  additional  work  which  it  gives  out  is  small  compared  to 
the  work  done  in  the  first  one.  If  the  attempt  is  made  to  get 
more  out  of  the  second  cylinder  in  the  way  of  crank- pin  effort, 
it  becomes  of  larger  volume,  with  the  friction  proportionately 
increased.  The  second  cylinder  will  always  be  colder  than  the 
first,  and  the  passage  of  the  hot  gases  into  it  causes  a  loss  or  drop 
of  pressure  or  volume  by  this  chilling  action  which  is  not  regained 
in  work.  The  general  opinion  concerning  the  compound  engine 
to  date  has  been  that  the  gain  was  not  worth  the  sacrifices  made 
to  secure  it. 


CHAPTER  VI. 

GAS-ENGINES  USING  KEROSENE  OIL. 

77.  Introductory. — The  only  difference  between  an  internal- 
combustion  engine  using  kerosene  oil  and  the  gas-engine  proper  is 
that  the  oil-engine  requires  a  device  whereby  the  liquid  fuel  may 
be  atomized  or  pulverized  so  as  to  be  introduced  into  the  mixture 
in  a  state  of  such  fine  division  that  the  liquid  fuel  in  a  condition 
analogous  to  a  mist  shall  be  distributed  all  through  the  mixture 
of  oil  and  air  in  such  a  condition  that  the  propagation  of  flame 
shall  be  instantaneous  or  practically  so,  as  it  is  in  a  mixture  of 
air  and  gas.     The  difficulty  of  governing  in  the  oil-engine  is 
somewhat  greater  than  in  the  gas-engine,  since  a  drop  of  liquid 
oil  makes  a  considerable  volume  of  gas  when  vaporized      If  a 
slight  excess  of  liquid  fuel  is  injected  into  the  mixture  above  that 
which  the  mixture  can  handle  with  complete  combustion,  the 
liquid  fuel  is  broken  up  by  the  heat  and  is  either  oxidized  or  dis- 
sociated.    If  simply  oxidized,  it  burns  as  a  liquid  in  the  cylinder 
and  exhaust- passages,  making  an  unpleasant  odor  and  depositing 
soot.     If  dissociated,  the  volatile  elements  burn  off  and  leave 
behind  a  carbon  residue  which  coats  the  surfaces  and  clogs  the 
passages.     It  is  the  variation  in  composition  of  crude  petroleums 
which  makes  it  practically  impossible  to  use  them  directly  in  oil- 
engines.   The  volatile  parts  will  vaporize  and    the  less  volatile 
will  be  deposited,  forming  coatings  and  clogging  cylinders,  valves, 
and  passages 

78.  The  Priestman  Engine.— The  Pnestman  engine  was  one 
of  the  earliest  to  use  kerosene  in  liquid  form      It  was  a  four- phase 
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or  Otto  cycle  engine  with  electric  ignition.  A  jet  of  kerosene 
is  forced  by  .air-pressure  maintained  by  a  pump  in  a  reservoir 
into  a  jet  or  current  of  air  from  that  same  reservoir.  The  kero- 
sene meets  the  air,  which  attacks  it  in  annular  form  and  atomizes 
or  pulverizes  it.  The  atomized  oil  in  a  vehicle  of  air  enters  a 
vessel  called  a  vaporizer,  which  is  kept  hot  by  the  exhaust-gases 
which  are  in  a  jacket  surrounding  the  vaporizing-chamber  On 
the  out-stroke  of  the  piston  the  mixture  from  the  vaporizer  passes 
into  the  cylinder  behind  the  piston  with  the  necessary  supply  of 
additional  air  to  make  an  explosive  mixture.  The  mixture  is 
compressed  by  the  return  of  the  piston,  and  is  fired  by  the  spark 
from  an  induction-coil. 

To  start  the  engine  a  hand-pump  had  to  be  operated  to  get 
pressure  to  force  the  oil  through  the  spraying-nozzle,  and  by 
means  of  an  external  lamp  the  vaporizer  was  heated.  When  the 
vaporizer  was  hot,  the  engine  was  started  in  the  usual  way. 

In  this  engine  governing  was  effected  by  throttling  the  oil  and 
air-supply  and  the  effort  made  to  maintain  the  proportions  by 
weight  of  oil  and  volume  of  air.  The  compression  pressure  of 
the  mixture  before  ignition  is,  however,  steadily  reduced  as  the 
load  is  reduced,  so  that  at  very  light  loads  the  engine  would  run 
almost  as  a  non-compression  engine.  The  vaporizer  was  liable 
to  become  flooded  with  oil,  which  lowered  its  temperature,  on 
the  one  hand,  and  if  anything  happened  to  make  the  vaporizer 
too  hot,  the  oil  would  decompose  with  a  deposit  of  carbon  as  the 
result. 

79.  The  Hornsby-Akroyd  Engine. — The  more  successful 
British  form  of  the  kerosene  engine  is  known  as  the  Hornsby- 
Akroyd.  The  kerosene  is  carried  in  a  chamber  from  which  it 
is  drawn  by  an  oil-pump  driven  from  the  valve-shaft.  This 
pump  sends  the  oil  to  a  water- jacketed  chamber  at  the  side  of  the 
cylinder  having  two  outlets.  One  of  these  is  a  by-pass  which  is 
operated  by  the  governor  permitting  the  return  of  excess  of  oil. 
When  the  by-pass  is  open  by  the  speed  of  the  governor,  the 
entire  capacity  of  the  oil-pump  is  returned  into  the  oil-reservoir. 


FIG.  41. 


(To  face  page  147.) 
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When  it  is  closed  by  the  slowing  of  the  engine  and  the  increase 
of  the  load,  the  entire  capacity  of  the  pump  is  delivered  through 
the  other  opening,  which  is  a  small  needle-hole,  into  the  hot  chamber 
behind  the  piston  at  the  end  of  the  cylinder,  which  is  the  clearance 
or  combustion  volume.  This  chamber  is  first  heated  in  order 
to  start  the  engine  by  a  lamp  until  it  is  at  a  good  red  heat.  After 
the  engine  is  started  the  heat  of  compression  and  of  the  ignition 
of  the  oil  keeps  the  chamber  hot  enough  so  that  no  ignition  appa- 
ratus is  needed.  The  oil,  being  injected  into  the  atmosphere 
of  air  in  the  chamber  and  heated  by  the  compression  and  the  hot 
walls,  becomes  a  gas,  and  the  compression  and  the  heat  of  the 
walls  fire  it  as  the  compression  reaches  its  maximum  at  the  end 
of  the  stroke.  If  the  load  on  the  engine  falls  off,  so  that  too  little 
oil  is  delivered  to  the  combustion-chamber,  it  cools,  and  little  by 
little  the  engine  will  slow  down  until  it  will  finally  stop.  The 
engine  is  therefore  at  its  best  under  a  constant  and  adequate 
load  which  will  keep  the  pump  in  normal  discharge  and  the 
vaporizing-chamber  at  normal  heat.  The  troubles  in  this  engine 
are  due  to  a  deposit  of  carbon  in  the  chamber  due  to  dissociation 
of  the  oil  at  high  temperatures  and  the  clogging  of  the  needle- 
hole  in  the  jet  either  from  carbon  or  from  some  impurity  in  the 
oil. 

80.  The  Secor  Kerosene-engine. — The  Secor  engine  (Fig.  41) 
is  an  American  design  in  which  the  external  vaporizer  is  dis- 
carded, and  in  which  the  liquid  oil  is  drawn  in  at  atmospheric 
pressure  with  the  necessary  air  by  the  aspirating  or  charging 
stroke  of  the  piston.  The  proportion  of  liquid  to  air  is  propor- 
tioned by  a  micrometric  adjustment  of  the  inlet-valve  controlled 
by  the  governor.  The  lack  of  precision  incident  to  a  forced  oil- 
supply  and  an  inhaled  air-current  is  thus  avoided.  The  fuel  and 
air  come  together  in  a  mixing-chamber,  which  is  only  warmed 
by  conduction  from  the  motor  cylinder.  Cam-operated  poppet- 
valves  are  used.  The  charge  is  ignited  electrically,  using  the 
hammer-break  system  described  later  in  Chapter  XI.  If  too 
much  oil  should  collect  in  the  mixing-chamber,  it  will  make  the 
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governing  sluggish  under  varying  loads,  since  several  revolutions 
must  take  place  before  the  governor  can  effect  the  passage  of  oil 
into  the  mixing-chamber. 

81.  The  Mietz  and  Weiss  Engine.— The  Mietz  and  Weiss 
kerosene-engine  represents  the  two-phase  type.  It  requires, 
therefore,  that  the  crank-chamber  should  be  enclosed  in  order  that 
a  moderate  compression  of  air  may  be  effected  on  the  outgoing 


FIG.  42. 

or  working  stroke  of  the  piston.  An  eccentric  on  the  shaft  of 
the  engine  operates  a  small  plunger  by  which  the  oil  is  injected 
into  the  cylinder.  This  oil  is  delivered  upon  a  conical  vaporizer 
which  is  preheated  by  a  lamp  in  starting  the  engine,  but  which 
is  kept  hot  by  the  ignitions  after  the  engine  is  moving.  The  air 
charge  is  received  from  the  crank-chamber  through  a  port  which 
is  opened  at  the  end  of  the  impulse  stroke  after  the  larger  exhaust- 
port  has  been  first  opened  through  which  the  previous  charge 
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escapes.  A  projection  or  deflector  on  the  piston  directs  the  in- 
coming charge  towards  the  head  of  the  cylinder  and  away  from 
the  exhaust-ports  as  in  Figs.  38-40.  A  small  valve  at  the  end 


EXHAUST 


FIG.  43. 

of  the  oil-pump  cylinder  limits  the  amount  of  oil  injected,  and  the 
governing  is  done  by  a  push-blade  which  is  lifted  to  miss  contact 
with  the  plunger  if  no  charge  cf  oil  is  desired.  This  engine  is 
also  made  into  a  two-phase  gas-engine  by  a  very  simple  conver- 
sion involving  only  the  omission  of  the  oil  system. 


15°  THE  GAS-ENGINE. 

82.  The  Diesel  Engine.  The  Hirsch  Engine.— The  Diesel 
engine  is  an  effort  to  secure  the  realization  of  the  Carnot  cycle 
by  having  the  heating  of  the  gas  take  place  at  constant  tempera- 
ture. It  was  presented  in  1897  by  Mr.  Rudolph  Diesel.  The 


FIG.  44. 

kerosene-oil  fuel  is  injected  by  a  pump  into  the  cylinder  at  the 
end  of  an  adiabatic  compression  of  the  air  drawn  into  the  cylinder 
on  the  aspirating  stroke.  Figs.  42  to  44  show  sections  of  the 
Diesel  engine  as  variously  designed,  and  Fig.  45  is  its  characteristic 
indicator-card.  To  secure  a  high  value  for  the  initial  tempera- 
ture, and  a  high  range  of  pressure  the  compression  of  the 
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air  is  made  to  approximate  500  pounds  per  square  inch.  The 
oil  entering  into  this  heated  atmosphere  is  at  once  raised  above 
the  temperature  of  ignition,  so  that  it  burns  with  a  utilization 
of  the  necessary  weight  of  air.  In  order,  however,  to  secure 
a  further  addition  of  heat  to  make  the  addition  approximate  an 
isothermal  addition,  a  further  quantity  of  oil  may  be  admitted 
so  as  to  maintain  a  constant  temperature  as  the  gas  is  expanded 
up  to  the  point  at  which  the  governor  should  cut  off  a  supply  of 
fuel.  After  the  cut-off  of  the  fuel- supply  adiabatic  expansion 
sets  in  and  is  continued  to  the  end  of  the  stroke.  The  cylinder 
is,  therefore,  necessarily  made  longer  and  of  smaller  cross-section. 
The  air^is  delivered  into  the  cylinder  against  the  compressed 
air  within  it  by  pressure  from  a  separate  pump.  The  injection 


FIG.  45- 

of  oil  is  once  in  each  .two  complete  revolutions  as  in  the  Otto 
cycle. 

The  F.  C.  Hirsch  motor  illustrated  in  Fig.  46  operates  on 
essentially  the  same  principle  as  the  Diesel.  The  jet  of  oil  enters 
the  hot  bulb  at  the  top  of  the  cylinder  at  the  moment  when  this 
is  filled  with  hot  compressed  air  from  the  compression  or  upward 
stroke.  The  heat  of  the  walls  and  of  the  compression  gives  an 
initial  heat  and  pressure  to  the  air  sufficient  to  raise  the  oil  to 
ignition-point  and  still  further  raise  the  initial  pressure  of  the 
working  stroke.  In  the  card  in  Fig.  47  this  initial  pressure  is 
1 80  pounds  at  320  revolutions  per  minute,  giving  a  mean  pressure 
of  74.2.  The  oil-supply  is  regulated  by  a  governor,  or  can  be 
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controlled  in  marine  use  by  a  thumb-screw  operating  a  needle- 
valve.  The  engine  is  started  by  warming  the  bulb  by  a  Primus 
lamp  for  six  to  ten  minutes;  after  one  or  two  turns  of  the  starting- 
crank  the  engine  should  take  care  of  itself,  and  the  heating-lamps 


may  thereafter  be  put  out.  In  this  motor,  as  in  the  Diesel,  there 
can  be  no  pre-ignition,  since  the  compression  is  on  pure  air  without 
fuel.  The  latter  is  introduced  only  close  to  the  dead-centre. 
There  can  be  no  condensation  of  liquid  fuel  in  the  cylinder,  with 
consequent  irregular  action  and  offensive  odor  to  the  exhaust. 

83.  The    Ver    Planck  -  Lucke     Kerosene-engine.  —  Messrs. 
TVm.  E.  Ver  Planck  and  Charles  E.  Lucke  have  designed  and 
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operated  a  kerosene-engine  in  which  the  liquid  fuel  is  heated  so 
that  it  gives  off  a  vapor  from  the  liquid  until  the  tension  in  the 
closed  chamber  containing  the  kerosene  amounts  to  about  10 


FIG.  47- 

pounds  per  square  inch.  The  heating  is  done  at  first  by  an 
exterior  lamp  like  a  plumber's  torch,  but  afterward  the  pressure 
is  maintained  by  the  heat  from  the  exhaust-gases.  The  kerosene 
vapor  from  this  closed  reservoir  is  delivered  to  a  mixing  and 
proportioning  valve  so  located  that  the  vapor  cannot  condense 
in  transit.  The  oil  vaporized  at  this  valve  meets  and  mixes  with 
a  similarly  controlled  air-current.  As  cold  air  is  used,  fairly 
high  compressions  are  possible,  much  higher  than  with  the 
hot-bulb  systems.  All  vapor  that  may  have  partly  condensed 
to  form  a  cloud  on  the  suction  is  re-evaporated  the  next  instant 
on  the  compression  when  the  mixture  has  the  lowest  possible 
temperature  for  the  compression  pressure.  Ignition  is  by  electric 
spark. 

Should  a  sudden  load  through  a  demand  for  a  large  amount 
of  vapor  result  in  a  lowered  pressure  in  the  boiling-chamber,  there 
would  result  instantly  a  great  evolution  of  vapor  to  meet  the 
supply  from  the  heat  in  the  kerosene  which  has  a  temperature 


154  THE  GAS-ENGINE. 

due  to  the  higher  pressure,  and  is  therefore  superheated  for 
lower  pressure.  As  there  is  always  a  mass  of  liquid  oil  present 
in  the  kerosene  boiler,  its  temperature  can  never  rise  enough  to 
cause  decomposition  and  deposit  of  coke.  The  boiling  and  feed- 
ing is  continuou  ;  all  excess  vapor  passes  into  a  water-jacketed, 
liquid-kerosene  feed-pipe,  where  it  is  condensed  and  returned 
for  re-evaporation. 

84.  Comparison  of  Types. — The  introduction  of  the  successful 
atomizing  and  vaporizing  carburetor  has  been  the  most  notable 
step  in  putting  the  various  types  of  kerosene-engine  upon  prac- 
tically the  same  footing.  It  has  become  obvious  that  for  the 
satisfactory  working  of  kerosene  it  must  be  pulverized  or  broken 
up  by  the  atomizing  method  and  vaporized  before  entering  the 
cylinder,  in  order  to  give  the  best  results,  particularly  where  the 
load  varies  (see  par.  32).  Where  the  carbureted  air  enters  the 
cylinder  in  gaseous  form  under  all  variations,  the  efficiency  of 
the  various  types  will  approach  each  other.  The  superior  effi- 
ciency of  the  Diesel  type  over  the  others  results  from  the  com- 
bination of  atomizing  and  vaporizing  which  takes  place  in  the 
high  temperature  of  the  compressed  air  behind  the  piston  and 
in  the  presence  of  an  excess  of  air,  so  that  the  combustion  of  the 
oil  is  practically  complete  in  an  atmosphere  of  air  supporting 
combustion.  Previous  to  the  introduction  of  the  carburetor, 
kerosene-engines  only  worked  well  under  conditions  of  constant, 
load. 


CHAPTER  VII. 

GAS-ENGINES  USING  GASOLINE. 
AUTOMOBILE    ENGINES. 

85.  Introductory. — When  it  became  necessary  to  furnish 
motors  of  light  weight  for  mechanically  dirven  bicycles  and 
horseless  vehicles,  attention  was  at  once  directed  to  the  use  of 
air  carbureted  by  liquid  gasoline  to  make  a  gas  to  use  in  the 
cylinder.  For  this  class  of  service,  where  light  weight  was  the 
prime  requisite,  the  high-speed  engine  was  at  once  decided  on. 
It  was  further  often  of  advantage  to  use  both  ends  of  the  cylinder, 
so  that  the  type  called  the  two-cycle  type  has  been  much  used. 
Gasoline  was  preferred  to  kerosene,  since  it  carburets  the  re- 
quired air  more  rapidly  and  certainly,  without  the  application 
of  an  exterior  source  of  heat.  It  could  be  obtained  readily  in 
ordinary  stores  in  small  villages  and  towns,  and  became  the 
accepted  source  of  heat  in  spite  of  the  elements  of  danger  resulting 
from  its  volatile  character.  It  is  usually  carried  in  tanks,  either 
under  atmospheric  pressure  or  under  a  very  slight  air-pressure 
sufficient  only  to  insure  its  displacement  to  the  motor  as  required. 
The  advantages  incident  to  its  use  have  brought  it  forward  for 
bicycles,  automobiles,  and  launches.  The  inconvenience  of 
carrying  water  for  the  cooling  of  the  cylinders  and  valves  of  such 
engines  has  introduced  what  is  called  the  air-cooled  motor,  in. 
which  the  motion  of  the  cylinder  itself  through  the  air  should  be 
depended  on  to  cool  the  cylinder  to  the  necessary  point.  Where 
water  is  used  for  cooling,  it  will  usually  be  a  limited  weight  of 
it  which  will  be  cooled  by  circulating  through  a  radiator, — the 
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ladiator  being  air-cooled  for  land  practice  In  launch  practice 
the  water  in  which  the  boat  moves  can  be  used  for  cooling  directly 
or  for  cooling  the  radiator.  It  may  be  undesirable  to  circulate 
salt  water  containing  both  acids  and  mineral  salts  through  the 
water-jacket,  where  it  may  become  of  a  high  enough  temperature 
to  be  vaporized,  when  it  will  concentrate  the  acid  and  precipitate 
the  mineral  matter  with'n  the  jackets,  from  which  it  is  removed 
with  difficulty. 

86.  The  Air-cooled  Bicycle  Motor. — For  operating  a  motor 
bicycle  or  light  tricycle  the  air-cooled  system  is  the  only  con- 
venient one.  In  order  to  keep  the  weight  of  the  motor  and  the 
load  on  the  tires  to  their  lowest  terms,  the  crank-  shaft  of  the  motor 
will  revolve  at  2500  revolutions  per  minute,  and  in  order  to  secure 
frequent  working  strokes  the  engine  will  be  of  the  two-cycle  type, 
giving  2500  explosions  per  minute.  If  the  arrangement  shown 
in  Fig.  50  be  selected,  for  example,  the  motor  cylinder  is  attached 
to  the  rear  member  of  the  frame,  so  as  to  bring  the  crank-shaft 
bearing  at  the  point  where  the  two  members  of  the  frame  join. 
The  reduction  of  speed  is  effected  by  a  belt  transmission  to  a 
flat  surface  forming  part  of  the  tire.  To  take  up  stretch  in  the 
belt  caused  by  dampness  and  use,  a  tightener  pulley  is  adjustable 
by  link  and  nut.  Chain  transmissions  are  of  course  not  open 
to  this  trouble,  but  are  less  silent.  The  gasoline  is  carried  in 
the  tank  hung  to  the  upper  member  of  the  frame  and  delivers 
by  gravity  to  the  carburetor  under  the  tank.  The  battery  and 
coil  for  the  ignition  are  under  the  saddle.  The  exhaust  passes 
into  a  muffler  under  the  lower  frame,  at  the  front.  It  will  be 
observed  that  the  cylinder  is  cast  with  deep  external  ribs,  so  as 
to  expose  a  large  radiating  and  contact  surface  to  the  air  as  the 
motor  moves  through  it,  and  cause  an  effective  air-cooling. 

To  compel  the  motor  to  make  the  first  few  strokes  necessary 
to  start  the  machine,  the  bicycle  is  fitted  with  the  ordinary  pedal 
equipment  with  coaster  brake,  so  that  by  starting  the  machine 
as  an  ordinary  bicycle  the  first  few  strokes  are  made  by  the  move- 
ment of  the  machine  itself.  The  presence  of  the  pedals  makes 
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it  possible  to  operate  the  machine  by  foot-power  when  desirable. 
Uusally  there  is  an  arrangement  whereby  the  compression  on 
the  return  of  the  piston  in  starting  can  be  relieved  until  the  motor 
starts  its  cycle  regularly.  The  ignition  of  the  charge  is  by  electric 
spark,  which  can  be  advanced  or  retarded  or  prevented  by  a 
lever  on  the  handle-bar  or  between  the  knees  of  the  operator, 


FIG.  50. 


and  this  is  used  as  a  speed-control  as  well  as  the  throttle- valve, 
whereby  the  quantity  of  fuel  admitted  to  the  carburetor  may 
be  varied.  The  bicycle  conditions  favor  the  use  of  the  closed 
crank-case,  so  that  the  aspiration  stroke  draws  upon  the  mixture 
which  is  enclosed  around  the  crank  under  slight  tension.  A 
bicycle  with  a  motor  of  this  class  will  weigh  about  125  pounds,  and 
the  nominal  horse- power  of  the  motor  will  be  about  ij. 
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87.  The    Air-cooled  Automobile   Motor. — The   most   promi- 
nent and  successful  American  air-cooled  automobile  engine  is 
that  used  to  drive  the  Knox  automobile.     There  is  nothing  dis- 
tinctive, however,  except  the  construction  of  the  cylinder,  which, 
instead  of  a  water-jacket,  has  a  large  number  of  metallic  spines 
screwed  radially  into  the  walls.     A  fan  driven  by  a  belt  keeps 
up  a  good  circulation  of  air  through  and  around  these  spines, 
which  readily  conduct  the  heat  from  the  cylinder  walls  outward 
along  their  own  surfaces,  where  by  the  increased  surface  it  is  dis- 
sipated to  the  air  more  rapidly.     These  spines  are  made  of  \" 
round  iron  threaded  their  entire  length,  and  are  screwed  into  the 
walls.     If  the  surfaces  of  these  iron  rods  were  smooth  and  /  inches 
long  and  d  inches   in  diameter,  the  surface  for  radiation  from 
such  a  cylinder  would  be  increased  by  the  cylindrical  surface  of 
the  (»)  rods  or  by  ndln  square  inches.     If  also  by  threading  the 
entire  length  the  surface  were  increased  y  times,  so   that   the 
threaded  surface  =  yX plain  surface,   then  the  radiating  surface 
by  the  addition  of  n  threaded  spines  would  be  increased  -dlny 
square  inches. 

Example. — 500  >\"  spines  2"  long  in  which  the  threaded 
surface  is  1.4  times  the  plain  surface  would  add 

22 

—  X -JX2X500  X  1.4  =  1100  square  inches. 

These  engines  cannot  be  built  in  large  sizes,  however,  the 
limit  being  about  7  H.P.  in  one  cylinder,  by  reason  of  the  im- 
possibility of  dissipating  large  quantities  of  heat  by  the  use  of 
a  medium  having  so  low  a  specific  heat  as  air. 

88.  The    Water-cooled   Automobile    Motor. — In   choosing   a 
representative  type  of  water-cooled  gasoline  automobile  engine 
it  would  seem  appropriate  to  select  for  such  type  the  Daimler 
engine.     It  was  in  1885  that  Mr.  Gottlieb  Daimler  patented  his 
high-speed  gasoline  engine,  and  in  the  same  year  Carl  Benz  of 
Mannheim,   Germany,  constructed  and  patented  his  first  gaso- 
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line  tricycles.  The  next  period  of  progress  brought  to  the  front 
the  French  designers  Peugeot,  Panhard.  De  Dion,  and  Mors.  The 
American  introduction  of  these  same  types  is  to  be  credited  to 
Haynes  &  Apperson  of  Indiana,  and  Winton  of  Cleveland. 

A  typical  Daimler  engine  would  be  such  a  one  as  is  shown 
in  Figs.  51  and  52,  having  four  cylinders  arranged  in  pairs  of  a 
cylinder  diameter  a  little  less  than  3^  and  of  stroke  a  little  less 
than  4  inches.  The  crank- shaft  revolves  at  930  revolutions.  It 
operates  on  the  Otto  cycle,  with  the  inlet-valves  opening  auto- 
matically on  the  suction  stroke  and  the  exhaust- valves  mechani- 
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FIG  51 

cally  driven  from  a  cam-shaft  turning  at  half  speed,  driven  from 
the  motor- shaft  by  gears.  The  governing  is  effected  by  the  out- 
ward movement  of  weights  on  a  horizontal  shaft  whose  centrifugal 
tendency  is  counteracted  by  springs.  This  governor  throttles 
the  inlet  of  charge  into  the  cylinder  by  means  of  a  rod,  and  this 
same  rod  can  be  controlled  from  the  operator's  seat  for  varying 
speed  at  will.  The  cylinders  are  arranged  vertically,  which  is  the 
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most  convenient  arrangement  where  there  are  as  many  cylinders 
as  four  in  seiies,  and  the  cylinders  are  water-cooled  by  the  circu- 
lation in  jackets  of  water  from  a  tank  by  means  of  a  centrifugal 
pump  driven  from  the  motor-shaft.  The  ignition  may  be  by  a  hot 
tube,  or,  in  order  to  secure  variations  in  the  point  of  ignition  and 
avoid  the  limits  set  by  the  hot  tube,  electric  ignition  can  also  be 
used.  For  convenience  of  access  for  inspection  and  repair,  the 
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FIG.  52. 

valve-bonnets  are  held  down  by  covers,  seating  on  ground  joints, 
so  that  by  loosening  a  bolt  which  holds  down  a  dog  bearing  upon 
these  detachable  covers,  the  latter  can  be  removed  and  the  valves 
inspected.  The  details  of  transmitting  the  motion  of  the  motor- 
shaft  to  the  propelling  wheels  of  the  vehicle  are  aside  from  the 
present  purpose. 

89.  Variations  in  the  Automobile  Motor. — The  variations 
from  the  foregoing  typical  form  which  are  to  be  met  in  the  success- 
ful forms  of  the  present  day  cover  a  wide  range.  These  varia- 
tions are  often  of  commercial  origin  in  the  matter  of  affecting 
the  price  at  which  the  motor  and  its  vehicle  can  be  sold,  as  well 
as  the  results  of  difference  in  selection  of  type.  The  engine  may 
have  three  vertical  cylinders  or  two.  The  motor  cylinders  may 
be  arranged  horizontally  instead  of  vertically.  They  may  be 
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placed  on  opposite  sides  of  the  shaft,  if  arranged  horizontally, 
or  on  the  same  side.  They  may  be  of  the  two- phase  or  the  four- 
phase  system. 

They  may  differ  in  their  methods  of  ignition,  although  the 
electric  system  in  one  or  the  other  of  its  forms  (par.  128),  by  reason 
of  the  convenience  in  varying  the  time  of  ignition  has  practi- 
cally displaced  all  other  forms.  The  control  of  speed  by  the  hit- 
or-miss  method  of  governing  has  been  superseded  by  one  of  the 
other  forms  of  control,  and  the  throttle  system  controlling  both 
air  and  gasoline  is  the  one  which  is  in  most  frequent  use.  This 
control  of  the  motor  action  by  throttle  and  by  spark  gives  a  wide 
range  of  power  and  of  speed  in  the  motor  itself  without  calling  for 
readjustment  in  the  transmission  machinery  between  the  motor 
and  the  propelling  wheels  of  the  vehicle.  This  double  control 
is  usually  attached  to  the  steering  column  of  the  car.  or  it  may  be 
operated  by  the  feet.  Probably  1200  revolutions  per  minute 
may  be  considered  as  the  normal  speed  of  motors  of  this  class. 
Their  horse-power  ranges  from  six  in  the  single- cylinder  designs 
to  thirty- five  and  forty,  and  even  sixty  or  eighty  horse- power  in 
machines  intended  exclusively  for  racing  upon  prepared  tracks. 
The  condition  in  motoi  trucks  introduces  no  considerable  differ- 
ences in  the  motor  design,  but  mainly  in  the  gearing  whereby  the 
speed  of  the  motor  is  reduced  to  that  of  the  propelling  wheels 
with  a  corresponding  gam  in  leverage-  In  trucks  for  heavy  loads 
the  motor  requires  to  have  a  considerable  torque  in  order  to  start 
the  vehicle  from  rest  on  grades  or  on  a  rough  and  resistant  road- 
way. 

The  internal-combustion  engine  has  not  as  yet  found  its 
widespread  application  to  the  condition  of  heavy  motor  trucks. 

90.  The  Launch  Engine.— The  conditions  in  the  launch 
engine  resemble  those  in  the  motor  vehicle  except  that  the  load 
for  resistance  is  not  so  likely  to  vary  within  the  same  range  of 
limits.  The  variation  in  resistance  will  be  a  variation  in 
speed.  For  this  reason  the  two-cycle  design  has  been  a  favorite 
ior  launch  practice,  and  in  the  Lozier  type  selected,  this  feature  is 
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embodied  in  the  cycle  illustrated  in  paragraph  73,  Figs.  38, 39,  and 
40.  The  speed  and  power  are  varied  by  throttling  the  mixture. 
The  mixed  charge  slightly  compressed  in  the  crank- case  passes 
into  the  working  cylinder  at  the  end  of  the  working  stroke  and  is 
there  compressed  In  common  with  all  engines  of  this  design, 
if  the  mixture  is  impoverished  to  a  point  at  which  its  combustion 
is  retarded  and  is  not  completed  by  the  time  the  exhaust 
opens,  and  the  inlet-val  e  immediately  thereafter,  it  is  easily 
possible  for  a  flame  to  pass  through  the  inlet-valve  and  ignite  the 
mixture  in  the  crank-case  with  a  somewhat  disconcerting  report, 
and  of  course  a  stoppage  of  the  motor  until  the  crank-case  shall 
be  filled  again  with  a  fresh  unburned  mixture,  The  regularity  of 
the  resistance  in  launch  practice  is  favorable  also  to  the  employ- 
ment of  kerosene- engines.  An  increasing  development  of  recent 
years  has  been  the  introduction  of  auxiliary  gasoline-motors  into 
sailing  yachts  and  catboats.  Under  ordinary  circumstances  the 
sail  power  is  greatly  in  excess  of  the  power  of  the  auxiliary  en- 
gine, but  the  latter  can  be  used  when  the  wind  has  failed  or 
as  a  means  of  manoeuvring  the  boat  in  starting  and  in  landing 
without  reference  to  the  sail- power  The  requirement  of  such 
an  engine,  so  far  as  its  propelling  features  are  concerned,  is  that 
when  the  screw  is  not  turning  it  should  not  oppose  an  undue 
resistance  to  the  motion  of  the  boat.  For  this  reason  variable- 
pitch  screws  or  blades  whose  pitch  can  be  reversed  are  quite 
usual  By  reversing  the  pitch  the  engine  can  be  made  to  back 
the  boat  without  changing  the  direction  of  the  rotation  of  the 
motor -shaft. 

91.  Converted  Gas-engines. — It  will  be  apparent  that  any  of 
the  gas-engines  discussed  in  Chapter  V  can  be  made  into  gaso- 
line engines  when  they  are  to  be  used  in  places  where  gas  is  not 
natural  or  easily  manufactured  by  a  very  simple  conversion.  All 
thai  needs  to  be  done  is  to  introduce  a  carbureting  device  of 
acceptable  form  (Chapter  X),  so  that  the  suction  stroke  shall 
draw  in  carbureted  air  instead  of  distinct  and  separate  supplies 
of  gas  and  air  through  two  inlet- openings.  It  may  possibly 
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happen,  where  the  compression  volume  relatively  to  the  piston 
displacement  in  the  design  of  the  engine  was  small,  that  the 
mixture  of  carbureted  air  rich  in  gasoline  will  give  trouble  from 
pre-igniting,  due  to  the  richness  of  the  mixture.  This  can  be 
corrected,  of  course,  by  impoverishing  the  mixture,  but  the  engine 
will  not  be  as  efficient  as  it  would  be  in  running  upon  a  fuel  for 
which  the  compression  volume  was  more  correctly  designed 
(pars.  152,  202). 


CHAPTER   VIII. 

ALCOHOL-ENGINES. 

92.  Introductory. — It  is  possible  to  carburet  the  charge  of 
air  entering  the  motor  cylinder  by  the  use  of  alcohol,  as  well  as 
by  either  kerosene  or  gasoline.  The  greatest  development  of 
the  alcohol-motor  has  been  in  Germany  and  France,  rather  than 
in  America,  for  reasons  of  a  purely  economic  rather  than  tech- 
nical sort.  The  high  revenue  tax  upon  alcohol  as  a  feature  of 
American  practice  has  made  it  less  attractive  than  the  petroleum 
derivatives  on  which  there  is  no  such  tax.  In  France  and  Germany 
there  has  been  a  governmental  encouragement  towards  the  pro- 
duction of  alcohol  by  distillation  which  has  been  lacking  in  America. 
It  is  not  usual  to  use  the  ethyl  alcohol  or  spirits  of  wine,  but  more 
usual  to  use  the  methyl  or  wood  alcohol  in  spite  of  its  pungent 
and  disagreeable  odor.  It  is,  again,  often  impossible  to  get 
alcohol  free  from  water,  and  in  automobile  practice  it  is  usual  to 
render  the  alcohol  non-potable  by  introducing  some  form  of 
hydrocarbon  to  a  degree  which  makes  it  unpalatable.  In  France, 
on  the  other  hand,  the  ethyl  alcohol,  from  the  prevalence  of  the 
vineyard,  is  more  us-ed  than  the  wood-alcohol.  Recapitulating 
the  statements  in  paragraph  34,  it  should  be  noted  that  a  very 
usual  engine  mixture  in  use  quite  extensively  is  as  follows : 

Ethyl  90  per  cent 100     vols. 

Methyl  90  per  cent 10 

Hydrocarbon o. 50  " 


110.50  " 
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What  is  designated  as  denatured  alcohol,  sometimes  called 
by  the  trade  name  of  electrine,  takes  the  above  mixture  of 
alcohols  and  adds  an  equal  volume  of  benzol.  This  mixture  has 
a  specific  gravity  of  0.835,  as  compared  with  water,  and  has  a 
calorific  power  of  13,150  B.T.U.  The  hydrocarbon  referred  to  in 
the  alcohol  mixture  is  usually  not  defined  beyond  that  it  should 
have  a  boiling-point  between  350°  and  440°  Fahrenheit. 

The  limitations  set  by  the  use  of  alcohol  as  a  fuel  are  mainly 
in  the  carburetor.  A  carburetor  to  handle  alcohol  requires 
to  be  hot  and  to  be  kept  at  a  higher  temperature  than  works 
satisfactorily  with  the  more  volatile  gasoline.  A  very  usual 
method  is  to  start  the  motor  with  gasoline,  using  a  gasoline  car- 
buretor, which  will  usually  perform  its  functions  while  the  engine 
is  cold.  After  the  engine  has  become  well  heated  the  gasoline 
is  shut  off  and  the  other  part  of  the  carburetor  is  turned  upon 
alcohol.  Fig.  69  illustrates  the  Marienfelde  form  of  duplex 
carburetor  for  gasoline  and  alcohol. 

93.  Alcohol-automobile  Motor.  The  Gobron-Brillie*.  Since 
the  use  of  alcohol  as  fuel  has  not  been  extensive  as  yet  in 
America,  the  student  has  to  turn  to  French  sources  for  an  example 
of  an  alcohol-motor.  The  type  selected  might  be  any  of  the 
gasoline  types,  fitted  with  such  form  of  carburet  or  (Chapter  X) 
as  should  be  adapted  to  work  with  alcohol.  The  engine  part 
would  require  no  modification.  For  a  type  specially  designed 
for  the  use  of  alcohol  probably  one  of  the  most  interesting  is  the 
Gobron-Brillie,  illustrated  in  Fig.  48. 

This  engine  is  fitted  with  two  pistons  in  one  cylinder,  one 
through  a  direct  and  the  other  through  a  back-acting  connecting- 
rod  acting  on  the  same  crank- shaft.  The  two  cranks  are  set  at 
180°.  The  arrangement  selected  is  for  a  two-cylinder  engine 
carrying,  therefore,  four  pistons;  the  two  lower  pistons  act  on  a 
single  crank.  The  carburetor  (Chapter  X)  is  designed  especially 
to  keep  the  mixture  constant  in  proportion  by  mechanical  means. 
A  spindle  is  rotated  by  the  machine  through  a  small  angle  by  a 
ratchet.  Corresponding  to  each  ratchet  tooth  is  a  small  bucket 
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on  a  wheel  inside  the  carburetor  casing.  These  buckets  pick 
up  the  alcohol  from  the  bottom  of  the  feed-chamber  and  deposit 
the  measured  amount  in  the  aspiration-pipe  where  it  meets  the 
inrushing  stream  of  heated  air.  Of  course  this  measured  amount 
must  be  just  so  much  as  can  be  carried  in  one  bucket,  and  every 
stroke  of  the  engine  causes  just  exactly  the  same  amount  of  alcohol 


FIG.  48. 

to  be  fed  i.e.,  the  contents  of  one  bucket.    Ignition  is  electric,  and 
governing  effected  by  spark  variation  (Chapters  X  to  XII). 

94.  Alcohol-launch  Engine. — It  has  long  been  desired  to 
use  alcohol  instead  of  naphtha  or  gasoline  in  pleasure-launches, 
on  account  of  the  avoidance  of  the  odor,  and  the  greater  supposed 
safety  of  alcohol  as  a  fuel.  Any  automobile  motor  can  be  applied 
to  launch  uses,  as  the  problem  of  propulsion  on  the  water  is 
usually  less  complicated  than  on  the  land,  by  reason  of  the  practi- 
cally uniform  resistance  offered  by  water.  The  alcohol-launches 
in  America  most  usually  have  condensing  engines  on  account  of 
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the  cost  of  alcohol,  and  when  the  apparatus  must  operate  con- 
densing it  is  usually  more  convenient  to  use  the  alcohol  as  a  heat 
medium,  and  by  the  usual  steam-engine  cycle  with  the  heat 
applied  from  without  or  externally,  and  abandon  the  internal- 
combustion  principle.  In  the  alco-vapor  launches,  for  example, 
alcohol  is  not  burned,  but  the  heat  is  furnished  by  burning  kerosene 
under  a  retort  in  which  the  alcohol  is  vaporized,  and  its  vapor 
tension  drives  the  piston.  In  the  ordinary  naphtha-launches  part 
of  the  naphtha  is  used  in  a  burner  to  vaporize  and  give  tension 
to  that  part  which  drives  the  engine,  operating  in  a  closed  circuit 
or  cycle. 


CHAPTER   IX. 

PROPORTIONING  OF  MIXTURES. 

95.  Introductory.  —  Since  the  internal-combustion  engine 
operates  by  the  oxidation  of  the  fuel  in  the  cylinder,  it  is  of  vital 
importance  that  the  proportion  of  fuel  and  air  should  be  properly 
adjusted  to  each  other  and  to  the  work  to  be  done.  As  the  re- 
sistance on  the  crank-shaft  may  increase  or  decrease  the  supply 
of  fuel  should  increase  or  decrease,  and  the  system  of  governing 
should  be  adjusted  so  as  to  keep  this  mixture  and  the  proportioning 
of  it  at  the  point  of  highest  efficiency.  In  liquid  fuel  this  matter 
is  of  special  consequence,  since  a  drop  of  the  liquid  makes  a  con- 
siderable volume  of  gas  when  vaporized,  and  a  very  small  varia- 
tion in  the  supply  of  liquid  will  make  a  wide  variation  in  the 
supply  of  gas.  It  will  be  seen  in  the  discussion  on  governing 
that  the  proportioning  of  the  mixture  requires  as  careful  attention 
as  the  amount. 

In  the  engine  which  draws  its  supply  of  fuel  from  a  gas-main, 
and  particularly  from  one  which  has  been  divided  and  has  ramified 
through  a  building  or  a  plant,  it  may  easily  happen  that  the  pressure 
in  the  pipe  supplying  the  engine  will  vary  from  day  to  day  or 
from  hour  to  hour.  In  engines  supplied  through  carburetors 
the  speed  of  the  engine  may  easily  produce  a  considerable  differ- 
ence in  the  flow  of  fuel  and  the  proportions  of  the  mixture  due 
to  inertia  of  inlet-valves  or  any  circumstance  which  causes  them 
to  open  sluggishly  or  reluctantly  for  the  inspiration  stroke. 

Where  the  engine  receives  gas  from  a  house-pipe  which  sup- 
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plies  illuminating  fixtures,  a  further  difficulty  is  to  be  guarded 
against  in  the  fluctuation  of  these  lights  when  the  engine  makes 
its  draught  upon  the  volume  of  gas  in  the  pipe.  Such  fluctuation 
is  not  only  bad  for  the  working  of  the  engine,  but  the  flickering 
of  the  lights  is  disagreeable  and  must  be  prevented.  The  manner 
of  doing  this  in  most  frequent  practice  is  the  introduction  of  a 
chamber  of  variable  volume  close  to  the  engine  on  the  pipe  which 
supplies  the  gas  to  it.  This  variable  chamber  is  most  frequently 
a  bag  of  flexible  rubber,  which  fills  during  the  three  strokes  during 
which  no  gas  is  withdrawn  and  collapses  partially  when  the 
inspiration  occurs.  If  a  collapsible  rubber  bag  is  inconvenient, 
somewhat  the  same  effect  can  be  produced  by  an  enlargement  of 
the  pipe  so  as  to  form  a  volume  or  storage  space  in  which  the 
elasticity  of  the  gas  itself  shall  act  somewhat  as  the  flexible  rubber 
of  the  bag.  These  enlargements  are  best  arranged  so  that  the 
gas  in  flowing  into  them  comes  in  at  one  end  and  passes  out  at 
the  end  opposite  with  some  distance  between  the  inlet  and  outlet. 
The  enlarged  cross- section  at  once  reduces  the  linear  velocity 
of  the  gas  at  that  end  which  is  towards  the  lines  to  be  affected, 
and  the  withdrawal  by  the  engine  from  the  other  end  does  not 
produce  a  perceptible  pulsation,  where  the  waves  of  such  pulsa- 
tion are  broken  by  so  considerable  a  change  of  cross-section. 

96.  Automatic  Mixing  by  Suction. — The  most  frequent 
method  of  securing  the  desired  proportions  of  gas  and  air  in  the 
gas-engine  is  by  means  of  a  separate  valve  for  air  and  for  gas 
(See  Figs.  28,  29),  the  areas  of  whose  openings  are  adjusted  to 
the  desired  proportion.  When  the  pressure  on  the  working  side 
of  the  piston  is  reduced  by  the  outgoing  stroke,  these  two  valves 
will  lift  automatically  by  the  excess  of  pressure  without,  and 
through  each  of  them  will  stream  the  proper  volume  by  reason 
of  the  difference  of  pressure  below  them  and  above  them.  It 
will  be  apparent,  however,  that  if  either  pressure  varies  (it  is 
usually  the  gas-pressure  which  varies),  the  mixture  will  not  be 
that  for  which  their  areas  have  been  adjusted  and  a  different 
proportion  of  mixture  will  be  the  result.  There  will  be,  usually, 
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a  cock  in  the  gas-supply  pipe  which  is  supposed  to^be  wide  open 
when  the  engine  is  at  work.  It  is  obvious  that  if  it  is  partly 
closed  a  very  considerable  variation  in  the  proportions  of  the 
mixture  will  prevail,  constantly,  as  long  as  that  condition  lasts. 
If  the  gas  changes  in  quality  or  richness,  a  desirable  change  in 
mixture  can  only  be  reached  by  adjustment  of  that  gas-cock,  if 
the  areas  of  the  valves  are  themselves  unalterable.  The  air- 
valve,  as  a  rule,  is  not  capable  of  adjustment.  It  opens  to  the 
outer  air  or  to  the  air  of  the  room  in  which  the  engine  operates, 
and  there  is  no  way  in  which  it  can  be  increased.  It  may  be 
diminished  if  its  lift  is  controlled  by  a  spring  or  by  a  stop,  but,  in 
general,  the  adjustment  of  the  air-valve  is  not  practised  in  the 
automatic  system.  The  inlet  of  air  is  often  an  occasion  for  noise 
in  the  gas-engine,  since  the  cross-section  of  the  opening  will  of 
necessity  be  usually  much  less  than  that  of  the  piston,  so  that  the 
velocity  of  the  air  through  the  opening  is  many  times  greater  than 
the  linear  velocity  of  the  piston  on  its  inspiration  stroke.  In 
some  forms  of  engine  a  muffler  is  introduced  on  the  inlet  so  as 
to  quiet  the  sound  of  the  air  through  a  constricted  opening. 

The  system  of  mixing  by  automatic  action  is  the  cheapest 
to  construct.  In  its  simple  form  it  attaches  itself  to  governing 
by  the  hit-or-miss  system  (par.  136)..  It  has  the  objections  at 
high  speeds  which  apply  to  any  automatically  operated  valve 
resulting  from  the  delay  in  opening  to  admit  the  incoming  charge 
when  these  valves  have  any  weight  or  mass  or  must  overcome 
the  action  of  the  spring  which  holds  them  shut.  This  system 
is  particularly  unreliable  when  there  is  no  pressure  in  the  tank 
or  vessel  containing  the  fuel.  As  the  speeds  increase  the  mixture 
drawn  in  becomes  less  and  less  rich,  due  to  the  inertia  of  the  fuel 
as  well  as  the  inertia  of  the  valve. 

97.  Proportioning  by  Adjustable  Valves. — A  better  system 
of  proportioning  the  mixture  makes  the  inlet  area  both  of  fuel 
and  of  air  controllable.  This  system  appears  in  both  the  Nash 
and  Westinghouse  engines  (Figs.  33.  36).  In  the  Nash  engine 
the  lift  of  the  valve  is  controlled  both  for  gas  and  for  air  to  a 
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proper  adjustment  of  proportions  as  revealed  by  the  indicator- 
card,  and  the  governor  of  the  hit-or-miss  type  never  varies  the 
proportions  after  they  are  once  adjusted.  In  the  Westinghouse 
engine  the  proportions,  when  once  adjusted,  are  not  varied,  but 
the  governor  acting  on  a  second  valve  draws  in  more  or  less  volume 
of  the  uniform  mixture  as  the  demands  of  the  resistance  may 
require  (Fig  36).  The  proportioning  valve  is  adjusted  experi- 
mentally with  the  indicator  for  the  best  effect  with  the  fuel  and 
pressure  prevailing  at  the  engine.  If  any  change  takes  place  in 
either  quality  or  pressure  of  the  fuel,  the  adjustment  of  the  propor- 
tioning valve  must  be  altered  accordingly.  When  once  correct, 
however,  the  adjustment  need  not  be  changed.  In  the  engines 
which  draw  their  supply  of  air  from  out  of  doors,  as  in  auto- 
mobile practice  the  proportion  of  air  and  fuel  is  more  likely  to  vary 
widely.  There  is  a  greater  weight  belonging  to  a  given  volume 
in  cold  weather  when  the  air  is  dry,  while  in  warm  weather  and 
when  the  air  is  full  of  moisture  there  is  a  corresponding  difference 
in  the  amount  of  oxygen  in  a  given  volume,  which  will  mar  the 
proper  working  of  the  engine  as  the  result  of  variations  in  the 
character  of  the  mixture.  This  system  leaves  much  to  be  de- 
sired. The  logical  outcome  of  this  system  is  governing  by 
throttling  the  mixture  and  not  by  varying  or  impoverishing  it. 

98.  Proportioning  by  Mechanically  Operated  Valves. — By 
reason  of  the  difficulty  referred  to  above  from  the  inertia  or 
sluggishness  in  action  of  automatic  valves  the  tendency  in  high- 
speed practice  in  the  automobile  has  been  distinctly  towards 
mechanically  operated  inlet-valves  which  shall  open  positively 
at  a  definite  point  of -the  stroke  by  means  of  cams  driven  from 
the  half-time  shaft  of  the  motor  (see  Fig.  49).  With  mechani- 
cally operated  valves  governing  must  be  done  by  throttling  the 
amount  of  mixture  which  reaches  the  valve.  The  objection 
to  the  single  mechanically  operated  inlet-valve  which  has  been 
urged  is  that  it  admits  a  charge  of  fuel  to  the  cylinder  at  every 
stroke  whether  the  engine  requires  it  or  not.  This  is  avoided 
in  some  engines  by  the  use  of  two  inlet-valves,  one  for  gas  alone, 
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live 


and  the  other  for  the  mixture  (see  Fig.  33).  The  effect,  however, 
of  overcoming  the  resistance  of  the 
valves  by  mechanical  means  in  enabling 
the  cylinder  to  receive  its  full  charge  of 
fuel  at  high  speeds  overbalances  the 
objection  from  this  point  of  view.  It 
may  be  serviceable  to  show  quanti- 
tatively how  considerable  the  suction- 
throttling  may  easily  become.  At  32°  F. 
and  at  one  atmosphere  pressure  the  volume  of  a  pound  of  air  is 
12.387  cubic  feet  and  it  weighs  .0808  pound  per  cubic  foot. 
At  any  other  pressure  pl  its  volume  vl  will  be 

pQv,     12.387X14-7 


FIG.  49. 


and  the  weight  per  cubic  foot  the  reciprocal  of  this,  or 


12.387X14.7 


==-°°55#i  pound. 


If  it  be  assumed  that  by  the  sluggishness  of  the  valves  and  air 
due  to  inertia  and  friction  the  pressure  of  the  aspiration  stroke 
is  only  10  pounds  absolute  instead  of  14.7,  then  the  weight  wt 
will  be 

7^  =  .  0055X10  =.055  pound. 

But  at  atmospheric  pressure  there   should  have   entered   .0808 
pound,    hence  .0808  —  .055  =  .0253    pound    less  went  in    to    fill 


cent  as  com" 


the  volume  generated,  or  a  loss  of      Q  g  =  3I  PC 

pared  with  that  weight  of  mixture  that  would  have  gone  in  if  the 
speed  had  been  lower,  the  ports  large  enough,  and  the  valves 
effectively  opened  (see  par.  178). 

99.  Proportioning    by    Volumes     of    Pump     Cylinders.  —  A 
system  of  proportioning  the  charge  by  means  of  separate  pumps 
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for  air  and  fuel  secures  a  positive  and  continuous  adjustment  of 
their  relative  proportions  when  the  volume  displaced  by  the  piston 
of  each  pump  is  once  fixed.  This  system  is  independent  of 
variations  of  pressure  in  the  gas-mains  and  to  a  great  extent 
independent  of  barometric  pressure  and  atmospheric  tempera- 
ture. This  principle  is  carried  out  in  the  Korting  engine  and 
is  discussed  under  the  method  of  governing  that  engine  (par.  71). 

100.  Proportioning    by    Control    of    the    Carburetor. — The 
design  of  carburetor  can  be  made  to  determine  the  proportions 
of  the  mixture.     This  can  be  done  either  by  varying  the  pro- 
portion of  pure  air  which  meets  the  carbureted  air  in  order  to 
furnish  the  necessary  amount  of  oxygen  for  complete  combus- 
tion, or  the  entire  amount  of  air  may  pass  through  the  carbureting 
appliance  and  the  amount  of  fuel  be   regulated  by  restricting 
its  flow  (see  Chapter  X).     It  is  more  convenient  to  have  the 
proportioning  done  by  the   former  process,   since   under  these 
circumstances  the  only  necessary  adjustment  will  be  for  varia- 
tion in  the  quality  of  the  fuel  due  to  changes  in  its  calorific  value 
and  by  changes  in  the  barometric  or  hygrometric  state  of  the 
air.     When  a  proportion  for  constant  conditions  has  once  been 
established,  the  governing  appliance  will  take  care  of  the  quantity , 
of  mixture,  while  the  adjustment  of  the  carburetor  takes  care 
of  the  quality.      It  is  inconvenient  to  make  the  carburetor  vary 
both  quality  and  quantity  and  to  saddle  the  combined  functions 
upon  the  governing  apparatus.     As  will  be  seen  in  the  treatment 
of  carburetors  in  the  next  chapter,  it   is  quite   easy  to  adjust 
the  proportion  of  liquid  fuel  when  the  suction  effect  is  practically 
constant  so  as  to  make  the  desired  mixture. 

101.  Effect  of  Scavenging. — It  has  already  been  foreshadowed 
in  a  previous  paragraph  (No.  75)  that  methods  have  been  de- 
signed to  cleanse  the  cylinder  from  burnt  products  of  combus- 
tion by  providing  for  a  scavenging  effect  by  means  of  pure  air. 
The  effect  of  this   scavenging   stroke   is  to  relieve  the  cylinder 
and  the  combustion-chamber  of  gases  which  are  not  supporters 
of  combustion,  so  that  when  the  fresh  mixture  came  in  it  should 
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not  become  diluted  by  being  mixed  with  exhaust-gases  which 
were  not  combustible. 

It  is  apparent,  therefore,  that  any  device  in  the  design  of 
the  engine  which  shall  produce  an  effect  the  reverse  of  scavenging 
will  produce  a  material  variation  in  the  composition  of  the  mix- 
ture whose  ignition  performs  the  working  stroke.  Those  methods 
of  governing  which  preclose  the  exhaust-valve  before  the  stroke 
is  ended  leave  a  residue  of  such  incombustible  gases  in  the  cylinder. 
This  residue  not  only  prevents  the  inlet  of  the  same  quantity  of 
new  mixture  on  the  inspiration  stroke  as  would  enter  if  the  com- 
bustion-chamber had  been  completely  emptied,  but  by  their 
presence  in  the  mixture  they  retard  the  rapidity  with  which  the 
combustion  takes  place  in  the  fresh  mixture;  their  heat  lowers 
the  density  of  the  charge  and  therefore  diminishes  the  intensity  of 
the  initial  pressure  and  the  average  or  mean  pressure  throughout 
the  working  stroke. 

It  will  be  apparent,  therefore,  that  the  effect  of  these  gases 
when  the  governor  uses  them  as  a  means  of  controlling  speed 
is  twofold.  They  act  to  diminish  the  quantity  of  combustible 
and  to  modify  its  normal  behavior  after  ignition.  It  is  the  latter 
effect  which  is  the  element  of  uncertainty  in  the  proportioning 
of  the  mixture  with  this  system. 

102.  Effect  of  Variations  in  the  Mixture. — The  principal 
effect  of  variations  in  composition  of  the  explosive  mixture  is 
upon  the  rapidity  with  which  the  flame  propagates  itself  through- 
out the  combustion-chamber.  Experiment  has  shown  that  there 
is  a  proportion  at  which  the  pressure  at  the  beginning  of  the 
stroke  caused  by  the  inflammation  of  the  mixture  rises  most 
rapidly  and  produces  the  greatest  effect  (see  Chapter  XIX).  To 
impoverish  this  mixture  by  diminishing  the  proportion  of  fuel 
in  it  retards  the  ignition  process,  diminishes  the  initial  pressure, 
lowers  the  average  or  mean  pressure  through  the  forward  stroke, 
and  may,  perhaps,  be  carried  to  a  point  at  which  ignition  will 
not  occur  at  all.  At  or  near  the  limit  of  such  impoverishment 
it  will  be  apparent  that  variations  in  the  amount  of  the  com- 
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pression  on  the  return  stroke  will  vary  the  readiness  of  the  mixture 
to  ignite.  Where  the  impoverished  mixture  is  also  throttled, 
it  may  result  that  on  the  return  or  compression  stroke  the  com- 
pression may  not  reach  a  point  at  which  that  particular  mixture 
would  ignite  at  all,  whereas  a  richer  mixture  or  a  higher  com- 
pression would  both  of  them  favor  such  ignition  and  cause  it  to 
take  place.  An  impoverished  mixture,  furthermore,  and  partic- 
ularly one  which  is  diluted  with  products  of  combustion,  may 
ignite  slowly  enough  so  that  it  is  not  completely  burned  at  the 
time  when  the  exhaust-valves  should  open  at  the  beginning  of 
the  return  stroke.  This  state  of  affairs  is  particularly  annoying 
with  the  two-cycle  type  of  engine,  since  the  incoming  charge  of 
fresh  combustible  mixture  is  expected  to  follow  the  discharge 
of  the  products  of  combustion.  If  the  latter  are  flaming  after 
the  exhaust-valve  is  opened,  they  will  ignite  the  incoming  mixture, 
and  usually  that  ignition  will  run  back  into  the  crank- case  or 
other  end  of  the  cylinder,  setting  fire  to  the  charges  of  mixture  in 
that  space,  which  will  result,  of  course,  in  the  stoppage  of  the 
engine.  Retarded  ignition  which  continues  into  the  exhaust- 
pipe  will  obviously  make  the  latter  excessively  hot. 

It  is  apparent,  furthermore,  that  indeterminate  variations 
of  the  mixture  render  it  difficult  or  impossible  to  regulate  the 
engine  closely  to  a  predetermined  speed.  If  the  mechanical 
appliances  for  regulation,  acting  according  to  law,  produce  their 
effects  upon  a  mixture  which  is  not  determined  by  law,  an  un- 
certainty in  regulation  is  at  once  unavoidable.  If  the  mixture 
is  varied,  it  should  be  varied,  in  a  determinate  way. 

103.  Effect  of  Speed  Variations  in  Varying  the  Mixture. — 
With  engines  working  upon  gaseous  fuel,  the  effects  of  variation 
in  speed,  and  particularly  the  effects  of  high  speed,  are  not  apparent 
in  producing  wide  variations  in  the  proportions  of  their  mixture. 
In  the  engines  which  carburate  the  air  by  a  liquid  fuel,  the  effect 
of  speed  variations  and  high  speed  in  varying  the  mixture  will 
usually  be  considerable.  If  the  liquid  fuel  is  inspirated  into  a 
current  of  air,  the  pressure  which  causes  that  inspiration  of  liquid 
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will  be  greater  when  the  speed  of  such  inspiration  is  higher. 
There  will  result,  therefore,  that  the  mixture  will  be  richer  from 
the  action  of  this  cause  when  the  speed  is  high  than  when  the 
speed  is  low. 

On  the  other  hand,  if  the  inlet-valves  of  the  engine  are  operated 
automatically  by  differences  of  pressure  inside  the  cylinder  on 
the  inspiration  stroke,  as  compared  with  the  pressure  of  the 
external  air,  the  inertia  of  these  valves,  and  of  the  column  of  air 
in  the  pipe  and  of  the  liquid  to  be  inspirated  into  the  column  of 
air  have  to  be  overcome  by  that  difference  of  pressure;  and  if 
the  time  of  the  inspiration  stroke  varies  as  the  speed  of  the  engine 
varies,  it  will  be  obvious  that  carburated  air  will  flow  into  the 
cylinder  through  a  less  proportion  of  the  inspiration  stroke  at 
high  speed  than  when  the  period  of  that  stroke  is  longer.  If,  on 
the  other  hand,  the  valves  are  mechanically  operated,  the  inertia 
of  the  valves  is  eliminated  from  the  problem,  but  only  the 
inertia  of  the  air  and  liquid  remain.  For  these  reasons  the 
mechanically  operated  inlet-valves  cause  a  less  wide  variation  in 
the  mixture  than  is  certain  to  occur  with  the  automatic  system 
of  inlet-valves. 

It  may  easily  occur  with  the  automatic  system  that  a  speed 
should  be  reached  at  which  the  inertia  of  the  flow  of  mixture, 
together  with  friction  in  pipes,  bends,  and  valves,  may  result 
in  a  relatively  small  proportion  of  mixture  reaching  the  cylinder 
(par.  98).  On  the  return  of  the  piston  the  compression  will  be 
less,  and  the  less  volume  of  fuel  will  make  the  next  working 
stroke  a  weaker  one  as  the  result  of  both  effects.  Barometric 
pressure  of  the  external  air  will  obviously  influence  the  response 
of  the  air  in  the  pipes  to  the  differences  of  pressure  inside  the 
cylinder  and  out.  If  the  air  is  cool  and  dry,  it  weighs  more  to 
the  cubic  foot  than  when  the  air  is  warm  and  moist.  These 
causes  produce  as  their  effect  the  curious  phenomenon  of  a 
diminishing  horse-power  in  the  motor  with  increase  of  its  speed 
of  revolution.  This  is  a  condition  which  is  practically  unknown 
in  engines  of  the  constant-pressure  class,  such  as  the  steam-engine 
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receiving  energy  in  the  form  of  a  gas  under  pressure  from  a 
reservoir.  As  in  the  previous  case,  this  variation  of  speed  may 
be  both  in  quantity  and  in  quality,  with  carburated  mixtures, 
since  the  inertia  of  the  liquid  will  be  different  from  that  of  the 
air,  and  the  effects  of  speed  on  such  inertia  will  be  different. 

If,  from  any  circumstance,  the  mixture  becomes  too  rich  in 
fuel,  the  combustion  will  be  probably  incomplete  within  the  cylin- 
der, and  the  exhaust  will  have  an  offensive  odor  from  partly  burned 
and  partly  carbonized  fuel.  This  state  of  affairs  will  reveal 
itself  also  by  the  presence  of  visible  vapor  resembling  smoke  in 
the  otherwise  colorless  exhaust -gases. 

Obviously,  also,  defective  proportioning  of  this  sort  consumes 
an  unnecessary  or  wasteful  amount  of  fuel. 


CHAPTER  X. 

CARBURATION  AND  CARBURETORS. 

105.  In  cities  and  elsewhere  the  stationary  internal-com- 
bustion engine  may  receive  its  supply  of  hydrocarbon  for  use  as 
fuel  in  the  form  of  gas  from  a  central  generating  station.  This 
gas  distributed  through  mains  and  pipes  is  ready  for  use  as  re- 
ceived. When  the  plant  using  gas-engines  is  a  large  one  the 
necessary  gas-supply  can  be  more  cheaply  supplied  from  an 
independent  producer  (pars.  24-28). 

In  small  isolated  plants,  such  as  the  automobile  and  the  launch 
for  marine  purposes,  it  is  convenient  to  make  use  of  the  hydro- 
carbon in  liquid  form.  It  can  be  carried  conveniently  in  tanks 
and  supplied  to  the  engine  as  required,  and  is  consumed  in  the 
form  in  which  it  is  bought  and  sold  in  the  market. 

The  use  of  the  liquid  hydrocarbon,  however,  will  necessitate 
an  apparatus  whereby  the  gas  can  be  manufactured  from  the 
liquid  fuel  as  required  by  the  engine.  The  most  convenient 
form  of  gas  for  engines,  perhaps,  will  be  that  which  is  made  by 
carburating  atmospheric  air  as  described  in  paragraph  22.  One 
of  the  great  steps  in  the  development  of  the  modern  internal- 
combustion  engine  has  been  the  design  of  satisfactory  apparatus 
to  carburate  air  just  before  it  enters  into  the  combustion-chamber. 
The  idea  of  carburation  is  not  a  new  one,  but  the  improvement 
in  the  forms  which  have  been  produced  for  the  purpose  has 
drawn  a  distinct  line  between  the  early  and  the  more  modern 
forms.  In  fact  it  is  not  too  much  to  say  that  the  successful 
working  of  the  automobile  engine  and  of  all  other  engines  of  the 
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same  class  is  principally  dependent  upon  the  certainty,  reliability, 
and  satisfactory  working  of  the  carburating  device. 

The  carburating  apparatus  will  serve  to  saturate  atmospheric 
air  with  any  liquid  hydrocarbon.  There  will,  therefore,  be 
carburetors  for  gasoline,  for  kerosene  and  for  alcohol,  divided 
only  as  required  by  the  varying  characteristics  of  the  liquid.  In 
general  the  process  of  carburation  is  to  saturate  the  atmospheric 
air  with  the  liquid  fuel  in  a  finely  divided  or  atomized  state  like 
a  mist.  This  general  principle  of  atomization  has  long  been  used 
in  medicine  and  surgery  and  is  familiar  in  the  form  of  the  apparatus 
used  in  spraying  perfumes.  The  air  saturated  with  a  mist  of 
hydrocarbon  will  subsequently  undergo  a  further  mixture  with 
an  additional  supply  of  air  such  as  may  be  required  for  its  full 
and  complete  combustion  in  the  working  cylinder.  With  the 
less  volatile  hydrocarbons  the  process  of  carburating  the  air 
cannot  be  satisfactorily  carried  on  at  the  ordinary  temperatures 
of  the  external  air.  The  carburetor  for  such  liquids  will  have 
both  the  principle  of  atomization  and  the  subsequent  vaporiza- 
tion by  heat.  When  the  engine  is  working,  the  vaporization  can 
be  effected  by  waste  heat  from  the  hot  exhaust-gas.  In  starting 
the  motor,  however,  when  all  is  cold,  the  vaporization  requires 
an  outside  source  of  heat  in  lamp  or  torch  or  otherwise. 

The  first  principle  in  carburation,  historically,  is  the  evapo- 
ration of  the  volatile  hydrocarbon  at  atmospheric  temperatures, 
from  the  surface  of  its  own  liquid.  Such  carburation  may  be 
called  surface  carburation,  and  the  evaporation  may  then  be  from 
the  cool  surface,  or  the  volatility  of  the  liquid  may  be  increased 
by  heating.  This  system  requires  that  a  current  of  air  to  be 
carburated  moves  over  the  surface  of  the  liquid. 

The  second  system  may  be  called  the  principle  of  mechanical 
ebullition.  The  current  of  air  to  be  saturated  is  made  to  pass 
through  the  liquid  mass,  so  that  it  bubbles  up  through  the  liquid 
and  escapes  at  the  surface.  By  this  bubbling  the  liquid  is 
mechanically  agitated  and  a  certain  proportion  of  it  is  entrained 
with  the  air  in  a  finely  divided  state  or  mist. 
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The  third  principle  is  that  of  the  spray  carburetor.  These 
are  true  atomizers  in  which  the  jet  of  liquid  fuel  s  thrown  up 
into  the  current  of  moving  air  by  the  fact  that  the  air  on  its  way 
to  the  cylinder  on  the  aspirating  stroke  of  the  engine  has  a  pressure 
less  than  atmosphere.  A  small  orifice  or  nozzle  opening  into 
the  suction-pipe  delivers  the  liquid  fuel  into  that  moving  current, 
and  by  the  mechanical  action  of  this  current  the  mist  or  cloud 
of  liquid  particles  is  distributed  through  the  moving  current 
which  it  saturates. 

It  will  be  seen  in  the  later  treatment  that  the  form  of  the 
apparatus  utilizing  this  third  principle  for  the  less  volatile  hydro- 
carbons will  require  that  the  spray  be  made  into  a  gas  by  heat. 
With  gasoline,  as  a  rule,  it  is  not  necessary  to  vaporize  the  mist. 
The  first  two  principles  are  practically  out  of  competition  with 
the  third,  which  is  the  modern  form. 

106.  The  Surface  Carburetor.  The  De  Dion  Motor-cycle 
Type. — One  of  the  earliest  forms  of  the  surface  carbureter  was 


FIG.  53. 

brought  out  for  the  early  motor  cycles  and  is  illustrated  in  Figs.  53 
and  54.     The  liquid  gasoline  is  poured  into  the  containing  vessel 
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and  lies  in  the  lower  part.  The  current  of  external  air  is  drawn 
down  through  the  inlet  /  so  that  underneath  the  plate  L  it  spreads 
itself  over  the  surface  of  the  gasoline  and  picks  up  the  vapor 
which  rises  to  the  surface.  The  level  of  the  plate  L  can  be  ad- 
justed as  the  level  of  the  liquid  varies.  It  acts  both  as  a  spatter- 
plate  and  to  discharge  the  air  in  an  even  volume  over  the  surface. 
The  volatility  of  the  gasoline  may  be  increased  by  passing  hot 
exhaust-gas  through  the  tube  A  and  out  into  the  exhaust-pipe 
at  H.  The  carburated  air  rises  at  the  top  of  the  carburetor 
through  the  opening  B  into  the  chamber  K,  which  is  known  as 


FIG.  54. 

the  twin  tap  from  its  construction  as  shown  in  Fig.  54.  The 
carburated  air  from  the  carburetor  meets  an  additional  supply 
of  air  from  outside  through  Z>,  which  is  protected  by  a  wire 
cage  and  can  be  controlled  in  area  by  means  of  the  lever  G. 
This  control  can  be  made  to  vary  the  proportion  of  fuel  and 
air  which  passes  through  the  passage  R  into  the  pipe  E,  which 
delivers  the  mixture  in  explosive  proportions  to  the  engine  cyl- 
inder. The  lever  G'  is,  therefore,  a  throttle  lever  varying  the 
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amount  of  mixture  delivered  to  the  cylinder,  while  the  lever  G 
varies  the  proportions  of  air  and  fuel  in  the  mixture.  That  is, 
G  regulates  the  quality  and  Gf  regulates  the  quantity. 

107.  Wick  or  Flannel  Carburetors. — Belonging  to  this  same 
type  and  form,  the  second  class  are  the  carburetors  which  are 
known  as  the  felt  or  flannel  type,  of  which  Fig.  55  will  serve  as 


H« 



1 

—     " 

X 

+ 

w 

N 

\     i 

: 

w 

=== 

\ 

-  : 

-     | 

^J 

£^* 

^F^ 

f^^~_3 

-   -"; 

t-L.-; 

—  i 

t^r= 

^-^ 

~-=^ 



=rl^z- 

3^ 

^4 

£=3 

~ 

FIG.  55. 

an  illustration.  The  air  is  drawn  in  by  suction  of  the  engine 
stroke  through  the  pipe  e  and  enters  at  vy  so  that  a  pressure  less 
than  the  atmosphere  is  created  in  the  carburating- chamber.  The 
carburetor  is  made  of  thin  metal  and  is  divided  into  a  spiral  by  a 
thin  metal  coil  which  is  fast  to  the  top  of  the  carbureter,  but  does 
not  extend  all  the  way  to  the  bottom.  It  will  be  plain,  therefore, 
that  when  the  carbureter  is  filled  half  full  of  gasoline,  as  to  the 
level  of  the  line  xy,  for  example,  the  atmospheric  air  which  enters 
through  the  opening  of  the  valve  v  will  be  compelled  by  the  spiral 
to  pass  around  the  coil  in  order  to  reach  the  central  outlet  and 
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be  discharged  through  the  pipe  e.  The  surface  of  the  spiral  coil 
is  covered  with  felt  or  flannel  loosely  stretched  on  the  thin  metal 
by  basting  it  through  holes  made  for  the  purpose.  This  felt  or 
flannel  reaching  down  into  the  gasoline  draws  up  the  liquid  by 
capillary  action,  and  the  passage  of  the  air-current  over  the  wick 
surface  evaporates  off  the  liquid  and  thus  saturates  the  air. 

In  surface  or  wick  carburetors  of  this  type  experience  shows 
that  the  best  results  are  secured  when  about  four  inches  of  liquid 
lie  in  the  bottom  of  a  carburetor  about  eight  inches  deep. 


FIG.  56. 

In  another  form  of  wick  or  surface  type  (the  Brayton,  Fig.  56) 
the  space  b  is  filled  with  sponge  or  felt  or  some  material  of  simi- 
lar sort.  The  liquid  hydrocarbon  enters  at  the  top  through  the 
pipe  e,  while  a  jet  of  air  is  forced  through  the  pipe  /,  serving  to 
atomize  or  spray  the  liquid.  The  additional  air  necessary  for 
the  complete  combustion  enters  through  the  pipe  o  and  passes 
through  the  porous  bed  b,  when  the  valve  5  is  opened.  The  cut 
shows  this  form  of  carburetor  applied  directly  to  the  engine  cyl- 
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inder.     The  opening  closed  by  the  plug  g  is  provided  to  receive 
a  taper  to  effect  the  ignition  in  starting  the  engine.* 

The  objection  to  the  flannel  or  wick  carburetor  for  out-of-door 
use  has  been  the  gradual  fouling  of  the  fibres  of  the  wick  with 
dust,  so  that  on  becoming  clogged  they  would  no  longer  serve 
as  an  evaporating  surface.  The  objections  to  the  De  Dion  form 
of  evaporation  directly  from  the  surface  of  the  mass  were  that 
the  process  of  vaporization  requires  a  certain  amount  of  heat 

FIG.  57. 
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which  was  naturally  absent  from  the  liquid  mass.  It  gradually, 
therefore,  became  chilled  and  frozen,  or  in  any  case  lost  its 
readiness  to  give  off  its  volatile  components  as  the  temperature 
lowered.  Furthermore,  as  the  volatile  elements  were  naturally 
drawn  off  first,  the  mixture  became  less  and  less  volatile,  until 
finally  its  capacity  for  saturating  air  at  atmospheric  temperatures 
disappears  entirely  by  the  continued  process  of  fractional  distil- 
lation at  atmospheric  temperatures. 

Figs.  57  and  58  show  a  form  of  wick  or  flannel  carburetor  in 

*  For  the  privilege  of  using  Figs.  55  and  56  in  their  present  form,  as  repro- 
duced from  patent  drawings,  the  author  is  indebted  to  the  International  Text- 
book Co.  of  Scranton,  Pa. 
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which  the  current  of  air  is  made  to  traverse  a  considerable  length 
of  porous  surface  by  the  construction  of  baffle-plates  attached 
alternately  to  the  opposite  sides  of  the  vessel  and  reaching  nearly 
across.  The  air  enters  into  the  first  compartment  c  and,  after 
passing  from  side  to  side  over  the  felt  surface  which  is  moistened 
by  the  gasoline,  it  passes  outward  through  the  pipe  /  through  q. 

108.  Carburation  from  a  Gauze  Surface.  Olds  Type. — To 
avoid  the  inconvenience  from  a  fibrous  or  porous  material  and 
yet  secure  the  convenient  vaporization  from  the  gasoline  surface 
the  type  of  carburetor  used  in  the  Olds 
motor  offers  some  distinct  advantage. 
As  presented  in  Fig.  59,  the  supply  of  air 
from  without  enters  from  the  right.  The 
supply  of  liquid  fuel  is  delivered  through 
the  pipe  N  under  slight  pressure  to  the 
interior  of  the  conical  tube  of  light  wire 
gauze.  The  air  passing  around  this 
moistened  gauze  surface  picks  up  the 
required  amount  of  fuel  and  passes 


FIG.  59. 


through  the  throttle-valve  V  to  the  engine.  Any  liquid  which 
the  air  does  not  absorb  runs  down  through  the  conical  tube  and 
is  delivered  back  to  the  supply-tank.  Fig.  60  shows  the  con- 


FIG.  60. 


struction  of  the  carburetor  system  complete.  A  small  leather 
diaphragm  at  A  has  upon  its  surface  a  varying  pressure  resulting 
from  the  pulsations  caused  by  the  trunk  of  the  engine  in  the 
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closed  crank-case.  It  therefore  acts  as  an  air-pressure  pump,  lift- 
ing fuel  to  B.  From  here  it  circulates  through  the  carburetor 
proper  C,  and  any  unused  excess  goes  back  to  the  bottom  of  the 
fuel-tank. 

109.  Carburation  by  Mechanical  Ebullition. — In  the  early 
Daimler  cycles  and  motor  cars  the  form  of  carburetor  devised 
by  Gottlieb  Daimler  was  used,  which  is  shown  in 
Fig.  61.  In  the  cylindrical  vessel  containing 
gasoline  was  placed  a  hollow  float.  The  entering 
air  came  down  through  the  central  tube,  which 
was  borne  by  the  float  so  that  there  should  be  a 
constant  immersion  of  the  lower  end  of  that  tube 
below  the  surface  of  the  liquid.  As  the  engine 
made  its  aspirating  stroke  air  was  drawn  in  both 
through  the  top  of  the  smaller  cylinder  and  through 
the  central  tube.  The  air  which  passed  through 
the  gasoline  became  carburated  and,  uniting  with 
the  air  from  without,  passed  to  the  engine  cylinder 
in  explosive  proportions. 

The  objections  to  this  system  were  the  same 
as  those  attached  to  the  De  Dion  type  as  far  as  the 
FIG.  61.         lowering  of  temperature  and  the  fractional  dis- 
tillation are  concerned. 

no.  Spray  Carburetors.  Float-feed  Type.  Maybach's. — The 
third  principle  in  carburation  which  involves  the  spraying 
action  of  the  liquid  fuel  into  the  current  of  air  is  the  modern 
system.  It  appears  in  two  general  forms.  In  the  one  the  level 
of  the  gasoline  in  the  tank  or  chamber  which  supplies  the  spraying 
jet  is  kept  at  a  constant  level  a  little  below  that  of  the  nozzle,  so 
that  the  reduction  of  pressure  causes  the  flow  of  liquid.  When 
the  aspiration  ceases  the  flow  ceases  without  the  intervention  of 
a  valve  whose  closure  shuts  off  the  delivery  of  fuel.  In  the  second 
type  the  flow  of  fuel  is  checked  by  the  closure  of  a  valve,  and 
therefore  no  float  is  required  to  maintain  a  constant  level  with 
respect  to  the  orifice  of  the  jet. 
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One  of  the  earliest  of  the  float  carburetors  was  that  of  Williarn 
Maybach,  a  colleague  of  Daimler,  which  is  shown  in  Fig.  62. 
The  gasoline  is  delivered  by  gravity  or  pressure  into  the  top  of 
the  chamber  at  the  right  through  the  opening  which  is  controlled 
by  a  needle- valve  attached  to  the  float  A.  As  the  float  falls  the 
supply  of  liquid  is  permitted  to  rise,  and  as  it  rises  the  opening 
is  closed.  The  bottom  of  the  float-chamber  is  connected  to 
the  carburetor  proper  through  the  pipe  B.  The  air  enters  upon 
the  aspirating  stroke  when 
the  valve  D  is  opened, 
whereby  the  pressure  in 
the  mixing  -  chamber  is 
made  less  than  atmos- 
phere, so  that  the  liquid 
fuel  rises  through  the 
capillary  orifice  by  excess 
of  pressure  and  mixes  with 
the  air  in  C.  It  will  be 
apparent  that  no  valve  is 
necessary  except  the  one 
controlled  by  the  float,  and  the  fuel  will  only  enter  the  mixing- 
chamber  C  as  required,  with  the  pressure  variation  upon  the 
suction  stroke  of  the  motor.  The  more  complicated  forms  of 
float  carburetors  are  really  all  derivatives  of  the  simple  Maybach 
type.  Some  illustrative  types  may  be  useful. 

in.  Float  Carburetor  Constant  Level.  Distributing  Cone. 
The  Phoenix-Daimler,  and  Longuemare. — The  float  in  the 
chamber  with  the  needle-valve  attached  directly  to  it  was  found 
to  offer  some  inconvenience  when  applied  to  the  motor  vehicle 
exposed  to  jolts.  The  needle- valve  would  be  opened  by  the 
inertia  of  the  float,  even  when  the  chamber  was  full  enough  to 
close  the  valve  when  the  carburetor  stood  still.  It  was,  there- 
fore, a  simple  modification  to  separate  the  float  from  the  needle- 
valve  and  to  cause  the  latter  to  be  held  shut  by  counterweight 
levers,  whose  action  should  be  overcome  by  the  float  when  the 


FIG.  62. 
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level  fell.     The  form  of  carburetor  shown  in  Fig.  63  illustrates 
the  counterweighted  spindle,  and  in  addition  the  plan  of  making 


FIG.  63. 


FIG.  64. 


the  jet  of  gasoline  to  impinge  upon  a  conical  surface  where  it 
should  be  spread  in  a  thin  film  over  which  the  incoming  air  must 


pass. 


The  Longuemare  carburetor,  shown  in  Fig.  64,  illustrates  the 
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same  type  of  float  and  counterweighted  levers  for  the  needle- 
valve  and  the  same  principle  of  baffling  the  flow  of  liquid  fuel. 
The  gasoline  enters  at  the  inlet  /  at  the  lower  left  hand  and  is* 
discharged  through  the  nozzle  which  is  controlled  by  the  valve  L.. 
The  air  enters  from  without  at  Xy  and  the  mixture  passes  to  the 
engine  through  the  connection  F.  The  valve  L  controls  the  size 
of  the  fuel- jet,  and  by  means  of  the  handle  S  the  proportion  of 
air  which  the  gasoline  saturates  is  controlled  by  means  of  the  lift 
of  the  check- valve.  The  additional  supply  of  air  which  does  not 
undergo  saturation  passes  around  through  the  space  P  to  form 
the  explosive  mixture.  This  form  of  carburetor  is  fitted  with  the 
heat-jacket  V  within  which  the  hot  products  of  combustion  may 
circulate  if  desired.  For  starting  the  carburetor  with  the  more: 
reluctant  liquids  the  hollow  jacket  can  be  packed  with  cotton 
or  similar  material  soaked  with  liquid  fuel  and  then  ignited. 
The  openings  c  permit  the  flow  of  air  for  combustion  until  there 
shall  be  a  flow  of  hot  gas.  At  d  are  wings  of  thin  metal  which 
are  intended  to  grow  hot  and  to  serve  as  vaporizers  in  addition: 
to  the  carburetor  effect  below. 

112.  Float  Carburetor.     Constant  Level  with  Baffle-plates. 
— Fig.  65   shows  a  type  of  carburetor  intended  to  compel  the 
intimate  mixture  of  the  mist  of  fuel  with  the  incoming  air.    At 
the  right  is  the  float-chamber  which  supplies  the  liquid  fuel  to  a 
diffusing  orifice  in  the  carburetor  proper.     The  air  entering  from 
below  is  forced  by  baffle-plates  to  take  a  circuitous  course  over 
the  surface  of  these  plates,  from  which  it  takes  up  any  liquid 
which  may  have  run  down  by  gravity  from  the  diffusing  orifice- 
The  initial  supply  of  air  comes  in  with  the  gasoline  through  the 
ball  valve  between  the  two  chambers,  and  the  passage  between, 
these  chambers  can  be  closed  by  the  needle-valve  from  without- 
This  form  of  carbureter  has  an  interesting  detail  by  using  the 
glass  front  through  which  the  operation  of  the  diffusing  appliance 
can  be  observed. 

113.  Carburetors  without  Floats.-— In  the  third  class  of  car- 
buretors, in  which  the  jet  of  gasoline  enters  the  incoming  air 
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through  the  valve  or  other  appliance  actuated  by  the  air,  its 
apparent  simplicity  is  secured  by  doing  away  with  the  float  and 
its  attachments.  It  will  be  apparent  by  the  study  of  the  Longue- 
mare  design  of  carburetor  that  it  consists  of  a  number  of  parts 


FIG.  65. 

which  make  it  costly.  The  float  principle,  furthermore,  is 
liable  to  derangement  by  jolts  or  jars  in  a  moving  vehicle  on  a 
rough  road. 

In  the  form  of  carburetor  shown  in  Fig.  66,  which  is  known 


FIG.  66. 


as  the  James-Lunkenheimer  design,  the  air  enters  from  below 
through  the  inlet  H.    The  cylinder  is  connected  to  the  side 
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inlet  /,  so  that  when  the  piston  make  its  aspirating  stroke  the 
pressure  from  without  overcomes  he  pressure  of  the  spring 
which  holds  down  the  valve  B.  The  gasoline  enters  through 
the  pipe  /,  which  supplies  the  channel  G  in  the  casing  of  the  valve, 
from  which  the  necessary  number  of  outlets  open  into  the  seat, 
which  is  closed  by  the  valve  B.  It  will  be  apparent,  therefore, 
that  when  the  valve  lifts  by  the  lowering  of  the  pressure  upon  it, 
it  opens  the  gasoline  passages  and  the  liquid  fuel  enters  at  various 
points  in  the  annular  air-current  moving  past  the  valVe.  When 
the  valve  shuts,  both  the  gasoline  and  the  air  supply  are  shut  off 
at  once.  The  opening  from  the  gasoline-pipe  /  is  controlled  at 
will  by  the  needle-valve,  which  has  a  milled  head  E  and  an  indi- 
cator and  locking  device  whereby  it  can  be  set  once  for  all  for 
any  desired  fuel-supply.  The  lift  of  the  valve  is  also  controllable 
by  the  stop  which  is  adjustable  by  the  milled  head  L. 

Another  form  involving  much  the  same  principle  is  illustrated 
in  Fig.  67.      The  air  enters  from  above  through  the  openings 

a,  and  the  gasoline  is  supplied 
through  the  pipe  E.  The  valve 
in  the  gasoline-pipe  is  held  upward 
by  the  spring  so  that  its  normal 
position  is  closed.  When  the  motor 
aspirates,  the  piston  on  the  valve- 
spindle  is  lowered,  compressing  the 
spring  and  opening  the  gasoline- 
valve  at  the  same  time  that  the  pas- 
sage A  to  the  cylinder  is  opened  by 
the  air-pressure  on  the  top  of  the 
carburetor  piston.  At  the  end  of  the 
charging  stroke  the  spring  forces 
the  piston  up,  closing  the  valve  and 
shutting  off  the  access  of  air.  This 
design  shows  also  the  jacketing  of 
FIG.  67.  the  carbureter  by  the  hot  products 

of  combustion  surrounding  this  upper  part  and  entering  through 
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the  upper  nozzle  at  the  right  hand.  The  carburetors  in  use  on 
the  majority  of  the  American  automobile  motors  belong  to  this 
third  class  and  are  made  by  the  builders  of  the  engine  themselves 
under  license  from  the  basal  patent  illustrated  in  Fig.  66.  The 
objections  to  the  principle  are  met  in  the  high-speed  types  of 
motor  which  operate  with  wide  variations  in  the  load.  The 
difficulty  with  the  high-speed  requirement  is  due  to  the  inertia 
of  the  inlet-valve  and  the  resistance  offered  by  the  spring.  At 
high  speeds  the  actuating  pressure  caused  by  the  motor  piston 
is  applied  so  rapidly  that  the  interval  occupied  by  the  entire 
charging  stroke  becomes  so  short  that  the  inertia  of  the  valve  and 
the  resistance  of  the  spring  retard  the  opening  of  the  valve  until 
the  motor  piston  has  traversed  a  considerable  fraction  of  its  stroke. 
In  consequence  the  volume  of  the  motor  cylinder  is  not  filled  with 
the  weight  of  combustible  charge  which  would  enter  at  atmos- 
pheric pressure  if  the  engine  were  moving  slowly  (see  par.  98). 
The  diminished  weight  of  charge  or  the  less  mass  in  the  motor 
•cylinder  results  in  a  diminished  compression  and  in  the  presence 
•of  a  less  amount  of  explosive  energy  and  in  a  less  initial  pressure 
over  the  working  stroke.  It  follows,  therefore,  that  the  horse- 
power of  the  motor  supplied  with  a  carburetor  of  this  class  may 
not  necessarily  increase  with  the  number  of  revolutions  as  com- 
putation would  require.  The  horse-power  will  increase  with 
the  speed  up  to  a  point  which  may  be  called  the  critical  speed 
of  the  motor;  and  beyond  that  the  increase  of  speed  is  followed 
by  decrease  of  mean  pressure  propelling  the  piston,  so  that  the 
motor  has  a  limit  of  its  capacity  set  by  this  condition  and  it  does 
not  become  more  powerful  by  increasing  its  speed.  The  difficulty 
set  by  variable  resistance  results  from  the  fact  that  the  flow  of 
gasoline  is  determined  by  the  adjustment  of  the  valve  which 
corresponds  to  E  in  Fig.  66  and  which  it  is  not  convenient  to 
adjust  for  the  variations  of  the  load.  This  is  the  case  if  the 
gasoline  is  supplied  by  gravity  or  under  a  constant  head  through 
the  opening  G.  Too  much  fuel  will  come  in  when  the  valve  is 
open  for  a  considerable  interval  when  an  engine  is  moving  slowly, 
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and  not  enough  may  pass  during  the  very  short  interval  when 
the  engine  is  working  rapidly.  On  the  other  hand,  with  engines 
of  high  speed  and  a  certain  adjustment  of  the  spring  it  may 
easily  happen  that  the  valve  hardly  ever  closes  down  tight  upon 
its  seat,  but  hangs  suspended  in  the  continual  flow  of  air  which 
in  a  multiple-cylinder  engine  is  practically  continuous  with  the 
pulsations  hardly  noticeable.  In  such  a  case  the  adjustment  of 
the  valve  E  if  correctly  made  may  cause  the  motor  to  work  satis- 
factorily even  under  variations  of  resistance. 

Belonging  in  the  same  general  group  as  to  operation  to  which 
the  floatless  carbureter  belongs  may  be  grouped  ^certain  other 

forms  in  which  the  float  is  used. 
That  is,  they  may  be  operated 
either  with  or  without  the  float. 
Fig.  68  illustrates  the  type  of  a 
large  number  in  which  the  effort 
is  made  to  subdivide  the  liquid 
fuel  by  causing  eddies  or  spiral 
currents  in  the  air.  The  supply 
of  air  coming  in  from  the  bottom 
by  atmospheric  pressure  will  cause 
the  spindle  to  rise  which  carries 
the  vanes  or  propeller-shaped 
blades.  The  ascending  currents 
will  twist  the  spindle  and  give  a 
FIG.  68.  spiral  motion  to  the  air  in  the 

chamber  which  will  help  to  complete  the  mixing,  Sometimes 
these  helical  areas  are  doubled.  The  rise  of  the  needle-valve 
spindle  is  controlled  by  the  stop  at  the  top  of  the  mixer,  so  that 
the  supply  of  fuel  can  be  varied.  This  carbureter  could  work 
without  the  float-chamber  if  desired. 

1 14.  Alcohol  Carburetors.  Martha,  Japy,  Richard,  Brouhot, 
Marienfelde. — The  only  difference  which  requires  to  be  made 
when  alcohol  is  to  be  used  as  the  fuel  and  it  is  to  be  atomized 
and  vaporized  in  a  carburetor  is  that  the  carburetor  must  be 
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kept  hot  so  as  to  secure  the  vaporization  in  addition  to  the  simple 
atomizing  which  is  required  for  the  gasoline  carburetor  pre- 
viously discussed.  In  some  cases  the  conducted  heat  from  the 
working  cylinder  will  keep  the  pipe  hot  enough  to  vaporize  the 
alcohol  after  the  engine  is  once  working,  so  that  it  is  only  necessary 
to  get  the  engine  started  and  well  warmed.  After  this  the  same 
equipment  will  work  indifferently  on  alcohol  or  on  gasoline.  A 
convenient  plan  which  has  been  much  used  in  Germany  and  in 
France  is  to  make  the  carbureter  double,  as  is  shown  in  Fig.  69> 


FIG.  69. 

which  illustrates  the  Marienfelde  design.  This  is  a  constant- 
level  or  float-feed  carburetor  into  which  air  enters  through  the 
orifice  at  the  left  hand  and  surrounds  the  two  jets  C  and  E  in 
an  annular  current.  The  gasoline  enters  at  the  right-hand 
chamber  and,  with  its  level  controlled  by  the  float  A,  passes  into 
the  air-current  through  the  nozzle  at  C.  Above  the  jets  is  the 
shell  valve  J5,  which  is  shown  in  the  position  in  the  cut  for  the  work- 
ing of  the  carburetor  with  alcohol  through  the  left-hand  inlet- 
float  D  and  jet  E.  The  engine  is  started  cold  with  the  gasoline 
side  in  action,  which  will  require  no  heat  in  the  connections  to 
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start  the  motor.  After  the  motor  is  running  at  speed,  the  shell 
valve  is  turned  over  in  the  position  shown  in  the  cut,  when  the 
alcohol  begins  to  act  and  the  gasoline  supply  is  cut  off.  The 
valve  F  above  the  shell  valve  B  acts  as  a  throttle- valve  to  vary 
the  amount  of  air  and  fuel  which  passes  to  the  cylinder  from  the 
carbureter. 

The  more  usual  forms  do  not  use  the  double  principle,  but 
depend  upon  heating  the  atomized  alcohol  by  passing  it  in  a 
circuitous  passage  around  a  hot  exhaust-pipe.  In  the  Martha 
carburetor,  Fig.  70,  the  alcohol  enters  from  below  into  the  spray- 
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FIG.  70. 

ing  part  of  the  carburetor  and  is  aspirated  by  the  charging  stroke 
with  the  air  which  enters  through  /.  The  alcohol  is  atomized 
by  contact  with  the  corrugated  surface  and  the  netting  in  the  part 
B,  from  which  it  enters  at  the  side  of  the  horizontal  chamber, 
which  is  the  vaporizer.  The  alcohol  vapor  and  air  move  in  the 
spiral  channel  in  contact  with  the  exhaust-conduit  and  thus  out 
to  the  engine. 

In  the  Brouhot  carburetor,  which  is  more  properly  called  a 
vaporizer,  the  exhaust-gas  enters  at  the  bottom,  as  shown  by  the 
inlet  arrow  (Fig.  71).  If  the  valve  which  regulates  the  mixture 
is  shut  tight,  the  exhaust-gas  passes  spirally  around  the  central 
tube  in  one  direction,  while  the  alcohol  passes  in  a  reverse 
spiral  in  the  other.  The  alcohol  spiral  ends  at  the  top  where 
the  vaporized  alcohol  meets  the  pure  air  and  they  pass  together 
to  the  motor.  The  exhaust-gases  descending  from  the  top 
passes  out  at  the  bottom  as  they  would  if  the  regulating-valve 
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Pure  Air  Valve 


were  open.     Of  course  a  partial  opening  of  the  regulating-valve 
splits  the  exhaust- current  so  that 
only  a  part  of  it    passes  through 
the  vaporizer. 

In  the  Richard  form  the  float 
principle  is  used  (Fig.  72),  and  the 
jacketing  of  the  impact  surface 
by  the  hot  products  of  combustion 
entering  at  e  and  leaving  at  e'  causes 
the  atomized  alcohol,  spread  in  a 
thin  film  on  the  hot  cone  by  the 
deflector  d,  to  become  a  gas  and  to 
move  to  the  engine  through  the 
outlet  m.  In  the  Japy  carburetor, 
illustrated  in  Fig.  73,  the  ribbing 
of  the  passage  L,  where  it  is  sur- 
rounded with  hot  gas,  makes  that 
surface  act  as  vaporizer  for  the 
alcohol  which  passes  through  the 
float-chamber  A  and  the  control- 


Alcohol 
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FIG.  71. 


ling-valve  C.     The  inlet  of  air  at  E  is  controlled  by  the  valve  7. 

115.  Kerosene  Carburetors. — In  the  carburation  of  air  by 
kerosene  it  is  particularly  necessary  to  pay  close  attention  to 
the  vaporization  process.  In  the  discussion  of  the  kerosene-oil 
engine  in  its  earlier  forms  (par.  79)  the  difficulties  were  referred 
to  which  result  when  the  attempt  is  made  to  inject  the  liquid  oil 
without  atomizing.  The  motor  cylinder  either  becomes  coated 
with  a  hard  carbon  coat  resulting  from  decomposition  of  the 
oil  by  a  cracking  process,  or  the  cylinder  is  flooded  with  liquid 
oil  which  it  will  not  vaporize  completely.  If,  however,  the  ato- 
mized mixture  of  carburated  air  is  drawn  through  a  vaporizer  at 
nearly  a  red  heat,  the  carbon  deposit  disappears,  apparently 
carried  away  by  the  next  succeeding  rush  of  air,  and  when -this 
carburated  hot  air  meets  the  main  supply  of  air  required  for 
combustion  and  is  thoroughly  mixed  with  it,  the  combustion 


CARBURATION  AND  CARBURETORS. 


197 


appears  to  be  practically  complete  without  deposit  of  carbon. 
Before  the  engine  starts,  the  vaporization  has  to  be  effected  by 
a  separate  source  of  heat  or,  as  discussed  in  the  paragraphs  above ; 
or  the  engine  may  be  started  on  a  more  volatile  liquid,  such  as 
.gasoline,  and  be  changed  over  to  kerosene  when  the  motor  has 


FIG.  72. 


FIG.  73. 


become  well  heated.  It  will  be  apparent,  however,  that  where 
the  heat  from  the  exhaust-gases  is  used  as  a  supply  to  meet  the 
vaporizer,  the  regularity  of  its  action  must  be  affected  by  every 
condition  which  varies  the  discharge  of  heat  in  the  exhaust,  so 
that  every  stroke  without  explosion,  every  slow-down  with  dimin- 
ished fuel  energy  in  the  charge,  and  every  stop  of  the  motor 
permitting  a  cooling  of  the  vaporizer,  will  interfere  with  its  regu- 
larity. Reference  should  be  made  to  paragraphs  32  and  83. 

116.  Some  Principles  of  Design  of  Carburetors. — In  the 
design  of  gasoline  carburetors,  experiment  seems  to  show  that 
a  good  spraying  effect  at  the  jet  is  best  secured  by  a  velocity  of 
the  incoming  air  past  the  nozzle  between  75  and  80  feet  per 
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second.  Some  experiments  made  by  Mr.  L.  Berger  have  indi- 
cated that  when  the  suction-pipe  between  the  carburetor  and  the 
motor  is  sufficiently  hot  to  cause  the  globules  of  liquid  gasoline 
to  form  a  gas  on  striking  the  hot  surface,  35  square  inches  of 
surface  per  horse-power  at  a  temperature  of  180°  F.  will  secure 
complete  vaporization  at  atmospheric  pressure.  The  vapor  of 
gasoline,  according  to  these  same  experiments,  diffuses  in  the  air 
with  a  velocity  of  0.2  of  an  inch  per  second.  So  that  if  the  velocity 
of  flow  of  the  incoming  charge  is  known,  the  length  of  the  suction 
pipe  can  be  calculated  so  that  the  gasoline  vapor  may  have  time 
to  permeate  completely  the  air  by  coming  laterally  from  the 
walls  of  the  pipe  before  the  mixture  is  admitted  to  the  cylinder. 

With  kerosene,  on  the  other  hand,  about  31  square  inches 
of  vaporization  surface  are  required  per  horse-power,  heated  to 
a  temperature  of  390°  F.  at  atmospheric  pressure.  When  this 
principle  is  carried  out  in  a  kerosene  motor  the  volume  between 
the  atomizer  and  the  suction-valve  of  the  motor  will  become 
nearly  equal  to  the  volume  of  the  piston  displacement  with  a 
high-speed  motor. 


CHAPTER  XL 

IGNITION. 

120.  Introductory. — It  has  been  already  considered  that  the 
problem  of  increasing  the  heat  energy  of  the  mixture  of  gas  and 
air  behind  the  working  piston  demanded  that  after  the  mixture 
had  been  compressed  it  should  be  ignited  so  that  the  gas  should 
burn  in  the  oxygen  of  the  mixture  and  impart  the  increased 
pressure  due  to  this  heat.     This  ignition  should  be  so  timed  as 
to  occur  at  the  proper  point  of  the  cycle  so  far  as  the  gas  is  con- 
cerned and  at  the  proper  point  of  the  stroke  of  the  piston  so  far 
as  the  motor  is  concerned.     In  the  Otto  cycle  this  ignition  is  to 
take  place  at  such  a  point  that  the  combustion  shall  be  complete 
or  nearly  so  when  expansion  begins.     There  have  been  many 
methods  proposed  for  the  accomplishment  of  this  purpose,  each 
of  which  offers  certain  features. 

121.  Ignition  by  an  Auxiliary  Flame. — The  plan  of  igniting 
the  mixture  by  an  auxiliary  flame  was  early  tried.     In  its  simplest 
form  it  consisted  of  having  two  jets  or  burners  connected  to  the 
gas-supply  by  flexible  tubes.     These  jets  were  alternately  pre- 
sented to  the  explosive  mixture  and  ignited  it.     The  ignition  of 
the  explosive  mixture  was  necessarily  followed  by  the  extinction 
of  the  auxiliary  jet,  so  that  this  required  a  secondary  or  free  jet 
burning  in  the  open  air  by  which  the  igniting  jet  could  be  lighted 
after  each  succeeding  extinction.     One  of  the  earliest  forms  of 
this  combination  of  igniting  jet  and  continuous  lighting  jet  was 
the  system  of   Barnet,  whereby  the   igniting  jet  burned  within 
a  shell  or  casing  which  rotated  like  a  valve,  presenting  the  open- 

199 


200  THE  G4S-ENGINE. 

ing  in  the  casing  alternately  to  the  explosive  mixture  in  the 
cylinder  and  the  lighting  jet  which  burned  outside  of  it.  This 
system  is  open  to  the  very  serious  objection  of  the  escape  of  gas 
with  its  attendant  odor,  and  it  is  not  available  for  use  in  the  open 
air.  If,  at  any  time,  both  flames  were  extinguished,  the  engine 
ceased  to  operate.  It  could  also  give  only  about  40  ignitions  per 
minute.  Very  ingenious  combinations  of  the  flame-ignition,  and 
the  slide-valve  have  been  made  in  the  design  of  Otto  engines, 
with  a  view  to  increasing  the  number  of  ignitions  to  over  100 
per  minute  and  to  secure  continuity  of  the  igniting  flame  and 
overcome  the  flow  of  the  flame  in  the  wrong  direction  when  the 
pressure  due  to  the  compression  was  greater  than  the  pressure 
which  the  jet  would  resist. 

122.  Ignition  by  Internal  Flame.— In  the  Brayton  cycle  the 
igniting  flame  was  kept  burning  continuously  within  the  working 
cylinder  itself.     This  arrangement  was  possible  with  the  con- 
tinuous heating  process  of  the  Brayton  cycle  as  long  as  the  supply 
of  mixture  flowed  through  the  open  valve.     Since  the  pressure 
in  the  working  cylinder  was  enough  greater  than  that  in  the 
reservoir  which   supplied   the   continuous  burner,   there  was   a 
tendency  for  the  flame  to  be  blown  out  by  a  reversal  of  the  direc- 
tion   of   flow  in    the   jet.     A  safeguard  had  to  be  abundantly 
provided,   lest  the  flame  should  blow  back  into  the  reservoir 
within  which  it  would,  of  course,  be  propagated  and  would  result 
in  an  explosion.     This  was  secured  by  a  provision  of  wire-gauze 
safety  attachment,  but  in  case  of  the  deterioration  of  this  gauze 
the  danger  was  always  present.     This  gauze  was  an  element  of 
weakness  in  the  Brayton  engine,  and  in  spite  of  care  the  flame 
would  become  occasionally  extinguished,   when,   of  course,   the 
operation  of  the  engine  stopped. 

123.  Ignition  by  Heated  Metal  from  External  Jet. — A  system 
of  ignition  which  avoided  bringing  a  flame  or  jet  into  the  cylinder 
was  to  ignite  the  mixture  by  bringing  into  it  by  the  action  of  a 
slide-valve,  a  surface  which  had  been  heated  outside  the  cylinder 
by  the  action  of  an  auxiliary  jet  or  flame  in  which  the  surface 
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stood  at  rest  during  the  phases  of  the  cycle  in  which  there  was 
no  necessity  for  ignition.  The  difficulty  connected  with  this 
system  was  the  uncertainty  that  the  metal  surface  could  be  heated 
sufficiently  to  insure  ignition  when  the  mixture  was  such  as  to 
ignite  reluctantly  by  reason  of  its  impoverishment,  and  the  diffi- 
culty connected  with  the  deterioration  of  metal  exposed  to  oxida- 
tion at  high  heat.  This  metal  igniter  was  often  made  in  cage 
form,  so  that  a  large  metal  surface  should  be  exposed  to  the  gas 
as  soon  as  it  was  intruded  into  the  combustion-chamber. 
(Clerk.) 

124.  Ignition  by  Catalysis. — It  has  long  been  known  that  one 
of  the  properties  of  spongy  platinum  (known  as  catalysis)  is  that 
the  impact  upon  it  of  a  jet  of  combustible  gas  would  so  raise  its 
temperature  that  it  would  act  as  an  igniter.     This  property  was 
thought  of  and  applied  to  a  limited  extent  for  gas-engines,  but 
had  the  objection  that  with  a  mixture  of  varying  richness  the 
ignition  was  not  positive  nor  reliable. 

125.  Ignition   by   Incandescent   Wire    or   Cage   Electrically 
Heated. — In  order  to  avoid  the  objections  connected  with  the 
flame-heating  of  a  metal  to  be  introduced  into  the  combustion- 
chamber,  the  plan  has  been  used  of  heating  a  coil  of  platinum  or 
other  lesistant  wire  or  thin  strips  of  platinum  by  means  of  the 
resistance  which  they  offer  to  the  passage  of  an  electric  current. 
This  incandescent  platinum  is  carried  on  a  slide  from  which  it 
is   electrically  insulated    and  is  introduced  white-hot  into  the 
explosive  mixture.     By  this  plan  any  danger  of  blowing  out  of 
flame  is  avoided,  the  temperature  of  the  incandescent  metal  can 
be  made  high  enough  to  insure  ignition,  and  several  of  the  ob- 
jections to  the  previous  systems  are  avoided.     The  objections 
to  the  plan  are  those  incident  to  the  presence  and  unreliability 
of  the   electrical  apparatus   to   produce  the   incandescence.     If 
electrical  methods  are  to  be  used,  the  sparking  plan  presently  to 
be  discussed  is  more  convenient  and  cheap. 

126.  Ignition  by  Hot  Tube. — A  plan  of  ignition  which  offers 
some  advantages  is  to  pass  the  gas  mixture  into  a  tube  of  platinum, 
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porcelain,  nickel-steel,  or  similar  fire-resisting  material,  which  is 
kept  incandescent  by  an  external  flame  (Fig.  76).  The  entry 
of  a  small  portion  of  the  mixture  into  this  tube  brings  it  to  the 
ignition-point,  and  the  fire  is  propagated  through  the  entire  mass 
from  this  one  point.  The  objection  to  this  system  is  the  fragility 
of  the  incandescent  tube  if  made  of  porcelain,  which  is  liable 
to  break  under  jars  or  as  the  result  of  accidental  injury.  When 
platinum  or  steel  is  used  the  tube  is  not  so  fragile,  but  the  system 


FIG.  76. 

is  more  costly  and  the  tube  oxidizes  or  deteriorates.  With  the 
gasoline  motors  a  special  burner  for  burning  the  gasoline  is  re- 
quired which  shall  keep  the  tube  hot. 

In  the  handling  of  this  system  of  igniting  many  designers 
have  used  a  timing-valve,  which  should  open  the  hot  tube  to 
the  explosive  mixture  compressed  in  the  cylinder  just  at  the  right 
moment  to  have  the  ignition  propagate  itself  from  the  tube  to  the 
full  volume  of  mixture.  The  American  designers  have  not  used 
the  timing- valve,  rinding  that  by  adjusting  the  flame  which  heats 
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the  tube  to  different  points  in  its  length  it  is  possible  to  vary  the 
time  at  which  with  varying  compressions  and  characters  of  mix- 
ture the  full  ignition  shall  occur.  The  time  of  ignition  with  the 
Jiot  tube  will  depend  upon: 

1.  The  length  of  the  tube. 

2.  The  size  or  volume  of  the  passage  leading  to  the  tube. 

3.  The  amount  or  degree  of  compression  of  the  mixture  by 
the  piston. 

4.  The  temperature  of  the  tube;    the  hotter  the  tube,  the 
earlier  the  ignition;  the  cooler  the  tube,  the  later. 

5.  The   fact  whether   it  was  hottest  near  the  open  or  the 
closed  end ;  if  heated  near  the  open  end,  the  earlier  the  ignition. 

6.  The  temperature  of  the  mixing-  and  ignition- chambers. 

7.  The  temperature  of  the  jacket- water  outlet. 

8.  The  speed  of  the  engine. 

9.  The  quality  or  proportions  of  the  air  and  fuel  admitted. 

10.  The  pressure  of  the  intake  or  suction  stroke. 

11.  The  governing  action  and  the  system  of  governing. 

12.  Leakages:  at  piston,  at  exhaust,  past  valves. 

13.  The  state  of  the  surfaces  of  the  tube,  outside  and  in. 

14.  The  location  of  the  tube,  with  respect  to  receiving  and 
a-cting  on  new  or  fresh  mixtures,  or  mixtures  containing  burnt 
gases. 

It  will  be  apparent,  therefore,  that  where  an  engine  is  to  run 
at  variable  speeds  and  powers  so  that  the  governing  process  is 
to  vary  Nos.  8,  9,  10,  and  n  from  stroke  to  stroke,  and  particu- 
larly in  automobile  practice,  where  it  may  be  desirable  to  retard 
the  ignition  sometimes  until*  after  the  piston  stroke  has  begun 
and  been  partly  made,  the  hot  tube  has  given  way  before  the 
electric  ignition  methods.  The  hot-tube  ignition  cannot  be 
retarded  without  a  timing- valve,  and  even  with  it  it  is  uncertain. 
A  nickel-steel  tube  about  4  inches  long  of  \"  thickness  of  walls 
and  with  a  Ty  hole  through  it  will  last  about  three  years  when 
heated  continuously  to  a  good  red  heat. 
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127.  Ignition    by    High    Temperature    of    Compression. — In 

the  Hornsby  and  in  the  Diesel  oil-engines,  ignition  is  secured  by 
the  expedient  of  having  the  compression  space  of  the  cylinder 
kept  hot  by  having  no  water-jacket  at  this  point  of  the  cylinder, 
so  that  when  the  piston  returns  and  compresses  the  air  behind  it 
the  temperature  of  that  air  shall  be  so  raised  by  compression  that 
a  jet  of  combustible  oil  entering  that  air  will  be  at  once  raised 
above  the  firing-point  and  will  ignite  without  flame  or  spark. 
This  system  requires  that  in  order  to  start  the  engine  the  com- 
bustion-chamber shall  be  heated  from  without  by  some  form 
of  lamp  or  heater  until  it  is  hot  enough  to  produce  the  first  ignition. 
After  that  it  will  be  kept  at  ignition  temperature  as  long  as  the 
engine  is  working,  provided  the  governing  action  does  not  so 
impoverish  the  mixture  that  it  will  not  ignite  within  the  com- 
pression limits  at  which  the  engine  is  working.  These  engines, 
therefore,  must  always  receive  a  charge  of  combustible  so  that  there 
may  be  a  source  of  heat  to  keep  up  the  temperature  even  when 
the  engine  is  lightly  loaded.  If  the  weight  of  fuel  is  so  reduced 
by  governing  under  light  or  variable  loads  as  to  furnish  too  little 
heat,  the  strokes  will  gradually  become  less  powerful  as  the  com- 
pression-chamber cools,  until  finally  the  engine  stops. 

With  heavy  loads  and  high  compressions,  where  any  fuel 
may  have  remained  unburned  from  a  previous  charge,  this  system 
gives  trouble  from  back-firing  or  pre-ignitions.  Pre-ignitions  of 
this  character  often  result  from  the  presence  in  the  combustion- 
chamber  of  any  projection  or  small  isolated  mass  from  which  the 
conduction  of  heat  will  be  slow,  so  that  from  the  compressions 
and  ignitions  this  projecting  part  may  become  highly  heated, 
and  heated  faster  than  it  can  be  cooled  by  conduction.  Such  a 
projection  will  ignite  the  compressed  mixture,  even  while  the 
general  surface  of  the  cylinder  and  combustion-chamber  may 
be  too  effectively  cooled  to  do  so.  A  piece  of  an  asbestos  gasket 
sticking  out  of  its  joint;  or  a  bolt-head;  or  the  heated  points  of 
the  terminals  of  an  intended  electric  system,  will  act  in  this  way. 
Even  in  a  water- jacketed  cylinder  with  unusually  heavy  loads  the 
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cylinder  metal  may  itself  become  hot  enough  to  ignite  the  charges 
for  a  while,  even  when  the  regular  ignition  system  is  out  of  action. 
The  air-cooled  motor  will  often  prove  reluctant  to  stop  from  this 
same  action.  The  objection  to  the  system  is  its  uncertainty  with 
low  and  variable  compressions  and  widely  varying  loads.  Its 
advantage  is  its  avoidance  of  all  subsidiary  apparatus  to  cause  the 
desired  ignition,  and  its  dependence  upon  a  fundamental  law. 

128.  Ignition  by  Electrodes  and  Electric  Spark.  The  Jump- 
spark  System. — The  exceeding  convenience  and  compactness 
of  an  electric  system  of  ignition  of  the  explosive  mixture  in  a  gas- 
engine  cylinder  early  directed  attention  to  this  method.  It  was 


FIG.  77. 

used  by  Lenoir  in  his  historic  motor.  The  principle  is  to  cause 
a  spark  of  sufficient  intensity  to  pass  between  two  terminals  on 
an  electric  circuit,  the  spark  to  be  in  the  mixture  which  its  heat 
is  to  ignite  (Fig.  77).  It  is  only  necessary,  therefore,  to  insert 
into  the .  compression  volume  behind  the  piston,  a  plug  P  insulated 
from  the  metal  of  the  cylinder  walls  and  carrying  into  the  cylinder 
and  its  mixture  the  two  points  c,  c,  of  some  resisting  metal  with 
a  spark-gap  between  them,  and  then  at  the  proper  instant,  as 
determined  by  k  on  the  shaft  5  of  the  motor,  to  make  the  electric 
current  jump  the  gap  and  fire  the  mixture.  Fig.  78  shows  the 
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general  appearance  of  the  plug  with  the  cylinder  terminals  pro- 
jecting at  the  bottom.  The  plug  usually  fits  a  standard  half-inch 
pipe-thread,  and  may  easily  be  inserted  or  renewed.  The  inner 
point  in  the  form  illustrated  is  insulated  electrically  by  a  porce- 
lain or  mica  or  lava  or  soapstone  lining  or  core  from  the  metal 
of  the  engine,  while  the  outer  terminal  is  in  electrical  or  metallic 
contact  with  the  engine  or  its  frame  or 
mounting.  The  spark  therefore  passes 
the  gap  in  contact  with  the  mixture  when 
the  exterior  circuit  is  excited.  The  failing 
cases  for  these  plugs  are  the  closing  of  the 
gap  by  oil  or  lampblack  deposit  or  by 
water,  so  that  the  spark  does  not  form,  be- 
cause there  is  no  gap  for  it  to  jump;  or  the 
breakage  of  the  insulating  material  where- 
by the  current  is  short-circuited  in  the 
plug  and  does  not  reach  the  points.  If 
the  gap  is  filled  up,  it  can  be  formed  anew 
by  washing  the  points  in  liquid  gasoline; 
if  the  gap  has  become  too  wide  by  the  erosion  of  the  points  by 
heat,  the  spark  will  not  jump  across,  and  they  should  be  brought 
together.  About  a  sixteenth  of  an  inch  is  the  working  distance 
with  ordinary  electrical  currents  used  in  motors.  Fig.  78  also 
shows  the  double-gap  arrangement  which  has  been  found  to 
contribute  to  the  certainty  of  the  passage  of  the  spark.  The 
sec  nd  gap  is  external  to  the  cylinder  and  does  not  become 
fouled;  it  shows  plainly  to  the  eye  whether  the  spark  is  passing, 
its  resistance  acts  to  intensify  the  igniting  spark. 

There  are  two  systems  or  principles  of  electric  ignition.  One 
is  called  the  jump-spark  system,  and  depends  upon  the  principle 
which  is  utilized  in  the  Ruhmkorff  or  Faradaic  coil,  whereby  a 
secondary  current  of  high  intensity  flows  through  a  coil  of  fine 
wire  which  surrounds  a  primary  coil  of  coarser  wire  when  the 
primary  current  is  made  or  broken,  so  that  the  flow  of  electrical 
energy  is  intermittent  in  that  primary  circuit.  In  Fig.  79,  for 


FIG.  78. 


IGNITION. 


207 


example,  which  shows  a  typical  arrangement,  the  primary  circuit 
starts  from  the  primary  or  storage  battery  at  the  left,  and  its 
wires  A  and  E  are  shown  in  heavy  lines.  The  motor  is  at  the 
lower  centre,  and  the  primary  circuit  is  made  and  broken  by  the 
contact  end  K  on  the  spring  L,  which  bears  against  a  commutator 
surface  on  the  motor  shaft.  This  surface  carries  a  conducting 
arc  H,  so  that  as  the  shaft  revolves  the  primary  circuit  will  be 
made  when  H  passes  under  K  and  L.  This  primary  circuit 
ends  in  a  few  turns  of  large  wire  (perhaps  No.  14)  around  the 


FIG.  79. 

core  of  the  coil  above.  Outside  of  this  is  the  secondary  coil 
(perhaps  of  No.  36  wire)  making  a  large  number  of  turns  and 
shown  in  Fig.  79  by  the  finer  lines.  This  secondary  circuit  has 
the  sparking-plug  T  in  it,  projecting  into  the  motor  cylinder. 
When,  therefore,  the  main  switch  on  the  primary  circuit  is  closed 
(it  is  shown  open  at  the  lower  left  hand  of  Fig  79),  and  the  motor 
revolves,  the  primary  circuit  will  be  closed  at  an  adjusted  angle 
of  the  motor-crank,  whereupon  a  stream  of  sparks  of  high  in- 
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tensity  will  cross  the  gap  at  the  plug  and  fire  the  charge.  In 
the  arrangement  shown  in  Fig.  79,  the  vibrator  or  trembler  B  is 
made  to  vibrate  very  rapidly  by  the  make-and-break  of  primary 
circuit  which  occurs  at  B,  so  that  while  H  and  K  are  in  contact 
mechanically  several  electric  makes-and-breaks  occur  at  the  coil. 
The  other  way  to  effect  this  same  flow  is  the  mechanical  vibrator 
shown  in  Fig.  80.  Here  the  shaft  of  the  motor  C  is  recessed,  so 


FIG.  80. 

that  the  vibrator  T  is  held  away  from  the  contact-point  K  except 
when  the  end  of  T  falls  into  the  •  recess.  The  primary  circuit 
is  then  made  through  T  and  K  to  the  primary  terminals  M  and 
P  and  causes  the  secondary  to  flow  through  B  to  the  spark-plug. 
By  giving  a  certain  mass  to  the  contact  end  of  T  the  latter  will 
vibrate  against  and  away  from  K,  while  the  shaft-gap  is  passing, 
making  and  breaking  the  primary  circuit  mechanically,  which 
is  followed,  of  course,  by  similar  breaks  in  the  secondary,  and  a 
flow  of  sparks. 

It  will  be  apparent  from  either  of  the  two  preceding  illustra- 
tions or  from  Fig.  81  that  this  system  of  making  contact  by  a 
commutator  surface  on  the  motor  shaft  and  a  conducting  arc  B 
makes  it  very  easy  to  advance  or  retard  the  moment  of  the  passage 
of  the  igniting-spark  relatively  to  the  dead-centre  of  the  piston 
stroke.  By  arranging  that  the  centre  of  the  vibrator  H  in  Fig.  81 
may  have  an  adjustment  angularly  around  A  by  hand  or  by 
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governor,  the  angular  position  of  the  sparking  instant  is  obviously 
varied.  The  limit  to  this  adjustment  which  is  wise  may  easily 
be  set  by  stops  which  shall  prevent  too  wide  a  range  of  variation 
of  the  ignition.  Too  early  ignition  may  cause  the  engine  to  start 
backward;  too  late  ignition  may  cause  the  flaming  of  the  mix- 
ture to  be  still  in  progress  when  the  exhaust  opens. 

The  advantages  of  the  jump- spark  system  are  the  avoiding 
of  any  moving  parts  inside  the  cylinder,  and  the  strong  spark 


FIG.  81. 

which  results  even  from  low  battery  power  in  the  primary  circuit. 
A  battery  of  four,  six,  or  eight  cells,  giving  a  voltage  of  from  4^ 
to  6  volts  with  f  or  i  volt  per  cell,  and  an  amperage  of  8  to  1 6 
amperes  is  about  the  usual  standard.  Storage  batteries  giving  a 
capacity  of  from  100  to  300  ampere-hours  are  much  in  use  for 
automobile  motors.  Dry  batteries  with  carbon  and  zinc  ele- 
ments and  depending  on  the  usual  sal-ammoniac  paste  are  apt 
to  grow  weak  as  the  paste  dries  with  time. 

129.  Ignition  by  Electric  Arc.  Hammer-break  System. — 
The  other  system  of  electric  ignition  does  not  use  the  secondary 
circuit,  but  depends  upon  the  fact  that  a  break  in  th  flow  of  a 
primary  electric  current  will  reveal  an  arc  or  spark  passing  between 
the  broken  ends,  until  the  distance  between  them  becomes  too 
great  for  the  arc  to  jump.  If  such  a  break  can  be  made  inside 
the  cylinder,  and  so  that  the  arc  when  formed  is  surrounded  by 
the  explosive  mixture,  its  heat  will  ignite  it  and  the  stroke  will 
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be  made.  Fig.  82  shows  a  typical  arrangement.  The  cam  at 
the  bottom  is  so  timed  that  it  shall  lift  the  toe  D  outside  the 
cylinder  and  carry  inside  the  angular  motion  which  D  trans- 
mits to  C  at  the  proper  instant.  The  angular  motion  of  D' 
and  C  causes  the  arm  or  lever  inside  the  cylinder  to  be  torn 
away  from  the  contact  surface  of  the  insulated  pillar  against 
which  it  rests.  The  severing  of  this  contact  causes  the  arc  to 
pass  and  fires  the  charge.  The  spring  E  causes  the  contact  to  be 
remade  when  the  push-rod  G  is  forced  away  from  D  by  the  pin  L, 
and  the  inclined  surface  K.  From  the  fact  that, 
the  contact  terminals  must  waste  away  by  the  elec- 
tric oxidation  caused  by  the  passage  of  the  spark,, 
it  is  usual  to  give  some  enlargement  to  the  contact 
end  of  the  internal  lever,  so  that  it  receives  some- 
thing the  shape  of  a  hammer  on  a  handle.  This 
has  caused  this  arc  method  to  be  often  known  as 
the  hammer-break  system.  It  is  also  called  the 
contact  system.  To  give  greater  intensity  and 
duration  to  the  arc  a  sparking- coil  is  usually  in- 
serted in  the  circuit,  consisting  of  a  coil  of  about 
No.  14  insulated  wire  surrounding  a  core  made 
of  a  bundle  of  soft  Swedish-iron  wires  of  No.  20 
gauge  and  from  6  to  8  inches  long.  Such  a 
coil  acts  as  a  sort  of  condenser,  an4  increases  the 
tendency  of  the  current  to  flow  across  the  gap  after 
the  break  is  made.  If  its  resistance  is  excessive  it  takes  too. 
much  battery  power  and  current,  which  will  deteriorate  the  con- 
tacts unnecessarily.  From  ij  to  2  amperes  is  usually  enough 
battery  capacity. 

The  failure  of  this  system  comes  about  either  from  the  inter- 
position of  non-conductive  deposit  on  the  terminals,  so  that  no. 
current  passes,  or  from  a  conductive  deposit  which  short-circuits 
the  current  and  prevents  the  arc,  so  that  there  is  no  arc  formed 
across  a  gap.  Deposits  have  been  mitigated  in  ill  effect  by  making 
the  contact  of  the  terminals  a  wiping  or  sliding  one,  so  that  the.- 
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abrasion  of  the  moving  element  kept  the  fixed  one  clean.  It  is 
also  an  objection  to  the  system  that  it  compels  moving  parts  to 
be  inserted  into  the  hot  combustion- chamber  and  to  pass  through 
stuffing-boxes  in  the  walls  of  that  chamber.  To  give  a  spark  of 
a  given  intensity,  this  system  requires  more  battery  power  than 
the  other.  On  the  other  hand,  there  are  fewer  points  where 
failure  of  the  system  may  lurk,  since  there  is  but  one  circuit  and 
not  two,  and  no  vibrator  or  trembler  is  required. 

130.  Dynamo-  or  Magneto-electrical  Ignition.  General. — 
In  the  foregoing  discussion  the  source  of  electrical  energy  has 
been  some  form  of  battery.  It  is  obvious  that  an  electrical  cur- 
rent can  be  generated  by  the  revolving  armature  of  a  dynamo 
or  magneto-electrical  machine,  from  whose  action  the  necessary 
spark  action  can  be  secured,  and  the  cost  and  deterioration  in- 
cident to  battery  action  can  be  avoided.  Hence  a  tendency  to 
use  generators  is  a  feature  of  many  modern  designs,  partic- 
ularlly  of  automobile  motors.  The  dynamo  can  be  quite  small 
and  light  in  weight,  having  its  armature  driven  at  from  i;po  to 
2000  revolutions  per  minute  by  belt  or  friction  drive  from  the 
motor-shaft,  and  giving  a  current  of  10  volts.  The  objection 
is  obviously  that  a  battery  either  of  primary  or  storage  type  is 
required  to  start  the  motor  from  rest.  The  storage  battery  is 
more  usual,  since  the  dynamo  can  be  wired  to  charge  it  while 
the  motor  is  running.  Such  dynamo  and  battery  can  also  be 
used  for  lighting  the  lamps  for  night  use.  The  power  consumed 
is  small,  and  its  cost  is  offset  by  the  convenience  of  having  fewer 
battery  cells. 

The  general  argument  concerning  electrical  ignition  in 
either  form  urges  against  the  system  the  troubles  from  defective 
wiring,  chafing  of  the  wires  in  moving  motors,  short  circuits 
from  water,  and  leakage  of  current  from  poor  insulation.  The 
deterioration  of  the  batteries,  and  the  defective  contacts  from 
dirt,  oxidation,  loosened  connections,  and  the  like,  can  be  avoided 
by  careful  attention  and  inspection.  The  electric  systems  also 
fail  when  the  quality  of  the  mixture  to  be  ignited  or  its  tempera- 
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ture  falls  off,  so  that  a  "fat"  spark  of  normal  intensity  will  not 
insure  a  satisfactory  ignition.  In  old  weather  .and  with  a  cold 
motor  it  will  easily  happen  that  ignition  will  fail  at  the  start. 
With  battery  circuits  this  can  be  avoided  by  using  more  calls 
in  starting  than  will  be  required  after  the  motor  is  warmed  to 
its  work,  and  gradually  cutting  cells  out  of  the  circuit  until  only 
those  are  in  use  which  are  needed.  The  spark  must  plainly  be 
powerful  enough  to  raise  the  mixture  at  the  igniting-point  to  the 
necessary  temperature  for  a  propagation  of  the  flame.  This 
temperature  will  be  higher  for  a  lean  than  for  a  rich  mixture,  and 
variation  of  quality  may  make  variation  of  the  spark  intensity 
necessary  if  governing  of  the  motor  acts  to  impoverish  the  working 
mixture. 

It  will  be  apparent,  of  course,  that  a  failure  of  the  ignition 
system  must  cause  the  motor  to  stop,  and  an  opening  of  the 
switch  on  an  electric  ignition  circuit  is  an  effective  means  of  stop- 
ping the  motor  for  short  periods  in  automobile  practice. 


CHAPTER  XII. 

GOVERNING. 

135.  Introductory.  —  The  gas-engine  differs  from  the  steam- 
engine  in  the  method  to  be  used  to  vary  the  effort  as  the  resistance 
varies,  by  reason  of  the  fact  that  it  does  not  draw  a  supply  of 
energy  from  a  reservoir,  but  that  the  energy  is  generated  by  com- 
bustion in  the  cylinder  for  each  working  stroke.  The  capacity  of 
the  governor  to  increase  the  power  of  the  cylinder  at  need  is 
much  more  limited  than  in  the  steam-engine. 

It  follows,  therefore,  that  the  methods  which  are  usual  for 
the  steam-engine  require  not  only  modification  but  recon- 
struction when  applied  to  the  problem  of  governing  speed  under 
variations  of  load.  The  same  principles  which  apply  in  the 
steam-engine  apply  to  the  gas-engine,  concerning  the  desirability 
of  making  t  e  speed  of  the  engine  as  nearly  automatically  con- 
trolled by  the  governor  action  as  is  possible,  and  that  the  governor 
should  be  isochronous,  in  the  sense  that  it  shall  make  the  engine 
perform  its  cycle  in  equal  times  under  all  variations  of  load. 
Referring  back  to  the  fundamental  formula, 


, 

33,000 


it  will  be  apparent  that  this  can  be  written 


after  the  engine  has  been  actually  constructed,  since  A  and  L  are 
not  variables  and  33,000  is  a  constant  factor,  so  that  the  fraction 
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AL 

can  be  denoted  by  K.    If  it  be  desirable    to  keep  the 

33,000 

number  of  revolutions  invariable  as  the  horse-power  varies,  the 
quantity  to  be  varied  will  be  the  pressure  P,  and  the  methods 
to  be  used  will  be  directed  to  produce  that  variation.  But  the 
engine  will  be  at  its  best  when  working  with  the  maximum  value 
for  P  for  its  normal  condition;  hence  the  governor  as  a  rule  acts 
mainly  to  diminish  P  as  the  resistance  diminishes.  The  gov- 
ernor will  usually  be  of  the  shaft  type  with  revolving  weights 
which  are  moved  outward  by  the  acceleration  due  to  centrifugal 
force,  while  this  tendency  to  move  outward  is  resisted  by  springs 
which  draw  the  weights  inward  as  the  speed  falls.  By  having 
an  initial  tension  upon  the  springs,  there  will  be  a  tendency  to 
equilibrium  between  the  centrifugal  action  and  the  springs  only 
at  that  speed  for  which  the  governor  is  adjusted.  The  governor 
may  either  be  on  the  principal  shaft  of  the  motor  or  on  a  sub- 
sidiary shaft,  driven  by  gears. 
By  this  latter  arrangement  the 
governor  may  be  placed  where 
convenient.  In  many  forms  the 
operator  of  the  engine  can  con- 
trol the  action  of  the  governor 
by  hand  as  a  means  of  varying; 
the  speed  of  the  engine,  where  it. 
may  be  desirable  to  do  so.  In 
Fig.  83,  for  example,  which  shows 
an  enlarged  detail  from  Figs.  51 
and  52,  J  and  /  are  the  masses 
thrown  radially  outward  by  the 
centrifugal  acceleration  due  to 
the  rotation  of  the  motor- shaft. 


FIG.  83. 


The  springs  R  tend  to  draw  them  in.  As  the  balls  or  weights  fly 
outward,  their  tendency  is  to  slide  the  collar  K  to  the  right,  while 
the  springs  R  will  slide  the  collar  to  the  left  when  they  pre- 
ponderate. The  bent-lever  arms  O  and  L  cause  this  motion  of 
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K  and  its  equilibrium  under  action  of  the  centrifugal  and  spring 
forces  to  adjust  the  amount  of  opening  of  the  throttle-valve  F 
in  the  pipe  through  which  energy  is  supplied  or  controlled  with 
respect  to  "the  motor  cylinder.  The  long  upper  arm  M  can  be 
connected  by  a  rod  to  a  throttle-lever  at  the  operator's  hand,  so 
that  his  will  can  add  either  to  the  action  of  centrifugal  forces 
to  close  the  throttle-valve,  or  to  the  action  of  the  springs  R  to 
open  it.  The  sketch  of  course  applies  in  detail  to  only  one  sys- 
tem of  governing. 

136.  Governing  by  Missing  a  Charge.  The  Hit-or-miss 
Governor. — The  first  and  simplest  system  of  governing  was  to 
arrange  the  cam  by  which  the  inlet- valve  for  gas  was  raised  for 
the  suction  stroke  of  the  piston,  so  that  when  the  engine  was 
above  speed  this  cam  did  not  meet  the  lever  which  it  was  to  lift. 
The  engine,  therefore,  made  the  aspirating  stroke  without  draw- 
ing in  any  charge  of  gas,  and  of  course,  when  the  ignition  occurred, 
there  was  nothing  to  ignite.  In  some  early  forms  of  governor 
the  principle  of  inertia  was  applied  by  causing  a  reciprocating 
catch  which  should  normally  meet  the  end  of  the  valve-spindle, 
to  be  lifted  or  lowered  out  of  the  plane  of  that  spindle  by  the 
inertia  of  a  weight  attached  to  the  lever.  When  the  engine  was 
above  speed,  the  reciprocating  element,  moving  faster  than  the 
inertia  rate  of  the  weighted  ball,  caused  the  weight  and  attached 
lever  to  lag  behind  and  miss  connection  with  the  valve-stem. 

The  obvious  objection  to  this  system,  when  close  regulation 
is  demanded,  is  that  in  the  Otto  cycle  and  engine  the  missing  of  a 
working  stroke  results  in  an  inoperative  complete  cycle.  If  the 
load  suddenly  increases  just  after  the  charge  has  been  missed, 
there  will  be  a  notable  diminution  of  speed,  since  the  last  working 
stroke  took  place  two  revolutions  previous,  and  even  with  a  large 
weight  of  fly-wheel  the  variation  in  speed  could  not  fail  to  be 
detected.  Where  the  gas-engine  was  to  be  applied  to  incandes- 
cent electric  lighting,  or  to  other  purposes  where  close  regulation 
of  speed  was  a  vital  matter,  the  hit-or-miss  system  proved  unsatis- 
factory. It  has  still  been  retained  on  some  automobile  practice, 
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in  order  that  when  the  motor  is  disconnected  from  the  trans- 
mission machinery,  and  the  motor-shaft  with  its  fly-wheel  is 
revolving  idly,  there  shall  be  no  unnecessary  consumption  of 
fuel  from  having  an  impulse  in  every  cycle  when  the  engine  is 
thus  running  light. 

137.  Governing  by  Impoverishing  the   Charge. — A  method 
of  governing  in  some  respects  analogous  to  the  foregoing,  and 
derived  from  it,  is  to  have  the  governor  act  to  reduce  the  pro- 
portion of  gas  in  the  charge  relatively  to  the  amount  of  air  on 
the  aspiration  stroke,  but  not  to  cut  off  the  supply  of  fuel  com- 
pletely.    This  will  result  in  having  an  inflammable  mixture  in 
the  cylinder  on  compression,  but  one  which  is  so  low  in  fuel  that 
the  stroke  is  a  comparatively  feeble  one  when  the  charge  is  ignited. 
This  governing  is  effected  by  having  a  cam  of  variable  section 
adjusted  on  the  shaft  by  the  position  of  the  governor- weights, 
so  that  the  gas-valve  is  held  open  a  less  proportion  of  the  suction 
stroke.     The  difficulty  with  this  system  is  that  the  inflammability 
of  the  mixture  is  so  widely  varied  by  the  proportion  of  gas  to  air 
that  it  may  easily  occur  that  with  a  given  compression  the  mix- 
ture will  fail  to  ignite  at  the  beginning  of  the  working  stroke, 
whereupon  a  charge  of  combustible  mixture  is  expelled  through 
the  exhaust  with  a  waste  of  fuel  and  a  possible  danger  of  its 
being  ignited  in  some  undesired  place.     This  system  has  been 
a  favorite  one  with  gasoline  machines  in  which  the  air  was  car- 
bureted by  aspirating  it  through  a  mixing  device.     If  the  gasoline 
vapor  was  not  ignited  in  the  cylinder,  it  might  be  ignited  by  the 
flame  in  the  next  subsequent  somewhat  violent  exhaust,  giving 
rise  to  explosions  in  the  exhaust-pipes  which  are  noisy  and  alarm- 
ing. 

138.  Governing  by  Throttling  the  Normal  Charge. — A  more 
judicious  system  than  the  preceding  is  to  cause  the  governor  to 
act  upon  both  the  air-  and  the  gas-inlet,  so  that  a  less  quantity  of 
the  normal  mixture  is  drawn  into  the  cylinder,  but  the  propor- 
tions of  that  mixture  are  not  altered.     This  is  a  feature  of  the 
Westinghouse  engine  for  gas  (see  Fig.  36),  and  of  the  great  major- 
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ity  of  the  newer  automobile  engines  which  receive  carbureted  air 
from  a  carburetor.  The  system  figured  in  Fig.  83  has  this  system 
in  view,  the  throttle- valve  being  between  the  carburetor  and  the 
motor.  See  also  Figs.  51  and  52.  It  has  the  advantage  that  there 
is  an  ignition  and  a  working  stroke  in  every  cycle,  but  that  the 
pressure  in  the  cylinder  is  less  by  reason  both  of  the  diminished 
compression  and  the  diminished  amount  of  fuel.  By  keeping 
the  mixture  in  constant  proportions  the  danger  of  failure  in  the 
ignition  is  lessened.  It  is  safe  to  say  that  the  advantages  offered 
by  this  system  are  so  great  that  *the  tendency  in  design  is  to  make 
use  of  it  more  and  more,  either  exclusively  or  in  connection  with 
the  methods  of  governing  by  cut-off  and  by  ignition  shortly  to 
be  discussed.  It  avoids  the  difficulties  of  the  other  systems  and 
brings  the  governing  of  the  gas-engine  more  closely  into  parallel 
with  the  systems  used  in  the  steam-engine.  An  ingenious  system 
of  throttle-control  by  speed  has  been  applied  to  an  American  auto- 
mobile motor  (Winton,  Fig.  84).  A  rotary  air-pump  driven  by  the 


FIG.  84. 

motor  supplies  a  moderate  air-pressure  through  D  into  a  reservoir 
C.  Opening  from  this  is  a  cylinder  in  which  fits  the  piston  E. 
On  the  rod  of  the  latter  is  the  throttle-valve  F.  As  the  motor 
speeds  up,  the  pressure  rises  in  C  and,  overcoming  the  spring, 
closes  the  throttle  opening.  To  give  the  operator  control  over 
this  action,  an  outlet  from  C  is  controlled  by  a  push-button  and 
valve  at  A  and  G  under  the  heel  of  his  foot.  When  A  is  opened 
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wide  the  governing  action  is  practically  suspended,  since  the 
air-pressure  cannot  accumulate  in  C.  When  the  motor  is  stopped 
G  will  be  opened,  or  in  any  event  leakage  out  of  C  will  gradu- 
ally cause  the  throttle  to  open  wide,  so  that  when  the  start  is  to 
be  made  there  is  no  annoyance  from  reduction  of  pressure. 

139.  Governing  by  Throttling  the  Exhaust. — It  will  be  appar- 
ent that  the  net  work  of  the  working  stroke  in  a  multi-cylinder 
engine  can  be  reduced  and  a  braking  effect  in  a  single- cylinder 
engine  can  be  produced  if  the  free  discharge  of  the  products  of 
combustion  into  the  open  air  can  be  restricted  by  a  governing 
action  upon  the  opening  of  the  exhaust- valve.     This  throttling  of 
the  exhaust  operates  not  only  directly  to  diminish  the  net  forward 
or  driving  effort  on  the  crank-pin,  but  it  acts  to  leave  in  the  cylinder 
at  the  end  of  the  exhaust-stroke  a  certain  proportion  of  products 
of  combustion  which  are  confined  therein  and  which  must  expand 
by  the  aspirating  action  of  the  piston  down  to  and  below  atmos- 
pheric pressure  before  the  inlet- valves  for  gas  and  air  for  the  new 
charge  will  open.     The  aspiration  stroke,  therefore,  when  com- 
pleted, finds  the  cylinder  filled  in  part  with  neutrals  resulting 
from  the  throttled  exhaust  which  act  to  dilute  the  new  charge 
of  fresh  mixture.     This  action  is,  therefore,  in  effect  the  same 
as  that  of  throttling  the  normal  mixture  discussed  in  the  previous 
paragraph.     It  makes  a  hot  cylinder,  also,  from  the  compression 
of  the  hot  exhaust-gases.     This  same  action  results  if  the  exhaust- 
valve  is  opened  late  or  closed  early  in  the  exhaust  part  of  the  cycle 
and  during  the  exhaust- stroke. 

140.  Governing  by  Retarding   the  Ignition. — If  the  passage 
of  the  spark  between  the  points  of  the  sparking-plug  does  not 
occur  at  the  time  when  the  return  of  the  piston  for  its  compress- 
ing  stroke  has  produced  the  greatest  pressure  of  the  mixture 
in  the  compression  space,  but  takes  place  a  little  later,  after  the 
piston  has  begun  to  move  forward,  it  will  be  obvious  that  the 
igniting  of  that  mixture  will  not  produce  the  same  forward  effect. 
The  area  of  the  work  diagram  is  diminished  by  having  the  mix- 
ture at  the  beginning  of  the  working  stroke  retrace  the  curve  of 
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its  compression  before  the  ignition  raises  its  pressure  by  increas- 
ing its  temperature.  The  electrical  methods  of  ignition  are 
particularly  favorable  to  this  method  of  governing,  which  is  not 
possible  with  the  hot-tube  systems  nor  the  compression  plan. 

It  is  the  common  practice  to  adjust  the  normal  engine  to  fire 
its  charge  when  the  crank  is  about  15°  below  or  in  advance  of  its 
dead-centre.  This  lead  of  the  ignition  at  high  speed  particu- 
larly gives  a  chance  for  the  propagation  of  the  flame  at  constant 
volume  and  the  complete  establishment  of  pressure.  The  best 
mechanical  efficiency,  however,  favors  the  establishment  of  maxi- 
mum pressure,  after  the  piston  has  begun  to  move  forward  for 
its  working  stroke,  so  that  the  maximum  effect  should  not  be  so 
entirely  taken  up  on  the  shaft-bearings,  and  before  a  turning 
moment  has  been  created  for  the  crank.  That  is,  referring  to 
Fig.  85,  if  the  angle  of  the  ignition  line  ab  is  inclined  to  the  ver- 


FIG.  85. — Ignition,  +$. 

tical  by  about  5°  or  6°.  If  the  ignition  be  retarded  by  delaying 
the  spark-instant,  the  ignition  line  becomes  more  inclined,  and 
the  maximum  pressure^  comes  not  only  later,  but  by  the  expan- 
sion of  the  compressed  mixture  before  ignition  the  value  of  that 
maximum  is  less.  (Fig.  86.)  If  the  spark  is  still  further 
retarded,  the  diagram  of  effort  takes  the  shape  of  Fig.  87, 
which  is  from  a  6f  by  12  engine  at  240  revolutions,  with  the 
spark  timed  to  come  when  the  piston  is  J  of  an  inch  past  the 
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dead- centre.     The  diagrams  are  scaled  to  show  the  fall  in  pres- 
sure. 

A  difficulty  with  this  system  of  governing  is  that  the  time  of 
the  stroke  after  ignition  may  not  be  long  enough  for  the  complete 
combustion  of  the  mixture  before  the  stroke  is  completed  and 
the  exhaust-valve  opens.  Hence  the  combustion  continues  into 
the  exhaust  passages  and  pipe,  with  waste  of  heat,  objectionable 


Fro.  86. — Ignition,  ±o. 


FIG.  87. — Ignition,  —  £. 

noise  due  to  the  pressure,  and  possible  exhaust  explosions.  If 
this  system  is  used  in  connection  with  the  plan  of  throttling  the 
mixture  of  the  normal  charge,  a  wide  range  of  speed  and  power 
control  may  be  easily  attained. 

The  retarded-ignition  principle  is  also  of  advantage  in  the 
manipulation  of  multiple-cylinder  engines  for  convenient  start- 
ing. If  the  spark  period  be  delayed  quite  late  or  the  circuit 
broken  when  the  motor  is  being  brought  to  rest,  it  may  result 
that  when  the  engine  stops  there  is  a  compressed  charge  in  one 
of  the  cylinders  ready  to  ignite,  but  which  has  not  been  fired. 
When  the  spark  is  passed  on  drawing  the  retarding  arrangement 
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back  toward  the  dead-centre  period,  this  compressed  charge  will 
be  fired  and  the  motor  start  without  the  necessity  for  hand 
starting  or  the  use  of  auxiliary  apparatus. 

141.  Governing  by  Advancing  the  Sparlr.  Pre-igniting  the 
Mixture. — If,  instead  of  timing  the  ignition-spark  after  the  work- 
ing stroke  has  begun,  the  charge  be  fired  before  the  compression 
stroke  is  completed,  and  more  than  normally  before  the  piston 
has  reached  its  dead-centre,  it  will  be  apparent  that  the  effect 
is  not  only  to  act  as  a  brake  upon  the  compression  stroke  and 
retard  the  engine,  but  also  to  diminish  the  effective  energy 
of  the  working  stroke,  since  the  ignition  takes  place  before 
the  compression  is  complete.  This  action  can  be  carried  to 
a  point  at  which  the  tendency  of  the  fly-wheel  and  crank  to 
produce  compression  shall  be  made  by  the  ignition  of  the 
charge  early  enough  to  have  a  leverage  sufficient  to  start  the 
crank  revolving  in  the  opposite  direction,  which  would  cause 
the  motor  to  make  a  backward  stroke.  This  is,  of  course, 
the  limit  in  such  pre-ignition  and  should  not,  under  ordinary 
circumstances,  be  allowed  to  occur.  Usually,  in  automobile 


FIG.  88. 

practice,  the  control  over  the  point  of  ignition  is  in  both  direc- 
tions and  on  each  side  of  the  normal  point,  so  that  at  the  will  of 
the  operator  the  ignition  may  be  retarded  or  put  forward.  Fig.  88 
shows  the  work  diagram  reduced  in  area  from  64  to  42  by  ad 
vancing  the  spark,  and  shows  the  form  of  diagrams  which 
result. 
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142.  Governing  by  Cutting  Off  Admission. — A  system  of 
governing  has  been  used  by  Mr.  Chas.  E.  Sargent  whereby  the 
governing  effect  shall  be  to  cut  off  the  admission  of  mixture  when 
the  intake  stroke  is  only  partly  completed.  The  mixture  will 
be  rarefied  during  the  rest  of  the  stroke,  but  this  entails  no  loss,  as 
the  work  is  restored  upon  the  return  of  the  piston,  and  the  pres- 
sure is  restored  when  the  cut-off  is  reached  on  the  compression 
stroke.  Then  compression  begins  and  runs  through  the  remain- 
der of  the  stroke  only.  Hence  the  compression  is  varied  accord- 
ing to  the  work  to  be  done,  and  the  area  of  the  work  diagram 
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FIG.  89. 

varies  with  it.  Fig.  89  shows  a  number  of  superposed  strokes, 
and  the  governor  action  in  varying  the  cut-off  of  admission  and 
the  mean  effective  pressure.  Usually  the  ignition  is  made  to 
take  place  earlier  as  the  speed  tends  to  increase,  but  there  is  no 
loss  by  wire-drawing  due  to  throttling  effect.  The  terminal 
pressure  goes  down  with  this  system,  which  is  an  obvious  advan- 
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tage  as  respects  noise  from  the  exhaust.  This  cycle  in  modified 
form  has  been  proposed  by  Clerk  of  England,  Forest  of  France, 
and  Kohler  of  Germany.  It  bears  the  same  relation  to  the 
throttling  system  (par.  138)  as  the  automatic  cut-off  engine 
bears  to  the  throttling-engine  in  steam  practice.  It  is  a  system 
which  will  doubtless  prevail  more  and  more. 

143.  Governing    in    the    Two-cycle    System. — In   the   two- 
cycle  system  the  governing  by  throttling  the  exhaust  and  by  vary- 
ing the  points  of  ignition  is  not  as  simple  as  in  the  four- phase 
cycle.     The  fact  that  the  exhaust-ports  are  opened  by  the  motion 
of  the  piston  itself  at  the  completion  of  the  working  stroke  and 
are  closed  after  a  part  of  its  return  stroke  has  been  completed 
nearly  always  leaves  a  proportion  of  the  products  of  combus- 
tion entrapped  in  the  cylinder,  so  that  exhaust  throttling  does 
jiot  apply  and  the  opening  of  the  exhaust-ports  before  the  end 
of  the  stroke  makes  the  retarded-ignition  method  unsatisfactory. 
Most  two-cycle  engines  throttle  the  mixture.     The  method  adopted 
in  the  Korting  engine  of  retarding  the  admission  of  the  constant 
mixture  until  part  of   the    compression  stroke  has  been   com- 
pleted is,  in  principle,  the  same  as  that  of  throttling  the  normal 
charge  in  combination  with  an  action  to  dilute  that  charge  with 
products  of  combustion  which  are  not  completely  expelled  when 
the  admission  of  fresh  mixture  is  retarded.     It  is  apparent  that 
combinations  of  the  methods  discussed  above  can  be  made  other 
than  those  which  have  been  described  as  actually  applied. 

144.  Limitations    of    the    Gas-engine    by    the    Problem    of 
Governing. — It  is  obviously  difficult  in  the  single-cylinder  motor 
operating  with  the  four- phase  cycle  to  secure  a  uniform  torque 
of  the  engine- shaft,  even  with  a  massive  fly-wheel,  since  the  work- 
ing impulse  comes  but  once  in  each  two  revolutions,  even  when 
the  resistance  is  constant.      This  difficulty  is  mitigated  by  in- 
creasing the  number  of  the  cylinders  up  to  four,  so  that  there 
shall  be  an  impulse  at  each  half -re  volution,  as  occurs  with  the 
double-acting  single-cylinder  steam-engine.      It  is  also  made  of 
less  consequence  by  greatly  increasing  the  speed  of  the  fly-wheel 
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shaft  so  that  the  interval  of  time  between  impulse  strokes  shall 
be  correspondingly  lessened  and  the  resistance  attacked  by  the 
impulse  stroke  with  correspondingly  greater  frequency.  For 
these  reasons  the  limitations  set  to  the  use  of  the  single-cylinder 
four-phase  cycle  where  uniform  speed  of  rotation  was  demanded 
have  been  to  a  great  extent  removed.  It  remains  the  fact,  how- 
ever, that  even  the  best  methods  of  governing  have  not  yet  pro- 
duced such  nicety  of  adjustment  of  the  working  pressure  to  the 
resistance  as  is  possible  with  the  automatic  cut-off  steam-engine 
in  view  of  the  practical  impossibility  of  adjusting  the  release  of 
energy  in  the  stroke  within  the  narrower  limits  imposed  by  the 
rate  at  which  this  energy  is  released  when  the  charge  is  ignited. 
The  steam-engine  draws  from  a  reservoir  of  accumulated  pres- 
sure, and  may  draw  more  or  less  as  required  per  stroke.  The 
internal-combustion  system  must  receive  all  the  energy  resident 
in  the  mixture  received,  and  can  only  govern  by  varying  this 
amount  of  energy  before  it  is  released. 


CHAPTER  XIII. 

THE   COOLING    OF   THE   CYLINDER. 

145.  Introductory. —  Since    the    effective    utilization    of   the 
heat  energy  in  an  internal-combustion  motor  depends  upon  the 
difference  between  the  initial  and  final  temperatures  of  the  mix- 
ture which  drives  the  piston,  it  will  be  apparent  that  the  provi- 
sions for  cooling  the  gas  and  the  cylinder  in  which  it  operates 
are  only  second  in  importance  to  the  provisions  for  heating  this 
mixture.     It  is  desirable  that  the  gas  should  be  cooled  in  order 
that  it  may  carry  out  to  waste  the  minimum  amount  of  available 
energy.     It  is  desirable  that  the  metal  of  the  cylinder  should  be 
cooled  not  only  as  a  matter  of  comfort  to  those  who  are  about  it, 
but  to  prevent  deformations,  leaky  valves,  defective  alignment, 
and  oxidation  resulting  from  high  heat.     It  will  be  apparent, 
furthermore,  that  the  cooling  of  both  gas  and  metal  must  be  done 
with  convenient  means  and  without  requiring  too  great  bulk  or 
weight  of  the  medium  used  for  cooling.     It  may  be  said,  in  gen- 
eral terms,  that  there  are  two  methods  of  cooling  the  metal.     One 
is  by  the  use  of  water  and  the  other  by  the  use  of  air.     For  the 
cooling  of  the  gas  one  method  will  be  by  water  injection  and  the 
other  will  be  by  jacket-cooling  through  the  metal  walls  of  the 
cylinder.     The  water  may  be  most  effectively  used  upon  the  mix- 
ture by  injecting  it.     The  water  or  air  cooling  of  the  metal  will 
be  done  by  circulation. 

146.  Cooling  by  Injection  into  the  Air,  into  the  Expanded 
Gases,  into  the  Products  of  Combustion. — It  has  been  proposed 
to  inject  into  the  air  which  is  drawn  into  the  cylinder  on  the  aspi- 
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ration  stroke  a  certain  quantity  of  water  in  the  form  of  mist.  The 
compression  of  the  mixture  which  raises  its  temperature  will 
convert  this  finely  divided  water  into  steam,  which  will  partake 
of  the  heating  when  the  gas  ignites  and  by  its  higher  specific  heat 
shall  tend  to  keep  the  temperature  of  the  mixture  lower  than  it 
would  be  in  the  absence  of  such  water.  The  water  partakes 
of  the  cooling  due  to  the  adiabatic  expansion,  but  the  heat  to 
vaporize  it  when  the  pressure  is  lowered  at  the  opening  of  the 
exhaust  will  be  absorbed  from  the  products  of  combustion,  where- 
by their  temperature  will  be  lowered. 

A  variant  upon  this  plan  is  to  inject  the  water  in  spray  into 
the  expanded  gases  after  the  ignition  has  taken  place,  with  the 
idea  that  the  steam  thus  formed  should  partake  of  the  expansion 
in  the  cylinder  and,  by  the  absorption  of  the  heat  for  the  vapori- 
zation, cool  the  mixture  as  in  the  foregoing  method. 

The  difficulty,  so  far  as  both  systems  are  concerned,  is  that 
the  injection  of  this  spray  or  mist  of  water  with  its  higher  specific 
heat  tends  to  lower  the  temperature  in  the  cylinder  and  thus  to 
diminish  the  net  forward  effect  upon  the  piston;  and  to  be  effect- 
ive enough  to  render  a  water-jacket  unnecessary  the  quantity 
of  injection  water  required  would  render  combustion  impossible, 
by  reason  of  the  great  dilution  by  water-vapor  and  spray.  If 
little  water  is  injected,  so  that  this  effect  is  not  produced,  the 
water  does  little  cooling,  but  in  any  case  its  effect  is  to  diminish 
the  area  of  the  work  diagram  in  the  cylinder. 

Injection  has  also  been  practised  as  respects  the  products  of 
combustion  after  they  have  left  the  cylinder  and  are  in  the  ex- 
haust-passage. This  lowers  the  tension  of  the  exhaust -gases  by 
lowering  their  temperature,  but  produces  no  effect  upon  the 
medium  which  is  working  in  the  cylinder  itself.  It  is  not,  there- 
fore, usually  worth  while  to  pay  much  attention  to  the  heat  in 
these  products  of  combustion,  since  it  is  inconvenient  to  utilize 
it  in  any  practical  way. 

147.  Cooling  of  Metal  by  a  Water-jacket,  the  Steam  to  be 
Utilized  or  Wasted. — Since  the  specific  heat  of  water  is  unity, 
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it  is  the  most  convenient  medium  to  use  for  withdrawing  excess 
of  heat  from  the  metal  of  the  cylinder  and  its  valves.  This  is 
usually  accomplished  by  casting  the  cylinder  with  double  walls 
or  by  surrounding  it  with  a  brazed  copper- jacket  and  circulating 
the  cooling  water  through  the  hollow  spaces.  The  cool  water 
enters  at  the  bottom  and,  becoming  warmed,  it  flows  off  at  the 
top,  carrying  with  it  any  bubbles  of  steam  which  may  form  in 
the  process,  and  which  would  have  a  tendency  to  rise.  If  there 
is  an  abundance  of  water,  it  is  usually  convenient  to  waste 
the  heated  water  without  attempting  to  apply  it  to  any  useful 
purpose.  If  water  is  limited,  as  in  the  case  of  the  automobile 
engine,  it  will  be  necessary  to  use  some  means  for  cooling  it  in 
some  form  of  radiator,  whereby  the  heat  which  it  absorbs  in  cir- 
culating around  the  cylinder  shall  be  withdrawn  and  the  same 
water  used  over  and  over  again.  It  is  possible  to  utilize  the  heat 
which  the  water-jacket  will  carry  away,  but  ordinarily  this  is 
more  trouble  than  the  economy  which  it  represents. 

In  the  automobile  water-cooled  engine  the  radiator  for  cool- 
ing the  heated  water  is  made  of  a  coil  of  pipes,  each  pipe  being 
armed  with  a  very  large  external  radiating  surface  so  that  the 
movement  of  the  vehicle  through  the  air  shall  give  to  the  latter 
a  great  surface  upon  which  to  act  for  the  withdrawal  of  the  heat 
of  the  pipe  (see  par.  87).  Some  forms  of  radiator  have  trans- 
verse cooling  pipes  through  the  main  body  of  the  water,  and  in 
addition  to  the  motion  of  the  vehicle  through  the  air  a  further 
current  of  air  is  stimulated  by  a  propeller  fan  driven  from  the 
engine,  so  that  the  velocity  of  the  motor-shaft  shall  determine  the 
volume  of  cooling  air  and  not  alone  the  velocity  of  the  car. 

It  is  usual  to  let  the  cooling  water  reach  nearly  the  boiling- 
point,  or  about  180°  Fahr.,  so  as  to  keep  the  metal  below  the 
point  of  deformations,  and  yet  not  cool  the  cylinder- walls  unduly. 
If  the  water  boils,  of  course  it  gradually  dissipates  as  vapor  and 
must  be  replaced.  About  one  gallon  of  water  per  horse-power 
seems  to  be  a  convenient  proportion  for  the  tanks  which  carry 
the  cooling  water.  In  cold  climates  care  has  to  be  taken  in  the 
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cooling  of  out-of-door  motors  lest  the  cooling  water  freeze  when 
the  motor  is  at  rest.  This  has 'resulted  in  the  mixing  of  glycerine 
with  the  water  in  equal  parts,  or  the  'adding  of  chloride  of  cal- 
cium (CaCl2)  till  the  solution  has  a  specific  gravity  of  1.20. 
Such  a  solution  will  not  freeze  at  15°  below  zero  Fahrenheit. 
Trouble  has  often  been  experienced  with  water-cooled  motors 
which  use  water  containing  mineral  matter,  from  the  deposit  of 
such  scale-forming  material  in  the  jackets.  The  narrow  spaces 
become  clogged  with  the  deposits,  and  the  water  cannot  get  access 
for  cooling  the  metal. 

148.  Water-cooling  of  the  Piston. — While  the  surrounding  of 
the  cylinder- walls  by  circulating  water  in  the  water-jacket  has 
a  tendency  to  keep  their  Tnetal  cool,  it  does  not  affect  the  recip- 
rocating piston  which  touches  these  walls  over  a  comparatively 
narrow  surface  while  exposed  to  the  high  temperature  of  the 
charge  over  the  large  area  of  its  head.     This  has  necessitated, 
in  engines  of  large  size,  that  provision  be  made  for  cooling  the 
piston  by  circulating  water  through  hollows  cast  in  its  structure. 
This  is  shown  to  be  necessary  by  the  fact  that  even  when  the 
sides  are  water- jacketed   the   pistons  of   large  gas-engines  will 
appear  red  to  the  eye  in  the  dark,  in  the  absence  of  such  inner 
circulation.     The  water  is  introduced  either  by  means  of  a  flexi- 
ble connection  or  by  means  of  two  hollow  tubes,  finished  on  the 
outside,  which  slide  through  a  stuffing-box,  entering  into  cor- 
responding chambers  within  one  of  which  cool  water  is  main- 
tained under  pressure  and  through  the  other  of  which  the  heated 
water  is  discharged. 

149.  Cooling  by    Air-jacket.  —  The  inconvenience  of  carry- 
ing the  necessary  weight  of  cooling  water  in  the  automobile,  and 
the  annoyance  which  is  offered  in  winter  by  the  presence  of  this 
water,  and  the  danger  of  its  freezing  in  cold  weather,  when  the 
engine  is  not  in  operation,  have  brought  about  the  design  called 
the  air-cooled  motor.     The  cylinders  of  such  engines  are  cast 
with  deep  corrugated  exterior  surfaces,  so  that  for  a  given  diam- 
eter  of  cylinder  a  very  much   increased   surface   shall  be  pre- 
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sented  to  the  cooling  action  of  the  air,  both  by  radiation  and  con- 
tact. This  effect  may  be  increased  by  a  fan  action  which  shall 
blow  air  upon  the  radiating  surface  of  the  cylinder  and  tend  by 
this  action  to  keep  it  cool.  Such  cylinders  are,  of  course,  heavier 
than  the  water-cooled  cylinder,  but  the  weight  of  the  water  is 
avoided.  Fig.  50  shows  a  characteristic  structure  of  such  air- 
cooled  cylinders  (see  also  par.  87).  The  limitation  in  air- 
cooling  seems  to  be  set  by  the  quantity  of  heat  in  units  which 
is  liberated  on  the  working  stroke.  As  the  engine  grows  more 
powerful,  the  difficulty  of  effective  cooling  increases,  and  is  set  at 
not  far  from  ten  horse-power  at  present,  by  the  fact  that  enough 
air  cannot  be  brought  into  action  in  the  limited  surface  to  cool 
a  cylinder  heated  hot  by  a  large  weight  of  fuel.  If  the  cylinder 
is  not  adequately  cooled,  the  compression  of  the  charge  may  result 
in  pre-ignitions  or  back-firing,  and  difficulty  may  be  experienced 
in  stopping  it  quickly  without  inconvenient  use  of  powerful  brakes 
(see  par.  127). 

150.  The  Circulation  of  the  Cooling  Water  and  the  Amount 
Required  for  Cooling. — In  automobile  practice  it  has  been  ob- 
served that  it  is  usual  to  proportion  the  surface  of  the  radiator 
so  that  the  temperature  of  the  cooling  water  shall  rise  nearly 
to  the  boiling-point.  If  it  were  to  be  allowed  to  get  hotter  than 
this,  the  water  would,  of  course,  generate  steam,  which  would 
produce  a  pressure  upon  surfaces  ill  adapted  to  resist  pressure 
and  which  would  result  in  a  dissipation  of  the  water  in  the  tanks, 
requiring  its  frequent  renewal.  This  circulation  of  the  water 
through  the  jacket  and  the  radiator  is  accomplished  by  a  pump 
either  of  the  centrifugal  or  rotary  type  in  most  cases,  since  a  small 
volume  or  weight  of  pump  of  this  design  will  circulate  the  great- 
est weight  of  water  with  the  small  resistance  which  such  circu- 
lation offers.  The  weight  of  water  which  is  to  be  circulated  to 
keep  a  given  weight  of  metal  at  a  certain  fixed  temperature  is 
given  by  a  simple  equation  for  the  transfer  of  heat  involving  the 
temperatures,  specific  heats,  and  weights.  If  W  be  the  weight 
of  the  iron  to  be  cooled,  and  its  specific  heat  Ct-,  and  the  range 
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of  temperature  through  which  it  is  to  be  cooled  be  denoted  by 
tt—  12,  while  for  water  the  weight  be  designated  by  wt  specific 
heat  by  unity,  and  its  range  of  temperature  t2  —  tay  since  the  water 
and  the  iron  will  be  assumed  to  have  practically  the  same  tem- 
perature when  the  latter  has  been  cooled,  the  equation  will  appear 


•In  this  equation  the  temperatures  are  known  or  assumed 
and  the  unknown  quantity  to  be  calculated  is  w,  when  the  other 
elements  of  the  equation  are  known. 


CHAPTER  XIV. 

THE  COMBUSTION-CHAMBER  AND  THE  EXHAUST. 

151.  Introductory. — In  the  steam-engine  and  in  the  air- 
compressor  it  is  desirable  that  the  space  between  the  head  of 
the  piston  and  the  head  of  the  cylinder  should  be  reduced  to  the 
lowest  possible  percentage  of  the  volume  swept  through  by  the 
piston.  This  is  by  reason  of  the  fact  that  this  volume  in  the 
steam-cylinder  is  filled  at  each  stroke  by  steam  from  the  boiler 
which  is  not  required  to  do  the  work  of  that  stroke  and  which 
is  exhausted  with  the  working  steam  when  the  exhaust-valve  is 
opened.  In  the  air-compressor,  whatever  compressed  air  re- 
mains in  this  clearance  volume  expands  during  that  stroke  which 
should  be  entirely  the  admission  stroke  for  fresh'  air,  and  by  its 
expansion  precludes  the  opening  of  the  inlet-valves  until  the  pres- 
sure in  the  cylinder  is  less  than  the  atmospheric  pressure  without. 
In  the  gas-engine,  on  the  other  hand,  the  space  between  the  pis- 
ton and  the  end  of  the  cylinder,  when  the  engine  is  on  its  inner 
dead-centre,  is  the  space  in  which  the  combustible  mixture  is  to 
be  held  under  compression  from  the  return  stroke  of  the  piston, 
and  which  must  contain  a  sufficient  amount  of  the  combustible 
mixture  to  furnish  whatever  effective  pressure  is  to  be  exerted 
when  the  charge  is  ignited.  It  will  be  apparent,  therefore,  that 
the  volume  of  this  clearance  space  is,  in  effect,  the  combustion- 
chamber  of  the  engine,  and  it  must  bear  such  a  relation  to 
the  volume  of  the  piston  displacement  as  shall  give  the  desired 
compression  pressure  at  the  moment  that  the  charge  is  to  be 
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fired,  under  normal  conditions.     What,  then,  should  be  the  volume 
of  the  combustion- chamber? 

152.  Volume  of  the  Combustion-chamber. — The  volume 
of  the  combustion- chamber  will  be  very  greatly  dependent  upon 
the  quality  of  the  fuel  which  is  to  be  burned  in  the  engine.  While 
the  greater  the  pressure  caused  by  the  compression,  the  greater 
work  will  be  done  in  the  Otto  cycle,  a  definite  limit  is  set  with 
rich  mixtures  which  are  readily  ignited.  With  gasoline  gas, 
for  instance,  it  is  impossible  to  carry  the  compression  above  80 
pounds  per  square  inch,  since  the  heat  generated  by  the  com- 
pression within  these  limits  will  be  sufficient  to  pre-ignite  the 
charge,  causing  the  piston  to  make  a  back  stroke.  With  lean 
mixtures,  such  as  blast-furnace  gas,  the  compression  pressure 
may  be  made  much  greater  than  this,  without  danger  of  pre- 
ignition.  The  following  table  gives  some  data  concerning  the 
limits  of  pressure  with  combustibles  of  different  points  of  ignition: 

COMPRESSION  PRESSURES  IN  POUNDS  PER  SQUARE  INCH. 


Blast- 
furnace 
Gas. 

Producer- 
gas. 

Illuminating-gas. 

Natural 
Gas. 

Weak. 

Rich. 

Small  and  medium  cylinders  

125 
140 

90 
80 

65 
60 

55 

50 

Large  cylinders 

150 

If  these  limits  be  used  in  the  computations  which  underlie 
the  results  in  paragraph  203,  and 

Vt  =  clearance  +  displacement, 

v2  =  clearance  which  is  the  combustion-chamber, 
then  will  v1—v2  =  piston   displacement,  and   the   ratio   between 
these  quantities  called  R  will  be 


clearance 


— v2     displacement 


-R, 


THE  COMBUSTION-CHAMBER  AND   THE  EXHAUST.          233 
whence 


Initial  volume 
Final  volume 

Substituting  these,  the  computations  take  the  following  form, 
in  which  the  compression  pressures  are  given  in  atmospheres : 
For  natural  gas 


*=w^=dr70%- 


For  street -gas 


R=7-^r —  =  —  =  56%. 
(4)'74-i     1.79    D  /0 


For  producer-gas 
R  = 


For  the  Diesel  high  compression 


From  these  derivations  the  origins  of  the  usual  values  are 
made  to  appear.  When  the  builder  does  not  know  what  fuel 
is  to  be  used,  but  is  obliged  to  make  a  commercial  article  which 
will  not  be  too  far  amiss  for  any  ordinary  case,  he  selects  the 
middle  of  the  series  and  a  mean  value.  This  explains  the  very 
general  adherence  to  about  30  per  cent. 

153.  Form  of  the  Combustion-chamber.  —  It  is  desirable 
for  reasons  of  strength  and  simplicity  in  casting  that  the  combus- 
tion-chamber be  of  rounded  or  spheroidal  form,  with  no  corners 
or  pockets  in  its  volume.  The  openings  leading  to  the  valves 
for  similar  reasons  should  open  small  vestibules  into  the  combus- 
tion-chamber, so  that  the  gas  in  these  entries  may  partake  of 
the  facility  of  ignition  belonging  to  the  main  volume  of  mixture. 
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It  has  been  found  that  some  very  curious  phenomena  result  from 
such  a  shape  of  the  combustion  volume  behind  the  piston  as  shall 
make  the  ignition  of  the  mixture  resemble  a  succession  of  explo- 
sions. When  these  shapes  of  the  combustion-chamber  and  its 
entries  are  conducive  to  this  action,  there  are  developed  pulsations 
in  the  mass  of  gas  which  seem  to  be  curiously  cumulative  in  effect 
and  which,  when  the  right  proportions  are  attained,  reach  an 
intensity  close  to  the  limit  of  the  possibility  of  their  being  resisted 
by  the  metal.  These  pulsations  reveal  themselves,  often,  to 
the  indicator-card  by  a  succession  of  waves  in  the  line  of  expan- 
sion which  would  naturally  be  attributed  to  inertia  of  the  indi- 
cator-piston and  attached  parts,  but  which  can  be  proved  to  be 
the  result  of  this  pulsating  action  by  the  very  simple  experiment 
which  is  described  in  paragraph  204  of  Chapter  XIX,  to  which 
the  student  is  referred. 

154.  Disposal  of  the  Exhaust-gases.  —  The  exhaust  from 
the  cylinder  should  be  mainly  carbonic  acid  gas,  steam,  and  air. 
With  the  gasoline  engines  there  may  be  present  a  certain  amount 
of  hydrocarbon  gas  incompletely  burned,  which  will  give  a  slight 
color  to  the  exhaust  with  a  characteristic  odor.  In  damp  weather 
the  exhaust  also  may  contain  a  little  steam  from  the  moist  air 
drawn  into  the  cylinder  and  there  made  into  steam  to  appear 
in  the  cooled  exhaust  in  visible  form.  The  requirement  in  many 
cities  for  stationary  practice  is  that  the  exhaust-pipe  from  the 
engine  must  first  discharge  into  a  reservoir  or  pot  from  which  the 
exhaust-pipe  proper  shall  pass  out  and  shall  be  carried  continu- 
ously through  the  chimney  or  flue  to  the  open  air.  The  purpose 
of  the  pot  or  chamber  is  that  any  explosions  due  to  defective 
propagation  of  the  flame  in  the  mixture,  or  due  to  improperly 
timed  ignitions,  may  occur  in  the  pot  rather  than  at  a  place  where 
they  might  be  attended  with  more  danger  of  fire.  In  some  con- 
siderable plants  the  exhaust  from  the  engines  has  been  taken 
into  a  subterranean  cistern  fitted  with  a  loose  cover  of  planks 
and  weighted  with  iron.  The  purpose  of  this  structure  was  to 
form  a  relief -valve  for  the  harmless  release  of  explosion  energy 
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which  escaped  from  the  cylinders  and  had  to  be  taken  care  of  in 
the  exhaust  circuit. 

155.  Back-pressure     of    Exhaust-gases.  —  In    the    ordinary 
Otto  cycle  the  gases  at  the  end  of  the  working  stroke  will  have 
a  pressure  of  varying  intensity,  but  considerably  above  that  of 
the  atmosphere.     This  fact  explains  a  considerable  noise  in  the 
escape  of  the  exhaust-gases,  since  they  are  at  pressures  and  tem- 
peratures above  that  of  the  atmosphere,  which  will  result  in  a 
considerable  release  of  energy  when  they  come  together.     The 
volume  of  the  exhaust-gases  will  be  increased  by  the  release  of 
the  pressure,  but  diminished  by  the  drop  in  temperature.     If  the 
pressure  be  nearly  that  of  the  atmosphere,  the  effect  of  the  tem- 
perature change  is  to  diminish  the  volume,  while  if  the  pressure 
is  above  the  atmosphere,  the  tendency  to  expand  takes  prece- 
dence over  the  tendency  to  contract.     The  expansion  is  the  occa- 
sion of  the  noisy  cough  which  is  more  frequent  than  the  other 
effect. 

The  Clerk  system,  which  has  the  exhaust-port  uncovered  by 
the  traverse  of  the  piston  near  the  end  of  its  stroke,  and  which  is 
used  in  most  of  the  two-phase  engines,  can  be  used  with  or  with- 
out an  additional  exhaust- valve.  When  used  with  a  second  valve, 
it  will  be  apparent  that  the  release  of  pressure  by  the  uncovering 
of  the  lateral  port  in  the  cylinder  takes  off  much  of  the  pres- 
sure against  which  the  lifting  poppet-valve  in  the  Otto  system 
has  to  work.  Among  the  engines  using  this 'double-exhaust  are 
the  White  and  Middleton,  the  New  Era,  and  the  Springfield 
machines.  The  Clerk  port,  being  without  effect  on  the  back- 
pressure of  the  return  or  exhaust  stroke,  can  have  its  pipe  and 
its  noise  very  effectively  muffled  (§  156),  while  the  low  pressure 
prevailing  during  the  cleansing  stroke  causes  little  noise  in  any 
case.  If  there  are  two  exhaust-ports,  it  is  convenient  to  pipe 
them  separately,  since  the  pressures  in  each  pipe  will  differ  widely 
as  will  also  the  phenomena  connected  with  them. 

156.  Muffling   of    the    Exhaust. — In  order  to  diminish  the 
unpleasant  noise  resulting  from  the  pressure  and  change  of  volume 
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of  the  exhaust  as  it  escapes  into  the  open  air,  a  number  of  devices 
have  been  presented  on  various  designs  of  machine,  which  are 
known  as  mufflers  in  America,  and  as  silencers  in  English  and 
European  practice.  The  theory  of  the  silencers  or  mufflers  is 
to  secure  one  or  all  of  four  results.  The  first  is  to  reduce  the 
pressure  of  the  gases  until  they  are  as  nearly  as  convenient  at 
the  same  pressure  as  the  atmosphere  when  they  are  ready  to  es- 
cape into  it.  Second,  this  is  secured  by  allowing  the  gases  to 
expand  in  volume  and  in  this  process  to  become  cool.  Third, 
the  effect  of  such  expansion,  which  is  the  manifestation  of  tha 
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FIG.  90. 

reduction  of  pressure,  is  to  diminish  the  velocity  with  which  the 
gases  escape  into  the  open  air,  which  velocity  is  partly  the  occa- 
sion of  noise.  Fourth,  all  of  these  foregoing  results  are  helped 
if  the  body  of  escaping  gas  is  broken  into  a  number  of  smaller 
streams,  by  being  baffled  and  allowed  to  escape  through  a  large 
area  in  divided  form.  Any  construction  of  muffler  which  will 
reach  these  results  will  meet  the  case.  It  is  quite  usual  to  use 
a  piece  of  pipe  or  tube  of  diameter  considerably  greater  than 
that  of  the  exhaust-pipe  (Fig.  90),  and  to  allow  the  exhaust-gases 
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to  enter  into  that  larger  pipe  or  tube  through  a  number  of  small 
openings  whereby  the  volume  of  the  gas  is  gradually  increased, 
its  pressure  reduced,  the  volume  expanded,  and  the  final  dis- 
charge takes  place  through  a  great  number  of  openings. 

Other  plans  are  to  fill  the  enlarged  pipe  or  tube  with  baffling 
partitions,  so  that  the  velocity  of  the  gas  is  greatly  retarded,  while 
the  areas  through  which  it  passes  are  large  enough  to  result  in  no 
back-pressure  upon  the  exhaust-pipe,  and  at  the  free  end  the 
velocity  is  very  low.  The  muffler  can  conveniently  be  at  some 
considerable  distance  from  the  engine  (Fig.  91),  so  that  in  the 


FIG.  91. 

length  of  pipe  which  couples  the  engine  to  the  muffler,  there  may 
be  opportunity  for  the  cooling  of  the  gases  before  they  enter  the 
muffler.  If  this  cooling  can  occur,  it  is  followed  by  a  lowering 
of  the  pressure,  a  diminution  of  the  volume,  and  a  greater  effect 
of  the  muffler  in  silencing  the  noise  of  the  escape.  The  baffling 
in  the  muffler  can  be  done  with  perforated  plates,  with  coils  of 
wire,  with  pebbles  or  balls,  through  which  the  gases  must  pass 
on  their  way  out. 

Unless  this  baffling  device  is  located  in  chambers  of  enlarged 
volume,  it  will  be  apparent  that  the  tendency  of  this  plan  of  silen- 
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cing  will  be  to  produce  an  increased  back-pressure  on  the  exhaust 
stroke  of  the  cylinder.  This  may  be  enough  to  invade  the  power 
of  the  stroke  by  acting  in  the  same  way  as  the  method  of  govern- 
ing by  throttling  the  exhaust.  In  many  forms  of  the  automo- 
bile engine  a  by-pass  is  arranged  so  that  when  the  motor  is  to 
propel  the  carriage  slowly,  as  in  city  streets,  the  muffler  will  be 
in  action  and  the  exhaust  silenced;  when  the  open  country  is 
reached,  where  noise  is  of  less  moment,  the  muffler  is  switched 
off  and  the  exhaust  takes  place  freely  through  a  direct  connection 
to  the  air,  with  the  attendant  noise,  but  diminished  back-pressure. 
To  be  effective,  a  muffler  should  be  of  large  volume. 

In  the  exhaust-pipes  from  stationary  motors,  discharging 
into  the  open  air,  an  effective  silencing  has  been  secured  by  the 
simple  expedient  of  cutting  slots  in  the  side  of  the  pipe  near  its 
end,  so  that  as  the  moving  column  of  gas  drew  near  to  the  open- 
ing, whereby  it  would  naturally  escape  with  considerable  velocity 
into  the  air,  the  pressure  was  allowed  to  fall  by  a  free  but  gradual 
expansion  through  these  slots  sidewise.  The  principle  of  this 
suggestion  is  undeniably  sound  in  the  light  of  the  foregoing  dis- 
cussion. 


CHAPTER  XV. 

MANIPULATION  OF  GAS-ENGINES. 

160.  Introductory.  —  The    gas-engine   appears   in   so   many 
forms  which  differ  in  detail  to  such  an  extent  that  it  is  not  easy 
to  give  suggestions  as  to  the  manipulation  of  such  machines  which 
shall  be  applicable  in  every  case,  or  which  shall  apply  to  all  forms 
of  the  internal-combustion  engine.      Certain  fundamental  prin- 
ciples, however,  must  be  observed  in  all  cases,  to  which  attention 
may  properly  be  directed. 

161.  Effects  of  Quality  or  Richness  of  the  Gas. — If  the  gas 
used  in  the  motor  comes  from  a  street  main,  it  is  usually  of  a 
certain  standard  quality  or  calorific  power  and  will  not  be  likely 
to  vary  at  different  seasons  of  the  year  or  on  different  days.     Where 
the  gas  comes  from  a  producer,  it  is  likely  to  vary  in  richness  with 
variations  in  the  operation  of  the  producer  itself  and  variations 
in  the  fuel  from  which  the  gas  is  distilled.     But  the  widest  varia- 
tions and  those  which  are  the  sources  of  the  greatest  trouble  occur 
as  the   result  of  varying  carburation  of  the  gas  in  automobile 
motors,  and  from  such  action  of  the  governor  as  will  vary  the 
percentage  of  hydrocarbon  in  the  volume  of  the  mixture  of  air 
and  fuel  which  enters  the  cylinder  in  any  stroke. 

If  the  engine  be  adjusted  to  a  normal  running,  with  a  cer- 
tain proportion  of  air  and  fuel  in  the  mixture,  the  mixture  may 
be  varied  either  by  impoverishing  it  below  this  normal  proportion 
or  by  enriching  it  above  the  normal  (§§  100,  137).  If  the  mixture 
is  impoverished,  the  effect  will  be  likely  to  manifest  itself  in  a 
reluctance  to  ignite.  A  failure  to  ignite  will  obviously  result  in  na 
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impulse  or  working  stroke  at  the  normal  interval  of  such  impulse 
which  will  result  either  in  the  motor  working  irregularly,  or  per- 
haps in  explosions  in  the  exhaust-pipe,  or  both.  Too  poor  a  mix- 
ture will  be  the  consequence  of  defective  working  of  the  carburetor 
or  inadequate  opening  of  the  fuel  inlet- valve.  An  impoverished 
mixture  will  be  particularly  annoying  where  hot-tube  or  hot-sur- 
face ignitions  are  used,  since  the  compression  may  not  produce 
a  temperature  sufficient  for  the  ignition  to  be  properly  timed 
with  respect  to  the  working  stroke.  If,  on  the  other  hand,  the 
mixture  be  enriched  above  the  normal,  there  may  result  an  irregu- 
lar working  due  to  pre-ignition  of  the  charge,  particularly  with 
hot-tube  systems  of  ignition,  since  the  temperature  of  such  rich 
mixture  will  be  raised  to  the  ignition-point  before  the  full  com- 
pression stroke  is  completed.  This  will  make  the  engine  work 
irregularly  and  with  considerable  sacrifice  of  its  full  capacity. 
It  is  obvious  that  too  rich  a  mixture  is  wasteful  of  fuel,  since  more 
than  the  necessary  amount  is  supplied  at  each  stroke,  and  while 
the  power  of  the  working  stroke  is  increased,  the  engine  will  be 
noisy  and  will  operate  with  considerable  shock  and  jar.  In  view 
of  the  principle  of  the  compression  cycle  it  is  of  advantage,  so  far 
as  the  volume  of  the  cylinder  is  concerned  and  the  economy  of 
fuel,  to  compress  to  a  considerable  degree  before  the  charge  is 
ignited,  and  it  is  desirable  not  to  make  the  charge  so  rich  as  to 
make  it  difficult  to  secure  a  high  compression  without  danger  of 
pre-ignition.  Pre-ignition  in  starting  the  "engine  is  particularly 
annoying,  since  under  these  circumstances  the  motor  will  start 
backwards. 

162.  The  Starting  of  the  Engine. — The  first  step  in  the  pro- 
cess of  starting  a  gas-  or  gasoline-engine  is  to  see  that  all  the  appli- 
ances for  lubrication  are  full  of  oil  and  in  working  order.  The 
modern  engine  is  universally  supplied  with  sight-feed  oil-cups 
on  the  stationary  bearings,  either  as  single  units  or  having  a  com- 
mon reservoir  of  oil  from  which  small  pipes  lead  to  the  various 
points  requiring  to  be  oiled.  The  advantages  of  the  reservoir 
system  are  that  it  is  easy  to  stop  the  flow  from  all  cups  at  once 
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'when  stopping,  and  equally  to  start  all  cups  when  the  motor  is 
ready  to  start.  After  the  flow  is  once  adjusted  as  each  bearing 
may  require,  it  should  not  need  subsequent  attention,  except  to 
see  that  the  pipes  are  not  clogged  by  a  gumming  process  nor 
from  impurities  in  the  oil. 

After  the  oil-cups  and  lubrication  have  been  attended  to,  the 
ignition  circuit  should  be  next  made  ready.  If  the  ignition  is  by 
the  flame  system,  the  open  burner  is  ignited  by  turning  on  the  gas 
and  lighting  it  at  the  outlet.  If  the  hot-tube  system  or  the  hot- 
chamber  system  is  used,  the  necessary  heat  in  tube  or  chamber 
is  to  be  secured  by  starting  the  pre-heating  lamp  or  burner.  This 
pre-heating  lamp  may  be  of  any  of  the  types  which  will  meet 
the  purpose  of  bringing  the  surface  to  the  required  temperature, 
and  the  necessary  time  must  be  allowed  before  the  engine  is  to 
make  its  first  stroke.  If  the  electric-ignition  systems  are  used, 
it  is  desirable  to  examine  the  electrical  connections  and  to  see 
whether  the  spark  passes  or  the  arc  is  formed,  so  that  if  ignition 
should  fail,  the  origin  of  the  difficulty  may  be  known  to  be  in 
some  other  element  than  in  the  electric  circuit.  A  brief  treat- 
ment will  be  given  in  a  later  article  of  this  chapter  concerning 
the  usual  troubles  of  electric  ignitions. 

The  next  step  is  to  make  the  engine  begin  its  cycle.  This 
has  to  be  done  by  some  mechanical  force  acting  upon  the  crank- 
shaft to  move  the  piston  in  the  cylinder  so  as  to  cause  it  to  draw 
in  the  charge  of  air  and  fuel  on  the  outgoing  stroke  and  com- 
press that  charge  on  the  return  stroke  and  cause  the  ignition  as 
the  piston  draws  near  to  and  passes  the  dead-centre.  In  small 
engines  this  rotation  of  the  shaft  is  done  by  hand,  the  engine  be- 
ing turned  over  by  its.  own  fly-wheel,  in  stationary  practice.  In 
automobile  practice  the  motor  is  released  from  the  driven  mech- 
anism by  throwing  out  a  clutch,  and  the  motor-shaft  is  turned  by 
hand  by  means  of  a  crank.  In  engines  of  the  middle  size  it  is 
quite  usual  to  arrange  a  special  cam  on  the  valve-shaft  which 
will  release  a  certain  amount  of  the  pressure  of  the  compression 
stroke  which  might  be  sufficient  to  prevent  the  hand-starting 
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process  from  having  sufficient  power  to  bring  the  engine  to  its 
inner  dead-centre  and  cause  the  first  ignition.  In  large  plants 
some  mechanical  appliance  has  to  be  furnished  to  give  sufficient 
power  to  produce  these  first  compressions  and  first  ignitions. 
This  may  be  (par.  164)  a  storage  of  compressed  air,  or  in  plants 
of  sufficient  magnitude  a  small  independent  auxiliary  motor  may 
be  used  to  start  with.  It  is  better  to  make  the  starting  turning 
of  the  engine  with  some  speed,  since  the  compression  and  igni- 
tion are  more  certain  by  this  plan  than  when  the  turning  is  more 
leisurely.  When  everything  is  normal  the  engine  should  start 
within  two  revolutions  of  the  starting  effort  on  the  crank-shaft. 

It  is  an  obvious  advantage  of  the  multi- cylinder  engine  that 
one  of  its  cylinders  will  reach  the  phase  of  compression  and  igni- 
tion very  shortly  after  the  crank  is  started.  If  the  pistons  are 
tight  and  the  electric  method  of  ignition  is  used,  with  a  button 
which  can  make  a  spark  in  all  four  cylinders  at  once,  of  a  four- 
cylinder  motor,  it  will  be  apparent  that  when  the  engine  was 
stopped,  one  of  the  cylinders  had  either  a  partly  compressed 
charge  in  it  or  one  which  was  just  ready  to  be  ignited.  The 
partly  compressed  charge  can  be  used  to  start  the  motor-shaft, 
or  by  pressing  the  button  and  making  the  electrical  connection 
the  unused  charge  can  be  ignited  and  the  motor  started.  This 
action  is  secured  by  arranging  to  have  the  electric  ignition  dis- 
connected or  retarded  just  before  the  motor  is  stopped.  Otherwise 
the  ignition  of  the  partially  compressed  charge  before  the  dead- 
centre  is  reached  will  start  the  motor  backwards.  If  the  opera- 
tion of  the  starting  revolution  of  the  crank- shaft  does  not  begin 
the  cycle  and  the  ignition  is  known  to  be  in  good  order,  the  diffi- 
culty is  either  due  to  defective  carburation,  to  improper  com- 
pression, to  a  failure  of  the  fuel-supply,  or  to  improper  action 
of  the  inlet-valves.  In  some  forms  of  motor  the  moving  parts 
may  give  difficulty,  but  as  a  rule  when  this  is  the  case  the  engine 
is  difficult  or  impossible  to  start  by  hand.  After  the  engine  has 
begun  its  cycle  the  cam  which  releases  the  compression  should 
be  thrown  out  in  engines  which  are  fitted  with  it,  and  the  machine 


MANIPULATION  OF  GAS-ENGINES.  243 

will  at  once  take  up  the  speed  for  which  the  governor  adjusts  it. 
In  starting  motor-carriage  engines  with  thelransmission  machinery 
out  of  gear,  the  clutch  can  be  thrown  in,  and  usually  with  the 
low-speed  adjustment  in  gear  the  carriage  starts  more  easily  for 
the  occupants  and  with  less  strain  upon  the  driving  mechanism. 
When  the  inertia  of  the  carriage  and  the  first  friction  of  starting 
have  been  overcome,  then  the  other  gears  can  be  successively 
thrown  in.  The  adjustment  for  speed  in  variable-speed  engines, 
such  as  motor-cars,  will  be  done  by  the  governor  methods  dis- 
cussed in  Chapter  XII.  In  stationary  gas-engine  practice,  where 
the  supply  of  gas  is  regulated  by  a  gas-valve,  this  can  be  ad- 
justed to  the  condition  of  operation  after  the  engine  has  reached 
its  speed. 

If  the  water-jacket  cooling  system  is  used,  operated  by  a  pump 
driven  from  the  engine  itself,  it  will,  of  course,  go  into  action  with 
the  starting  of  the  motor-shaft.  If  the  water-cooling  is  done  by 
the  circulation  from  a  city  supply,  the  necessary  valves  are  opened 
and  the  flow  regulated  to  maintain  the  desired  temperature  of 
the  outflowing  water.  In  motor-car  practice  the  circulating 
water  is  allowed  to  go  as  hot  as  is  consistent  with  keeping  it  from 
vaporizing  as  steam.  In  stationary  practice  more  water  is  used 
and  it  is  kept  cooler. 

It  is  undesirable  in  any  case  in  starting  to  have  the  electrical 
adjustment  of  the  ignition  set  for  a  pre-ignition  before  the  crank 
reaches  its  dead-centre.  If  this  precaution  is  not  taken,  the 
motor  may  back-fire  or  pre-ignite,  starting  to  revolve  in  the  wrong 
direction,  and  the  operator  at  the  starting  crank  is  liable  to  injury 
and  the  clutch  or  pin  mechanism  may  be  broken  by  which  the 
starting  crank  is  released  from  the  motor-shaft. 

163.  The  Stopping  of  the  Engine. — In  stationary  practice 
where  the  design  permits,  it  is  desirable  to  store  compressed  air 
or  compressed  charge  in  an  auxiliary  tank  or  reservoir  before 
the  engine  is  stopped,  so  that  by  connecting  this  compressed  air 
or  mixture  with  the  motor-cylinder  it  can  be  used  to  start  the 
first  stroke  and  save  the  inconvenience  and  annoyance  of  hand 
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starting.  This  implies  that  before  the  engine  is  stopped  the 
necessary  amount  of  compressed  air  or  mixture  shall  be  stored 
in  the  reservoir  by  throwing  in  the  appliance  whereby  this  is 
brought  about  (par.  164).  In  the  smaller  engines  in  motor- 
cars this  detail  is  disregarded.  The  motor  will  stop  when  the 
valve  is  closed"  by  which  the  supply  of  fuel  for  the  mixture  is 
brought  to  the  cylinder.  Then  the  ignition  apparatus  will  be 
disconnected  by  throwing  out  the  switch  in  the  electric  system, 
or  by  extinguishing  the  flame  of  the  hot  tube  or  flame  ignition 
systems.  In  automobile  practice,  the  ignition  apparatus  will 
usually  be  thrown  out  first,  allowing  the  aspirated  mixture  to 
scavenge  the  cylinders  by  the  motion  of  the  car  before  it  stops. 
The  oil-cups  are  then  shut  off  and  the  cold-water  circulation 
stopped. 

164.  Restarting  after  a  Stop. — When  the  mechanism  driven 
by  a  gas-engine  has  to  be  stopped  frequently  and  then  started 
after  a  short  interval,  it  is  by  far  the  most  convenient  plan  to  in- 
troduce a  clutch  between  the  motor-shaft  and  the  driven  resist- 
ance, so  that  the  latter  may  be  stopped  without  stopping  the  motor. 
This  solution,  for  example,  is  the  universal  one  in  automobile 
practice,  and  it  is  a  convenient  one  in  the  general  case  also,  since 
the  starting  of  the  motor  with  the  resistance  coupled  to  it  in  large 
units  might  be  so  difficult  as  to  be  almost  impossible.  But  when 
the  motor  itself  is  to  be  stopped  and  is  to  be  restarted  after  a  period 
of  rest  the  condition  is  very  different  from  that  of  the  steam-engine, 
where  the  piston  starts  by  simply  opening  a  valve  which  connects 
the  piston  area  with  a  reservoir  of  sufficient  pressure  to  overcome 
the  resistance  and  the  engine  begins  its  normal  march.  The 
condition  to  be  met  is  the  rotation  of  the  motor-shaft  by  a  proper 
force  through  such  an  angle  as  shall  draw  in  a  charge  of  fuel  and 
air;  shall  compress  that  mixture  by  a  return  stroke  of  the  piston, 
and  carry  the  crank  up  to  and  just  beyond  that  point  at  which 
ignition  of  the  charge  takes  place.  In  single- cylinder  engines 
this  will  usually  require  one  revolution  at  least;  in  multiple- 
cylinder  engines  a  partial  revolution  should  be  enough.  By 
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what  means  shall  this  starting  action  be  caused,  so  that  the  motor 
may  be  restarted?  . 

If  the  normal  compression  pressure  be  60  or  80  pounds  per 
square  inch,  it  will  be  apparent  that  only  a  few  inches  of  area 
of  piston  will  be  required  that  the  resistance  to  compression 
may  exceed  the  capacity  of  the  human  muscles  to  meet  and 
overcome  it.  Hence  the  meaning  and  necessity  of  relieving 
devices  or  cams,  whereby  with  even  moderate  cylinder  diam- 
eters the  exhaust-valves  may  be  opened  enough  to  relieve  this 
compression  resistance  when  starting  by  hand,  and  with  the 
resistance  thrown  out.  This  may  also  be  done  by  opening  pet- 
cocks  discharging  from  the  compression  space,  which  are  closed 
as  soon  as  the  engine  will  take  care  of  itself.  The  handle  in 
Fig.  32  which  connects  the  pipe  E  to  the  cylinder  below  A 
is  such  a  relieving-valve.  Obviously,  however,  this  release 
of  the  compression  makes  a  weak  stroke,  and  with  greatly 
diminished  forward  energy.  In  discussing  the  methods  of  start- 
ing internal-combustion  motors,  therefore,  the  list  must  begin 
with 

i.  Hand-starting  with  fly-wheel  or  independent  crank.  This 
must  be  limited  to  comparatively  small  cylinder  diameters,  and 
demands  compression-relieving  appliances.  Care  must  be  taken 
lest  injury  be  done  with  high-speed  motors  from  the  cylinder 
overtaking  the  human  agency  and  starting  the  working  stroke 
before  the  hand  or  foot  can  be  released  from  the  lever  which  it 
is  using  to  start  the  shaft.  In  automobiles  it  is  quite  usual  to 
make  the  starting-crank  connect  to  the  motor-shaft  by  a  jaw,  or 
clutch,  so  designed  that  when  the  hand-crank  drives,  surfaces 
normal  to  the  effort  shall  receive  this  action.  When  the  motor 
overtakes  the  hand-crank,  the  contact  surfaces  are  oblique  to 
the  effort,  and  tend  to  force  the  crank-hub  along  the  shaft,  and 
disconnect  the  clutch  surfaces.  Back-firing  or  pre-ignitions  and 
a  reverse  of  the  motor-shaft  are  both  annoying  and  dangerous 
in  hand- starting.  The  limitations  of  this  system  for  large  instal- 
lations, or  for  small  ones  which  are  to  be  used  by  non-muscular 
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operators,  as  in  automobiles  for  use  by  women  and  children,  have 
turned  attention  to  other  systems. 

2.  In  multi- cylinder  engines,  if  the  ignition  system  be  electric 
and  switched  off  before  the  previous  stop,  the  inertia  of  the  fly- 
wheel of  the  motor  will  have  one  or  two  of  the  cylinders  charged 
with  mixture  which  has  been  compressed  and  which  has  begun 
to  expand  unignited  in  what  would  have  been  the  working  stroke. 
If,  then,  with  the  spark  adjustment  retarded  past  the  dead-centre, 
the  switch  be  thrown  in,  that  mixture  will  be  ignited  and  will  turn 
the  engine  over.     If  the  spark  adjustment  were  before  the  dead- 
centre  position,  and  the  charges  were  fired,  the  motor  would  start 
backward  on  the  charge  in  process  of  compression,  but  not  com- 
pletely compressed.     This  postulates,  of  course,  that  the  pistons 
fit  tightly  enough  to  hold  the  charge  of  mixture,  and  that  the  stop 
is  not  so  long  that  .even  with  tight  pistons  all  compression  shall 
have  leaked  away.     This  system  is  available  only  in  the  electric 
systems  of  ignition,  but  its  possibility  is  an  additional  argument 
for  that  system. 

3.  A  storage  of  mechanical  energy  which  shall  be  potential 
or  available  in  quantity  to  start  the  motor.     The  simplest  system 
of  this  group  is  a  storage  of  compressed  air  in  air-tight  tanks.     In 
the  Westinghouse   system,  for   example   (par.   72),  an    air-com- 
pressor or  pump  is  thrown  into  gear  before  the  engine  stops  for 
a  period  sufficient  to  fill  the  necessary  tankage  with  air  at  150-200 
pounds  pressure.     When  the  engine  is  to  be  started,  one  of  the 
cylinders  is  by-passed  as  respects  the  gas-suction,  but  is  operated 
as  a  compressed-air  engine  using  air  from  the  storage  tanks. 

Assuming  that  the  cylinder  shown  in  Fig.  35  is  to  be  used  in 
this  way,  the  action  is  as  follows:  By  turning  a  screw  on  the  end 
of  the  upper  cam-shaft,  the  cam  B  is  thrown  out  of  action,  so  that 
the  admission-valve  /  remains  closed.  By  moving  the  lever  seen 
on  the  outside  of  the  crank-case  near  the  cam  A,  this  cam  is  con- 
verted into  a  double-acting  one,  such  that  the  exhaust -valve  E  is 
open  on  every  up  stroke  of  the  piston.  Another  cam  on  the  same 
shaft  A  operates  a  valve  in  the  compressed-air  pipe,  permitting 


MANIPULATION  OF  GAS-ENGINES.  247 

compressed  air  to  enter  on  every  down  stroke  of  the  piston.  If 
now  the  crank  be  placed  in  the  proper  position,  and  the  air  turned 
on,  the  cylinder  will  operate  as  a  single-acting  compressed-air 
engine.  In  this  way  momentum  enough  is  secured  to  compress 
a  charge  lightly  in  one  of  the  remaining  cylinders,  which,  on 
ignition,  augments  the  speed,  so  that  the  air-cylinder  may  be 
thrown  into  its  normal  working  condition.  A  very  simple  stop 
throws  the  compressed-air  valve  out  of  action,  and  a  motion  of 
the  lever  changes  the  exhaust-cam  to  its  original  condition.  By 
holding  a  knurled  head  at  the  end  of  the. upper  shaft,  the  rotation 
of  the  shaft  locks  the  admission-valve  cam  in  its  usual  position 
so  that  the  cylinder  operates  again  as  a  gas-engine. 

4.  The  fourth  system  of  the  same  general  class  compresses 
and  stores  an  explosive  mixture  of  gas  and  air  into  a  tight  reservoir. 
As  carried  out  in  the  Clerk  system,  with  an  independent  cylinder 
(Fig.  32)  for  the  aspiration  and  compressing  phases,  this  is  done 
by  a  by-pass  valve  between  the  motor  and  compressor  cylinder, 
so  that  an  occasional  cylinderful  from  the  compressing  phase 
is  delivered  to  the  reservoir  instead  of  to  the  combustion-chamber. 
This  can  be  done  at  intervals  just  before  shutting  down  the  motor 
without  seriously  affecting  it,  and  until  the  compression  pressure 
is  reached  in  the  reservoir.     When  the  motor,  is  to  be  restarted 
after  a  stop  it  is  barred  over  into  a  crank-angle  just  past  the  dead- 
centre;    a  charge  from  the  pressure-reservoir  is  admitted  to  the 
combustion-chamber  behind  the  piston  through  a  pipe  and  valve; 
the  mixture  is  fired  by  electric  spark,  and  the  march  of  the  engine 
begins. 

5.  A  variation  of  this  plan  is  to  have  an  auxiliary  hand -pump 
to  compress  mixture  into  the  space  behind  the  piston,  just  past 
its  dead-centre.     This  compressed  mixture  is  then  fired  either 
electrically  or  by  working  a  timing- valve  by  hand. 

6.  The  sixth  system  is  that  providing  an  auxiliary  or  external 
exploding-chamber  within  which  without  compression  an  explo- 
sive mixture  of  gas  and  air  may  be  gathered  and  ignited.     The 
pressure  from  the  expansion  caused  by  ignition  and  explosion 
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passes  through  the  large  passage  at  the  top  of  Fig.  92  and  enters 
the  working  cylinder  through  the  inlet- valve,  and  has  force  enough 
to  start  the  engine  turning.  The  explosion  is  effected  by  a  pilot- 
light  G.  As  long  as  gas  is  flowing  into  D  through  C  and  out  at  G 
the  flame  at  G  cannot  run  back.  When  C  is  closed  after  the 


FIG.  92. 

mixture  in  D  has  become  explosive  the  flame  runs  back  past  F 
and  fires  the  entire  charge. 

7.  Instead  of  one  explosion  being  used  to  start  the  working 
piston,  the  English  designers  have  used  a  succession  of  smaller 
explosions,  coming  after  each  other  and  acting  with  cumulative 
effect. 

8.  Belonging  also  to  this  group  is  the  proposed  plan  of  start- 
ing by  means  of  a  cartridge,  introduced  in  a  tube  into  the  cylinder 
from  without  and  detonated;    and  the  plan  of  igniting  the  first 
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mixture  by  a  match,  firing  by  percussion  inside  the  cylinder. 
Here,  of  course,  the  charge  was  not  initially  compressed. 

9.  In  large  plants  an  auxiliary  or  "  barring "  engine  inde- 
pendently driven  from  another  source  of  power  can  be  made  a 
starting  feature.  A  small  gas-engine  of  size  to  be  hand-started 
will  have  power  enough  when  started  to  put  the  massive  machine 
to  turning  over.  Or  the  auxiliary  may  be  a  small  steam-engine 
or  electric  motor. 

165.  The  Lubrication  of  the  Engine. — The  heat  incident 
to  the  ignition  of  the  charge  in  the  gas-engine  cylinder  makes 
the  problem  of  its  lubrication  more  difficult  than  that  of  the  steam- 
engine.  If  an  animal  oil  is  used,  or,  worse,  a  vegetable  oil,  or  a 
lubricant  which  is  adulterated  with  either,  a  process  of  oxidation 
takes  place  whereby  the  oil  burns  to  a  hard  gum  which  adheres 
closely  to  the  surfaces  which  it  is  supposed  to  lubricate.  For 
these  reasons  the  mineral  oils  are  the  only  proper  ones,  and  these 
should  be  of  good  quality,  so  that  the  gumming  may  not  occur. 
With  the  mineral  oils,  on  the  other  hand,  a  difficulty  is  some- 
times met  that  the  oil  in  combination  with  heat  and  compression 
will  form  a  gas  which  will  pre-ignite  on  the  compression  stroke, 
giving  a  back-fire  and  a  tendency  for  the  engine  to  reverse.  The 
cylinder  cannot  be  lubricated  by  the  ordinary  methods  used  for 
steam-cylinders,  but  the  oil  has  to  be  pumped  in  either  by  pumps 
mechanically  operated  or  by  utilizing  the  varying  pressure  on 
the  oil  acting  through  suitably  arranged  check- valves.  Hori- 
zontal engines  are  usually  lubricated  as  to  the  cylinder  by  an  oil 
cup  which  supplies  the  front  or  cool  end  of  the  trunk  piston,  and 
the  movement  of  the  piston  over  this  lubricated  surface  of  the 
cool  end  of  the  cylinder  is  intended  to  secure  adequate  supply 
of  oil.  In  many  designs,  horizontal  or  vertical,  which  have  a 
closed  crank-pit  the  lubrication  of  the  piston  is  effected  by  a 
spattering  of  the  oil  from  the  oil-bath  in  which  the  crank  and 
connecting-rod-end  dip  at  each  revolution.  This  method  of  an 
oil-bath  in  the  crank-case  secures  the  lubrication  of  the  crank-pin 
and  main  shaft-bearing  also.  The  valves  of  nearly  all  engines 
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are  made  to  lift,  to  open,  inasmuch  as  it  would  be  difficult  to 
secure  a  lubrication  of  a  sliding  surface  under  the  conditions  of 
heat  to  which  these  valves  are  exposed.  This  difficulty  has  been 
the  occasion  of  abandoning  the  sliding  valve  of  the  early  designs. 
It  is,  furthermore,  impossible  to  lubricate  with  -the  ordinary  oil 
any  surfaces  over  which  a  gasoline  vapor  can  have  access,  since 
the  latter  is  a  solvent  for  the  lubricating  oil  and  destroys  its 
properties  for  this  end.  If  the  cylinder  is  not  properly  cooled 
by  its  water-jacket,  the  oil  may  either  gasify  or  gum,  whereupon 
the  piston  growing  overheated  and  expanding  will  offer  excessive 
friction,  or  will  become  seized  in  the  bore  and  stop  the  engine. 
An  overexpanded  piston  usually  causes  a  thump  or  pound  in 
the  engine. 

For  the  external  bearings  any  accepted  form  of  lubricator 
or 'system  of  lubrication  can  be  applied  which  will  give  a  con- 
tinuous supply  of  oil  as  needed. 

1 66.  Improper  Working  of  the  Engine.  The  Engine  Refuses 
to  Start  or  Work. — When  the  engine  refuses  to  start,  it  is 
usually  by  reason  of  defects  either  in  the  ignition,  mixture  pro- 
portion, the  carburation,  or  the  compression.  The  possible  igni- 
tion difficulties  will  be  different  according  to  the  system  of  igni- 
tion used  (Chapter  XI).  If  the  tube-ignition  is  used,  the  most 
usual  causes  of  failure  are  due  to  defects  in  the  platinum  or 
steel  tube  or  in  the  burner.  The  hot  tube  may  become  cracked, 
allowing  the  compressed  gas  to  escape,  or  the  tube  may  become 
coated  with  soot  on  the  inside.  The  joint  between  the  tube  and 
the  cylinder  may  also  leak.  The  leakage  from  the  joint  or  from 
the  tube  may  be  detected  with  a  match.  The  tube  may  be  cleansed 
by  gasoline  or  by  rubbing  out  the  tube  with  a  small  piece  of  emery- 
cloth  on  a  stick.  The  burners  which  heat  the  tube  are  usually 
of  the  Bunsen  class.  For  gasoline  the  upper  end  of  the  burner 
is  a  tube  in  which  is  inserted  a  small  plug  of  asbestos  in  a  sheath 
of  fine  brass  gauze.  The  upper  end  of  this  tube  has  a  nipple 
with  a  minute  hole  in  it,  and  the  gasoline  or  gas  will  escape  from 
this  small  orifice,  which  is  surrounded  by  a  larger  tube  acting 
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somewhat  like  a  cowl  and  forming  a  mixing-tube  for  the  fuel  and 
air  which  is  ignited  at  a  slit  in  the  top  of  the  cowl  or  mixing-tube. 
This  slit  is  directly  under  the  ignition-tube.  To  start  such  a 
gasoline  burner  a  little  cup  under  the  base  of  the  burner-tube 
receives  alcohol  by  which  the  tube  is  pre-heated  and  made  into 
a  vaporizer  for  the  gasoline.  Burners  of  this  class  not  infre- 
quently jump  and  put  themselves  out  when  first  started  and  im- 
properly heated.  The  burner  should  show  a  blue  flame.  If  it 
burns  yellow,  it  is  usually,  by  reason  of  being  clogged,  although 
excessive  pressure  of  gasoline  from  the  source  of  supply  will  blow 
the  flame  out,  as  well  as  excessive  jolts  and  a  high  wind  in  car- 
motors.  These  constitute  difficulties  with  this  system.  If  the 
charge  is  ignited  too  early,  the  flame  heating  the  tube  should 
be  moved  nearer  to  its  closed  end.  The  tube  should  be  at  a 
good  red  heat  for  starting. 

For  the  failure  of  the  electric  ignitions  the  difficulties  are  likely 
to  originate  either  in  the  battery,  in  the  circuit,  or  in  the  sparking- 
plug.  From  the  magneto  or  dynamo  ignitions  the  battery  diffi- 
culties are  eliminated,  but  the  others  remain.  Satisfactory  con- 
ditions of  the  battery  may  be  assured  by  any  of  the  ordinary  test 
instruments  which  will  indicate  whether  the  current  is  flowing 
between  the  terminals.  In  motor-carriage  work  imperfect  insula- 
tion is  a  very  usual  form  of  difficulty  with  the  ignition,  since  it 
is  liable  to  be  burned  from  contact  with  hot  exhaust-pipes  or  the 
metal  of  the  cylinder,  to  be  cut  or  chafed  from  the  motion  of 
the  vehicle,  and  to  have  the  connection  with  the  binding-posts  or 
other  terminals  become  loose  or  dirty.  The  coil  (pars.  128,  129) 
by  which  the  self-induction  is  increased  in  the  arc  system  or  the 
secondary  current  formed  in  the  jump-spark  system  are  likely 
to  break  down  from  failure  of  insulation  whereby  the  circuit 
passes  across  instead  of  around  the  coil.  The  vibrator  must 
be  in  good  order  or  else  the  current  will  fail  to  form  in  the  secondary 
circuit.  The  plug  across  which  the  spark  passes  is  liable  to  fail 
either  by  the  cracking  of  the  porcelain  tube  which  is  used  to  insu- 
late the  two  terminals  from  each  other,  or  the  points  may  become 
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sooty,  or  a  deposit  of  oil  may  take  place  on  them.  In  either 
case  the  spark  will  fail  to  pass.  If  they  touch,  there  will  be  no 
spark,  or  if  they  are  too  far  apart,  the  spark  may  not  have  inten- 
sity enough  to  jump  the  gap.  With  dynamo  or  magneto  igni- 
tions they  have  the  same  difficulties  as  the  jump-spark  systems, 
with  the  added  difficulty  that  the  contacts  may  become  oxidized. 

If  the  ignition  is  in  good  order  and  properly  timed,  the  car- 
buration  may  be  unsatisfactory  for  one  of  several  reasons: 

(1)  Proportions  of  air  and  gas  badly  adjusted. 

(2)  Carburetor  flooded. 

(3)  Carburetor  insufficiently  supplied. 

(4)  Cold  weather  or  damp  weather. 

(5)  Gasoline  of  poor  quality. 

(6)  Gasoline -valve  closed  partly  or  entirely. 

The  most  usual  difficulty  from  improper  proportions  is  the 
consequence  of  the  mixture  being  too  weak  in  fuel.  This  will 
occur  with  a  governor  system  which  throttles  the  fuel-supply 
without  throttling  the  air,  or  by  a  leakage  of  air  in  excess  through 
a  defective  joint  in  the  suction  circuit,  or  by  the  presence  of  excess 
of  products  of  combustion  in  the  suction  charge  which  will  so 
impoverish  the  mixture  that  with  a  spark  of  a  given  intensity 
or  a  hot  tube  with  a  given  temperature  it  will  fail  to  light.  This 
difficulty  is  to  be  corrected,  experimentally,  by  varying  the  mix- 
ture to  see  whether  by  such  variation  it  shall  be  possible  to  cause 
the  motor  to  make  its  first  explosion. 

If  the  carburetor  is  either  supplied  with  gasoline  in  excess 
or  not  enough  flows  to  it,  the  ad  justing- valves  of  the  carburetor 
are  to  be  reset  to  make  the  mixture  right.  Too  rich  a  mix- 
ture will  give  trouble  by  pre-igniting  and  back-firing  on  the  com- 
pression stroke,  and  it  will  also  give  an  exhaust  with  an  offensive 
odor  due  to  the  presence  of  gasoline  partially  oxidized,  but  not 
completely  burned.  When  the  mixture  has  become  too  rich, 
the  gasoline  supply  should  be  cut  off  and  the  engine  revolved 
with  the  air-inlets  open  until  the  first  explosions  succeed.  The 
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carburetor  may  fail  to  supply  gasoline  enough  by  reason  of  the 
nipple  or  spraying-nozzle  being  stopped  up.  Of  course  the  valves 
supplying  the  carburetor  may  have  been  left  shut,  or  the  gaso- 
line tank  may  be  empty. 

In  cold  weather  the  cylinder  will  be  at  a  low  temperature 
and  the  carburetor  will  itself  be  cold.  It  has  been  observed 
that  the  spark  often  fails  to  ignite  the  cold  mixture,  while  after 
the  metal  of  the  engine  has  become  thoroughly  warm  no  diffi- 
culty is  encountered.  The  vapor  is  given  off  in  the  cold  car- 
buretor less  readily  than  when  it  is  warm.  This  difficulty  is  met, 
of  course,  mainly  in  automobile  engines  which  are  operated  in 
the  open  air.  Artificial  heat  by  a  torch  or  lamp  is  the  most 
effective  cure  for  this  failure.  The  same  is  true  of  the  difficulty 
from  damp  air,  which,  carrying  a  proportion  of  moisture,  will 
act  to  cool  the  charge  on  the  suction  or  compression  stroke,  and 
may  keep  it  low  enough  in  temperature  not  to  ignite  with  the  energy 
in  either  spark  or  hot  tube. 

Gasoline  may  be  of  inferior  quality  when  it  has  been  allowed 
to  stand  for  some  time,  particularly  under  circumstances  favor- 
able to  its  slow  vaporization.  Such  gasoline  becomes  reluctant 
to  vaporize  by  the  absence  of  the  more  volatile  constituents.  The 
gasoline  may  be  stale  in  the  carburetor  or  in  the  tank.  Gaso- 
line sometimes  also  has  water  or  oil  mixed  with  it  which,  of 
course,  greatly  interferes  with  its  fuel  qualities. 

The  starting  of  the  machine  by  hand  may  have  been  done 
slowly,  so  that  the  passage  of  the  air  on  the  suction  stroke  was 
not  sufficiently  rapid  to  carry,  mechanically,  the  spray  of  gaso- 
line into  the  cylinder.  This  is,  of  course,  corrected  by  turning 
the  starting-crank  more  rapidly. 

If  it  is  the  compression  phase  of  the  cycle  which  is  at  fault, 
it  will  be  the  result  of  leaks  either  in  the  fit  of  the  piston  in  the 
cylinder,  or  at  joints.  The  valves,  also,  which  should  seat  tight 
under  the  compression  stroke,  may  be  corroded  or  coated  so  that 
they  permit  an  escape  of  the  compressed  mixture.  Improper 
working  of  the  compression  is  revealed  to  the  hand-starting  pro- 
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cess.  A  gumming  of  old  oil  in  the  cylinder  may  also  produce 
the  effect  of  resistance  to  compression,  or  a  similar  gumming  or 
sticking  of  the  packing-rings  will  allow  the  compression  to  escape. 
This  makes  it  desirable  that  every  motor  cylinder  have  a  means 
of  injecting  a  little  gasoline,  kerosene,  or  other  solvent  to  cause 
this  oil  to  be  dissolved  as  the  piston  is  operated  by  hand.  The 
phenomena  of  pre-ignition  may  be  mistaken  for  those  of  exces- 
sive compression.  If  the  timing  arrangements  for  ignition  are 
set  forward,  so  as  to  occur  before  the  piston  reaches  the  dead- 
centre,  the  motor-shaft  will  receive  a  backward  impulse. 

A  motor  which  has  started  properly  and  has  been  working 
satisfactorily  for  some  time  may  fail  to  work  properly  and  will 
gradually  lose  its  power  and  speed  and  tend  to  come  to  rest.  This 
condition  may  result  from  one  of  several  causes,  or  several  in 
combination.  The  piston  may  seize  in  the  cylinder,  or  excessive 
friction  be  set  up  by  reason  of  overheating  of  the  cylinder.  The 
most  frequent  cause  6f  this  difficulty  is  the  failure  of  the  water- 
cooling  system.  The  failure  may  be  caused  by  the  circulating 
pump  in  motors  in  which  the  circulation  is  caused  mechanically 
by  this  means;  the  water  may  have  been  evaporated  off,  leaving 
the  quantity  in  circulation  too  small  to  carry  away  the  heat  in 
the  cylinder;  by  a  clogging  of  the  pipes  by  solid  matter,  or  by  the 
formation  of  an  air-lock  or  steam-lock  in  the  circulation  at  some 
point  where  either  air  or  steam  may  gather  and  refuse  to  be  dis- 
lodged by  the  circulation.  A  thick  incrustation  or  deposit  of 
mineral  matter  from  the  circulating  water  may  take  place  upon 
the  hot  surfaces,  if  the  circulating  water  is  used  at  a  point 
at  which  such  mineral  constituents  in  the  water  will  be  deposited 
upon  the  hot  surfaces.  They  will  form  a  cake  there  which 
will  be  a  non-conducting  surface,  so  far  as  cooling  effect  is  con- 
cerned. 

Defective  lubrication  will  cause  excessive  friction  and  the 
same  phenomena  of  overheating  will  occur.  The  lubricant 
may  fail  to  reach  the  desired  point  from  clogging  of  the  pipes  or 
because  the  lubricator  has  been  allowed  to  get  empty.  Over- 
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heating  may  also  result,  but  less  frequently,  from  the  use  of  too 
rich  a  mixture  in  the  cylinder. 

The  float-feed  carburetors  not  infrequently  fail  at  work  by 
reason  of  the  bending  or  sticking  of  the  needle-valve  or  because 
the  float  has  become  punctured  and  liquid  gasoline  has  leaked 
inside  it  so  as  to  destroy  its  relation  of  weight  to  that  of  the  gaso- 
line on  which  it  is  supposed  to  float.  The  carburetor  also  is  liable 
to  starvation  from  dirt  stopping  up  the  small  orifice  through  which 
gasoline  passes.  Not  infrequently,  also,  the  vent-hole  in  a  gravity- 
fed  gasoline-tank  becomes  stopped  up  so  that  the  air  cannot  enter 
to  take  the  place  of  the  gasoline  which  the  engine  would  like  to 
withdraw. 

167.  Usual  Causes  of  Failure  to  Operate. — In  addition  to 
the  maladjustments  of  igniter  and  carburetor  referred  to  in  the 
preceding  section,  and  treated  more  fully  in  Chapters  IX,  X,  and 
XI,  the  internal-combustion  engine  is  liable  to  difficulties  which 
would  not  come  under  those  heads.  The  engine  is  liable  to  lose 
its  full  power,  and  possibly  to  slow  down  gradually  till  it  stops. 
The  complete  stoppage  is  usually  due  to  one  or  more  of  the  causes 
referred  in  the  previous  section.  A  loss  of  power  may  usually 
be  attributed  to  leakages  or  clogging. 

Leakages  are  most  troublesome  in  the  valves  and  piston- 
rings,  and  in  joints.  If  the  valves  either  of  inlet  or  exhaust  will 
not  close  tight,  compression  is  lessened,  and  the  charge  escapes 
through  these  leaks  when  fired  instead  of  driving  the  piston.  The 
valves  and  seats  are  liable  to  warping  and  cracking  from  heat, 
and  from  erosion.  The  valves  of  alcohol-motors  are  particularly 
exposed  to  a  corrosive  action  when  the  alcohol  is  decomposed 
on  incomplete  combustion  so  as  to  become  hot  .acetic  acid  in  part. 
The  tendency  to  corrode  and  become  leaky  makes  it  impera- 
tive in  the  design  of  the  engine  that  both  valves  and  seats  should 
be  easily  accessible  for  removal.  Wear  of  the  cam  or  of  the  roller 
operating  the  valves,  and  lost  motion  in  joints,  or  bending  of  the 
levers  or  stems  which  operate  the  •  valves  will  produce  this  same 
loss  of  normal  power.  The  piston- rings  are  liable  to  wear,  but 
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if  they  have  become  gummed  in  their  grooves  from  an  oxida- 
tion of  the  oil,  so  that  they  do  not  expand  easily,  they  will  per- 
mit leakage  of  pressure  around  them  and  loss  of  power.  Leaky 
rings  are  detectable  by  a  sort  of  barking  noise  when  the  ear  is 
near  the  open  end  of  the  piston-trunk,  and  by  the  appearance 
of  smoky  air  at  the  same  point. 

The  inlet -passages  of  the  motor  are  usually  protected  at  the 
air-intake  by  a  gauze  screen  of  some  sort,  and  in  the  carburetor 
passage  is  also  likely  some  mixing  or  distributing  surface.  Both 
<of  these  are  liable  to  become  clogged  with  dirt  or  dust  or  soot, 
when  of  course  the  power  of  the  motor  begins  to  fail.  In  car- 
buretors of  the  liquid-surface  type,  where  the  carburation  process 
gradually  cools  the  liquid  fuel  and  surrounding  metal,  it  may 
easily  happen  in  damp,  cool  weather  that  the  watery  part  of  the 
incoming  air  may  grow  cold  enough  to  freeze  into  anchor-ice, 
gradually  stopping  the  flow. 

A  leak  from  the  water- jacket^  into  the  working  parts  of  the 
motor  may  lower  the  temperature  of  a  part  which  should  nor- 
mally be  hot.  This  of  course  causes  a  loss  of  power,  but  is,  as 
a  rule,  of  most  annoyance  in  making  the  engine  reluctant  to  start 
and  reach  the  first  high  temperature  required.  In  a  hot-tube- 
igniter  system  a  failure  to  have  the  tube  hot  enough  will  make 
the  engine  miss  firing  its  charges  occasionally. 

The  occasional  missing  of  the  proper  firing  of  a  charge  not 
only  reduces  the  power  of  the  motor,  but  is  usually  the  occasion 
of  annoying  exhaust  explosions.  Misfiring  is  probably  due  to 
improper  mixing  or  carburation  (Chapters  IX  and  X)  or  due 
to  improper  ignition  (Chapter  XI).  It  will  be  obvious  that  in 
gasoline-motors  a  poor  quality  of  gasoline  will  cause  both  kinds 
of  trouble,  particularly  unreliable  ignitions.  In  hot-tube  systems 
the  tube  may  not  be  hot  enough,  or  may  be  heated  at  a  point 
so  near  its  closed  end  that  with  the  compression  used  the  gases 
held  in  that  tube  are  not  compressed  enough  to  let  the  first 
mixture  reach  the  hot  part  and  be  ignited.  Or  the  tube  itself 
or  the  pipe  heating  it  may  be  clogged.  In  electric  ignitions  the 
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trouble  will  be  with  battery,  coil,  or  circuit,  as  above  treated. 
The  explosive  charge  not  ignited  will  pass  out  when  the  exhaust- 
valve  is  opened,  and  may  be  fired  in  the  pipe  or  passages,  where 
it  will  cause  a  detonating  noise. 

Back-firing  into  the  inlet  connections  will  result  from  a  de- 
layed combustion  in  the  cylinder  which  is  not  completed  by  the 
time  the  inlet-valves  open  for  the  next  stroke,  so  that  the  explo- 
sive mixture  in  the  inlet -passages  is  fired  from  the  cylinder  and 
through  the  opened  inlet  valve  back  to  the  source  of  the  fuel-sup- 
ply. Slow-burning  mixtures  are  due  either  to  too  little  or  too 
much  fuel.  An  excess  of  liquid  fuel  is  particularly  liable  to  cause 
this  trouble.  In  two-cycle  engines  where  the  cylinder  is  supplied 
from  the  slightly  compressed  charge  of  mixture  in  a  closed  crank- 
case  (§§  73,  90),  when  back-firing  occurs  the  motor  stops  until 
new  fresh  charges  can  be  introduced  into  the  crank-case  or  in 
front  of  the  piston  before  it  will  start  again. 

Finally,  of  course,  the  motor  may  lose  power  by  the  over- 
heating of  its  mechanical  bearings  at  shaft,  crank-pin,  or  cross- 
head,  causing  these  to  seize  and  begin  to  cut.  These  difficulties 
should  be  met  naturally  by  the  usual  remedies  common  to  any 
machine  and  familiar  to  all  skilled  operators. 

The  engine  may  thump  or  pound  from  lost  motion  at  any 
of  its  joints  in  the  mechanism,  which  should  of  course  be  inves- 
tigated and  located  and  the  cause  removed.  But  a  pre-ignition 
of  the  charge  produces  a  deep,  heavy  pound,  differing  from  the 
mechanical  pound,  and  similar  to  that  in  a  steam-engine  due 
to  excessive  lead.  It  is  to  be  corrected  by  properly  timing  the 
ignition.  (Chapter  XI.) 

1 68.  Concluding  Summary. — It  will  be  apparent  from  the 
foregoing  that  the  gas-engine  differs  from  the  steam-engine  and 
other  forms  of  motor  which  make  use  of  stored  energy,  for  each 
stroke  or  cycle  is  an  independent  event  and  is,  therefore,  liable 
to  interference  from  purely  instantaneous  causes.  In  the  steam- 
engine  or  compressed-air  engine,  for  example,  the  failure  to  work 
will  be  a  gradually  manifested  phenomenon,  while  in  the  gas-en- 
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gine  the  failure  to  work  may  be  effected  instantaneously  by  any 
one  of  a  number  of  different  causes.  This  indicates  the  neces- 
sity for  a  careful  attention  to  all  details  necessary  for  successful 
operation  before  the  engine  is  started,  and  that  when  it  is  stopped 
it  should  also  be  inspected  to  see  whether  any  defects  have  de- 
veloped during  the  run.  It  is  the  indifference  or  the  ignorance 
of  the  operator  concerning  the  action  of  the  elements  which  affect 
the  running  of  the  motor  which  has  given  rise  to  the  impression 
that  the  explosive  engine  is  tricky  and  uncertain.  This  has  been, 
doubtless,  aggravated  by  the  introduction  of  appliances  still  in 
an  experimental  stage,  but  as  more  experience  is  gathered  and 
these  appliances  become  reduced  to  standard  forms  and  pro- 
portions, the  uncertainties  of  this  class  will  disappear. 


CHAPTER  XVI. 

THE  PERFORMANCE  OF  GAS-ENGINES  BY  TEST. 

170.  Introductory.  —  All  motors  of  the  piston  class  have  two 
standards  of  performance.  The  first  may  be  called  the  indi- 
cated horse-power,  which  is  based  upon  the  general  formula  (par. 
40)  in  which 
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In  this  the  factor  P  in  the  second  member  denotes  the 
observed  or  calculated  mean  pressure  in  the  cylinder  prevailing 
during  the  working  stroke;  A  is  the  area  of  the  cylinder  in 
square  inches;  L,  the  length  of  the  stroke  in  feet;  and  AT,  the 
number  of  explosions  or  ignitions  which  occur  in  a  minute.  It 
will  be  apparent  that  for  a  two-phase  or  four-phase  single- 
cylinder  engine  the  explosions  are  not  as  frequent  as  the  num- 
ber of  revolutions.  In  engines  of  the  hit-or-miss  governor  system 
the  number  of  explosions  may  be  considerably  less  than  the  num- 
ber of  revolutions  when  the  engine  is  running  lightly  loaded. 

The  other  standard  for  the  capacity  of  the  engine  is  called 
the  brake  horse-power  and  is  the  actual  work  in  foot-pounds 
delivered  at  the  revolving  shaft  of  the  engine  as  measured  by  an 
apparatus  devised  to  determine  the  net  output  in  foot-pounds. 
This  brake  horse-power  takes  no  account  of  the  energy  delivered 
to  the  cylinder  on  the  explosion  stroke,  but  does  take  account  of 
the  energy  stored  in  the  fly-wheel  in  excess  on  that  stroke  and 
given  out  during  the  other  phases  of  the  piston  operation  to  over- 
come the  resistance.  It  averages  out  these  inequalities  and  gives  a 
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mean  result  independent  of  the  variations  of  piston  effort.  This 
brake  horse-power  is  the  commercially  valuable  unit,  since  the 
resistance  to  be  overcome  is  the  factor  which  determines  the  size 
of  the  cylinder  required.  It  is  apparent  that  the  brake  horse- 
power will  usually  be  less  than  the  indicated  horse-power  even 
in  four-cylinder  engines  by  reason  of  the  losses  between  the  head 
of  the  piston  and  the  revolving  crank-shaft. 

The  brake  horse-power  can  be  determined  by  fitting  on  the 
engine -shaft  a  drum  or  pulley  which  can  be  surrounded  with  a 
flexible  band  which  shall  constitute  a  brake,  or  by  the  ordinary 
brake-blocks  which  can  be  pressed  against  the  face  of  the  pulley. 
If  the  power  is  large,  a  projecting  arm  from  the  brake-block  or 
from  the  band  resting  upon  a  scale  platform  permits  the  effort 
in  pounds  to  be  measured  which  the  friction  surface  is  exerting. 
(Fig.  93.)  That  effort  in  pounds,  if  the  surfaces  did  not  slip, 


FIG.  93. 

would  be  exerted  through  a  space  per  revolution  which  is  the 
circumference  of  the  circle  whose  radius  is  the  distance  from 
the  centre  of  the  shaft  to  the  point  which  exerts  the  pressure  on 
the  scale.  This  number  of  pounds  multiplied  by  the  computed 
number  of  feet  gives  the  brake  foot-pounds  per  minute. 

It  has  been  found  more  convenient  in  small  sizes  to  make 
use  of  the  device  called  a  rope  brake  on  the  fly-wheel  of  the  engine 
(Fig.  94).  The  fly-wheel  is  surrounded  by  a  rope  band  which 
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may  have  several  plies  in  it,  kept  in  place  upon  the  wheel  by  blocks 
of  wood.  The  friction  of  the  rope  tends  to  lift  a  weight  or  to 
exert  a  pressure  upon  a  scale,  while  a  weight  or  spring  appliance 
maintains  the  necessary  tension  upon  the  rope  to  hold  it  to  the 
wheel  with  the  necessary  friction.  The  pounds  on  the  scale 

A 

j  a 


FIG.  94. 


(less  the  tension  effort  if  the  weight  or  spring  is  attached  to  a 
fixed  point)  gives  an  indication  in  pounds  as  before,  and  the 
space  per  minute  through  which  any  point  of  the  circumference 
of  the  fly-wheel  passes  is  the  feet  through  which  those  pounds  are 
exerted.  It  has  been  found  inconvenient  to  use  the  rope  brake 
when  the  speed  of  the  circumference  of  the  fly-wheel  exceeded 
a  rate  of  400  linear  feet  per  minute  per  horse-power  to  be  absorbed. 
For  example,  if  P  be  the  net  effort  downward  on  the  scale,  and 
/  the  length  of  the  lever-arm  with  which  this  pressure  is  exerted 
on  the  weighing-scale,  and  N  be  the  number  of  revolutions  per 
minute,  then 

PX2xXlXN 

B.H.P.  per  minute  =  —  

33,000 
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171.  The  Indicator  for  Gas-engine  Testing. — The  appara- 
tus used  in  determining  the  indicated  horse-power  to  measure 
the  mean  pressure  is  the  apparatus  known  for  steam-engine  test- 
ing as  the  steam-engine  indicator.  The  gas-engine  indicator 
differs  only  from  the  steam  form  in  that  the  demand  upon  it  is 
particularly  severe,  due  to  the  sudden  way  in  which  the  pressure 
is  applied  at  the  instant  of  ignition.  The  high  pressure  and 


FIG.  95. 

temperature  of  the  charge  also  make  great  demands  upon  the 
indicator.  For  this  reason  it  is  convenient  to  use  a  piston  of 
smaller  area  in  the  indicator  than  is  usual  in  steam  practice,  with 
a  view  to  eliminating  the  inaccuracies  which  would  be  caused 
by  inertia  in  the  piston  and  attachments.  The  high  speed  of 
the  gas-engine  makes  it  desirable  also  that  the  indicator-drum 
should  be  of  small  diameter,  that  inertia  effects  in  the  length  of 
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the  card  may  also  be  reduced  to  their  lowest  terms.     Fig.  95 
shows  a  successful  form  of  gas-engine  indicator. 

To  impart  motion  to  the  indicator-drum  when  the  latter  is 
of  small  diameter,  some  form  of  reducing  motion  is  necessary. 
The  forms  which  are  acceptable  in  steam-engine  practice  are 
not  serviceable  with  the  gas-engine,  and  the  cord  from  the  drum 
to  the  reducing  motion  should  be  as  short  as  possible.  The  re- 
ducing mechanism  should  be  positively  driven  in  both  directions. 
Forms  of  reducing  motion  which  have  been  found  convenient 
and  satisfactory  are  shown  in  Fig.  96.  The  device  in  either 


FIG.  96. 

form  receives  its  motion  from  the  shaft  of  the  engine  by  a  small 
crank,  and  the  two  forms  are  adapted  to  horizontal  and  ver- 
tical engines  respectively. 

The  piping  of  the  indicator  to  the  combustion-chamber  should 
be  very  short  and  direct,  so  that  no  loss  of  time  or  effect  may  fol- 
low in  communicating  the  change  of  pressure  in  the  cylinder 
to  the  piston  of  the  indicator. 

172.  The  Apparatus  for  a  Test. — Besides  the  indicator  and 
the  brake  equipment,  the  test  of  the  gas-engine  must  also  give 
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the  consumption  of  fuel  per  horse-power  per  hour  of  the  run.  With 
a  gas-engine  using  ready-made  gas,  the  requirement  is  simply 
for  a  calibrated  gas-meter  on  the  suction  connection  of  the  engine 
which  shall  read  closely  and  accurately  enough  to  give  reliable 
data  concerning  the  cubic  feet  of  gas  consumed  during  the  period 
of  the  test.  In  gasoline  or  liquid-fuel  engines  the  same  informa- 
tion is  required  concerning  the  weight  or  volume  of  the  liquid 
fuel  used  by  the  engine  per  horse-power  per  hour,  and  this  can 
be  ascertained  by  drawing  the  supply  of  liquid  fuel  from  a  vessel 
mounted  upon  scales  for  direct  measurement  of  the  weight  used,, 
or  by  drawing  the  fuel  from  a  calibrated  vessel  which  shall  read 
directly  the  consumption  by  volume. 

It  is  further  necessary  in  a  complete  test  that  the  weight  and 
temperature  of  the  cooling  water  circulated  in  the  jackets  may 
be  observed  so  that  the  amount  of  heat  carried  away  by  this  cool- 
ing water  may  be  subtracted  from  the  heat  furnished  to  the  engine 
in  its  working  charges.  This  supply  of  cooling  water  may  be 
measured  by  calibrated  meters,  or  it  can  pass  through  weighing- 
tanks  upon  scales  whereby  its  weight  can  be  observed  directly. 
The  temperatures  before  entry  and  after  leaving  are  measured 
by  thermometers. 

It  is  also  interesting  and  serviceable  to  measure  the  tempera- 
ture of  the  exhaust-gases  to  determine  the  quantity  of  heat  which 
escapes  by  this  channel.  The  following  method  of  making  this 
observation  has  appeared  to  be  a  distinct  improvement  upon  any 
of  its  predecessors. 

173.  Fernald  &  Lucke's  Apparatus  to  Observe  Exhaust 
Temperatures. —  The  exhausted  products  of  combustion  carry 
with  them  an  amount  of  energy  which  is  observably  present  in 
the  form  of  temperature,  but  which  is  also  present  in  the  form  of 
elastic  tension  which  cannot  be  observed.  The  problem  is,  there- 
fore, to  reduce  the  exhaust-gases  to  atmospheric  pressure  with- 
out losing  temperature  in  the  process  and  then  to  observe  the 
temperature  of  the  expanded  gases.  This  result  was  attained 
after  many  trials  and  the  rejection  of  uncertain  solutions  by  the 
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device  illustrated  in  Fig.  97.  The  exhaust  from  the  engine  passes 
into  a  chamber  of  fire-brick  or  common  brick,  or  made  of  fire- 
clay as  shown  in  the  left-hand  half  of  the  cut.  It  enters  the  cham- 
ber through  a  throttling  device  shown  in  the  right-hand  half, 
which  consists  of  a  T  of  the  proper  size  with  a  plug  in  the  top  and 
a  nipple  and  cap  at  the  bottom.  The  plug  is  drilled  to  carry  a 
J-inch  bolt,  with  spring  and  nut  at  the  top;  the  bolt  at  the  bot- 
tom carries  a  flat  iron  disk  which  rests  against  the  perforated  bot- 


FIG.  97. 

torn  of  the  cap.  The  gases  enter  into  the  branch  of  the  tee,  and 
any  desired  resistance  to  their  entry  into  the  chamber  can  be 
secured  by  tightening  the  nut  and  spring,  but  no  wire-drawing 
occurs  as  would  "occur  if  the  passage  were  throttled  by  a  fixed 
valve.  By  so  adjusting  the  nut  and  spring,  and  by  by- passing 
part  of  the  exhaust  if  necessary,  the  exhaust-gases  enter  the  brick 
chamber  so  as  to  leave  it  at  atmospheric  pressure.  This  is  done 
by  setting  up  the  bricks  dry  if  a  made-brick  chamber  is  used, 
or  by  surrounding  the  notched  bottom  of  a  flue-chamber,  as 


266 


THE   GAS-ENGINE, 


shown  in  Fig.  97,  with  a  rubber  band  acting  as  a  flap- valve  to 
open  outward  and  release  any  pressure  within.  Thermometers 
giving  the  sensible  temperature,  without  effect  of  radiation  from 
the  walls,  may  be  read  for  the  actual  temperature  and  amount 
of  heat  energy  escaping  with  the  products  of  combustion.  To 
use  the  results  of  a  test  employing  this  apparatus,  the  first  com- 
putations involve  the  determination  of  the  combined  volumes  of 
air  and  gas  per  stroke  and  their  temperatures;  after  that  the 
temperature  of  the  final  mixture  in  the  cylinder  is  to  be  found. 
For  the  first  step,  assuming  the  temperatures  of  gas  and  air  to 
be  the  same,  the  data  and  computations  will  be  as  follows: 


=  gas  per  mm. 


a  =  air  per 


Data  Given. 

Mins.  =  No.  minutes  in  time  interval, 
item  19 
mins. 
item  13 
mins. 

jT2  =  absolute  temp.  gas. 
=  T1  absolute  temp.  air. 
=  item  21  or  15  +  459° 
Ex.  P.  M.  =  explosions  p.  min.  =  item  6. 
R.  P.  M.    =  revolutions  p.min.  =  item  4. 
Ms.  P.  M.  =  explosions  missed  per  min. 
=  %R.P.M.  —  Ex.  P.  M.  for 
single-cylinder  four-cycle 
engine. 

To  Find — 

T/  =  CU.  ft.  gas  per  explosion  at  Tr 
v"  =  cu.  ft.  air  per  explosion  at  T2. 
Tag  =  absolute   temperature   in    F.°   re- 
sulting from  combining  air  and 

'Vag  =  combined   vol.    in    cu.    ft.    of   air 
and  gas  per  explosion  at  Tag.      \ 


Solution. 


—— 
Ex,  P.  M. 

"  =  ±1!^  [Ms.  P.  M. 
-    [iR.P.M.] 


Since 


The  "  item  "  with  its  number  refers  to  the  scheme  of  a  log 
record,  presented  hereafter  in  paragraph  174.  If  the  gas  and  air 
are  not  at  the  same  temperatures,  the  second  alternative  method 
to  find  the  same  data  is  as  follows: 
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gas  per  mm.= 


per  min. 


Data  Given. 

Mins.  =  No.  minutes  in  time  interval, 
item  19 
mins. 
item  13 
mins.  ' 
Tl  =  absolute  temp,  air  in  F.°. 

=  item  15  +  459°. 
T2  =  absolute  temp,  gas  in  F.°. 

=  item  21  +  459°.  , 

Ex.  P.  M.  =  explosions    per    minute  = 

item  6. 
R.  P.  M.    =  revolutions    per    minute  = 

item  4. 

Ms.  P.  M.  =  explosions  missed  per  min. 
=  %R.  P.  M.-Ex.  P.  M.  for 
single-cylinder  four-cycle 
engine. 

w1  =  wgt.  per  cu.  ft.  air  at  7^  =  item  16. 
w0  =  wgt.   per  cu.   ft.   air  at  32°  F.= 

.0807  Ib. 
TQ=  absolute    temp,    corresponding    to 


.  =         . 

.  ft.  gas  per  explosion   j 
at  T2  ! 


v'  =  cu.  ft.  gas  per  explosion    I        as 

found 
v"  =  cu.  ft.  air  per  explosion    (    under 

at  rx  j    Case  i. 

Cp  =  specific    heat    of   air    at    constant 

pressure. 

To  Find — 

iv2    =wgt.  cu.  ft.  gas  at  T2. 
"Wa   =wgt.  of  air  per  explosion  at  Tr 
wg   =  wgt.  6f  gas  per  explosion  at  T2. 
Tag  =  absolute  temp,  in  F.°  resulting 

from  combining  air  at  Tl  and 

gas  at  T2. 

v'"  =  cu.  ft.  gas  per  explosion  at  Tag. 
v""  =  cu.  ft.  air  per  explosion  at  Tag. 
Vag  =  combined  vol.  in  cu.  ft.  of  air  and 

gas  per  explosion  at  Tag. 


Solution. 

The    general   equation    from    which 
Tag  can  be  computed  is 


It  is  now  necessary  to  find  wa  and  wg. 

If  it  is  not  convenient  to  obtain  the 
weight  of  gas  per  cubic  foot,  the  best 
that  can  be  done  is  to  take  the  weight 
of  gas  the  same  as  that  of  air  at  the 
same  temperature.  The  error  involved 
by  so  doing  is  not  serious. 


0—  ; 


Then 


Tag  can  now  be  computed   from  the 
equation  above. 


v' 


Tag  t 


Vag 


For  the  second  part  of  the  computation,  the  problem  is  from 
the  data  of  the  first  part  to  determine  the  temperature  of  the  final 
mixture  in  the  cylinder  after  the  air  and  gas  have  united  with 
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the  exhaust  -gases  in  the  clearance  space  —  unless  the  engine  is  of 
the  scavenging  type. 

It  is  to  be  noticed  that  if  the  governor  is  of  the  hit-or-miss 
type,  the  exhaust  stroke  following  a  miss  corresponds  to  a  scaven- 
ging stroke. 


Data  Given. 

Assume  the  weight  of  the  final  mix- 
ture equal  to  the  weight  of  air  at  the  same 
temperature.  Assume  the  specific  heats 
of  the  different  mixtures  the  same  as  for 
air. 
w0  =  weight  cu.  ft.  air  at  32°  F.= 

.0807  Ib. 
T0  —  absolute  temp,   corresponding  to 

32°F.  =  49i°. 
Cp  =  specific  heat  air  at  constant  pres- 

sure. 
=  specific  heat  air  and  gas  at  con- 

stant pressure. 
=  specific    heat    final    mixture    at 

constant  pressure. 

Tag  =  absolute    temp,    of   air   and    gas 
entering  cylinder  as  computed 
in  Part  I. 
Vag  =cu.  ft.  air  and  gas  at  Tag  as  com- 

puted in  Part  I. 
Te  =  absolute   temp,   exhaust-gases   at 

atmospheric  pressure. 
=  temp.  observed  and  recorded  in 

item  14  of  log  +  459°. 
vb    —  vol.  of  clearance  in  cu.  ft. 

To  Find  — 
W3=  weight  cu.  ft.  of  air  and  gas  at 

Tag. 

w4=  weight    cu.    ft.    of   exhaust-gases 

at  2V 
Wag  —  weight  of   air  and   gas   per  ex- 

plosion at  Tag. 
we  =  weight  of  exhaust-gases  per  ex- 

plosion at  Te. 
Tm=  absolute   temp,   of  final  mixture 

in  cylinder. 
Tm-459°=  F.°  as  in  item  29. 


Solution,, 


r, 


Tm  can  now  be  computed  from  the 
equation 

Cp(Tm- 
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Another  method  would  be  to  use  a  surface  condenser  with 
water-cooling  so  as  to  reduce  pressure  and  temperature  together. 
If  the  cooling  was  active  enough  the  gases  could  be  nearly  always 
brought  down  to  atmospheric  pressure  before  leaving  the  con- 
densing apparatus,  and  the  weight  and  temperature  range  of  the 
cooling  water  would  give  the  heat  energy  which  it  had  absorbed 
to  produce  this  result. 

It  may  or  may  not  be  desirable  according  to  the  desired  com- 
pleteness of  the  test,  to  make  observations  as  to  the  composition 
of  the  exhaust -gases.  A  full  and  complete  analysis  demands 
that  not  only  the  composition  of  the  inlet  gas  and  its  calorific 
power  be  made,  but  also  that  the  supply  of  inlet  air  be  measured 
as  well  as  the  composition  of  the  outgoing  products  of  combus- 
tion. 

174.  The  Observations  in  a  Test. — The  extent  and  num- 
ber of  the  observations  to  be  made  in  a  gas-engine  test  are  deter- 
mined by  the  results  which  are  sought.  If  the  object  is  simply 
to  determine  the  cubic  feet  of  gas  or  the  measure  of  liquid  fuel 
per  horse-power  per  hour,  a  preliminary  run  can  be  made  to 
determine  the  conditions  or  adjustments  which  give  greatest 
efficiency  and  to  make  sure  that  all  details  of  the  engine  are  per- 
forming their  functions,  as  well  as  possible.  The  engine  having 
been  put  in  its  most  favorable  condition,  the  test  is  then  begun 
with  the  observation  of  the  quantities  desired.  For  a  full  and 
exhaustive  investigation  to  determine  not  only  these  fundamental 
data,  but  also  questions  connected  with  the  utilization  of  the  heat 
and  the  quantity  of  heat  furnished  to  the  engine,  the  log  will  re- 
quire to  cover  a  very  much  wider  range  of  observations.  The 
accompanying  list  gives  a  full  series  of  headings  for  the  log  of 
such  test,  together  with  the  columns  for  the  computations.  It 
embodies  the  practice  found  serviceable  in  the  gas-engine  labora- 
tories of  Columbia  University,  where  its  form  originated. 

In  comment  and  explanation  as  to  the  accompanying  blank 
for  data  it  may  be  desirable  to  add  concerning  the  various  items 
the  following  computation-methods. 
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No.  12.  Heat  in  the  Jackets. 

Since  the  specific  heat  of  water  is  taken  as  unity,  the  calcula- 
tion consists  only  in  multiplying  the  number  of  pounds  of  water 
used  during  the  interval  by  the  range  of  temperature,  this  range 
of  temperature  being  equal  to  the  number  of  heat-units  absorbed 
per  pound  of  water. 

Data  Given.  Solution. 

s=  specific  heat  of  water=i. 
tr  =  temperature  range. 
W=  weight  water  for  time  interval. 

To  Find — 
hw=  B.T.U.  for  the  time  interval. 

No.  13.  Cubic  Feet.     No.  14.  Cubic  Feet  per  Hour. 

In  reading  the  ordinary  meter  it  is  not  sufficiently  accurate 
to  catch  the  readings  by  noting  the  positions  of  the  index  hands 
at  the  beginning  and  close  of  the  time  interval,  but  it  is  necessary 
to  keep  an  observer  at  the  meter  and  require  the  readings  to  be 
taken  from  the  hand  which  indicates  the  single  cubic  feet,  and 
whose  complete  revolution  records  10  cubic  feet. 

The  cubic  feet  per  hour  are  readily  calculated  from  the  data 
for  the  given  time  interval. 

No.  1 6.  Weight  per  Cubic  Foot 

This  weight  is  that  of  a  cubic  foot  of  air  at  the  temperature 
given  in  item  15,  and  is  found  as  follows: 

Data  Given.  Solution. 

WQ=  weight   cubic   foot   air  at   32    de- 
grees Fahr.=  .o8o7  pound. 
ro=32°+4590=49i°  (absolute). 
7\  =  absolute  temperature  of  air. 
=  item  15  +  459°. 

To  Find— 
w1  =  wgt.  per  cu.  ft.  at  given  temp. 

No.  25.  Cubic  feet  of  Standard  Gas  per  Hour,  at  60°  Fahr. 
and  at  14.7  Ibs.  pressure. 
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Data  Given. 

vg=cu.  ft.  of  gas  per  hour  at  tg°  F. 
Tg—  absolute  temp,  of  gas  =  /&°+459°. 
pg  =  pressure  under  which  gas  is  flow- 
ing. 
=  14.7     Ibs.-H  pressure     shown     by 

manometer. 
T8=  60°  +459°  =-5 1 9°       F.,       absolute 

temp,  of  standard  gas. 
P0=  atmospheric  pressure. 
=  14.7  Ibs.  per  square  inch. 

To  Find — 
v*=cu.  ft.  standard  gas  per  hour. 


Solution. 


No.  28.  The  values  of  the  coefficient  n  are  to  be  computed 
carefully  from  the  data  and  formulae  discussed  in  paragraph  56. 

No.  29  has  been  referred  to  separately  in  the  previous  para- 
graph (173). 


FIG.  98. 


No.  32  is  the  length  of  the  line  LB  in  Fig.  98. 

No.  33  only  requires  care  in  case  these  are  explosion  waves 
as  in  Fig.  98.  By  marking  the  centre  points  of  these  waves,  and 
continuing  the  curve  of  the  expansion  line  through  some  lower 
point  and  these  centre  points,  a  fairly  accurate  determination 
can  be  made. 
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No.  34.  The  pressure  at  end  of  expansion  is  usually  the  point 
of  inflection  at  D.  The  pressure,  of  course,  is  measured  in  this 
and  in  No.  33  from  the  line  of  zero  pressure. 

No.  35.  Pressure  if  Expansion  were  Carried  to  End  of  Stroke. 

This  value  is  readily  obtained  from  the  equation  of  the  ex- 
pansion curve,  the  value  of  the  exponent  n  having  been  computed 
in  28.  If  the  expansion  were  thus  continued  it  would  give  the 
point  H,  as  shown  in  Fig.  98.  The  pressure  corresponding  to  the 
point  H  is  deduced  as  follows: 


Data  Given. 

Vl  =  volume  at  some  point  of  the  card. 
Pl  =  pressure  corresponding  to  V^ 
n  =  value  deduced  in  28. 
F2  =  total  volume  of  cylinder. 

To  Find— 

P2  =  pressure  corresponding  to  V2 ;  i.e., 
if  expansion  continued  to  H. 


Solution. 


The  volumes  being  used  as  a  ratio, 
the  piston  area  may  be  omitted,  the  ratio 
of  lengths  being  the  same  as  the  ratio 
of  volumes,  as  is  customary  in  working 
with  indicator-cards. 


No.  36.  Mean  Effective  Pressure. 

The  area  of  the  diagram  in  Fig.  98  should  be  measured  by 
the  planimeter,  using  the  lengths  between  the  perpendiculars 
LM  and  RW,  or  LR.  Then  the  area  in  square  inches  divided 
by  the  length  of  the  diagram  in  inches,  multiplied  by  the  scale 
of  the  spring  used,  will  give  the  mean  effective  pressure  in  pounds 
per  square  inch. 


Data  Given. 

A  =  area  diagram,  sq.  ins. 
L= length  diagram,  ins. 
5=  scale  of  spring  used. 

To  Find— 
Af.E.P.=mean  effective  pressure. 


Solution. 


A 

•x^r 
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No.  37.  The  difficulties  of  exhaust-gas  measurement  have 
been  referred  to  in  paragraph  173  and  the  apparatus  convenient 
for  the  test.  The  computations  refer  to  Fig.  98  and  involve : 


Solution. 
The  volumes  at  A  and  H  being  equal, 

£-£   or   r,-r  »; 

1  m       pa  pa 


Data  Given. 
(See  Fig.  96.) 

pa  =  pressure    at    -4  =  atmosph.    pres- 
sure =  14.7  Ibs. 

ph=  pressure  at  H  =  value  of  item  35. 
Tm  =  absolute  temp,  of  mixture  at  at- 
mosph.  pres.  =  item  29  +  459°. 

To  Find — 
Th  =  absolute  temp,  of  exhaust. 


No.  39.  Specific  heat  Cv  for  exhaust-gases  may  be  taken  the 
same  as  for  air  Cv  =  .i6gi  unless  it  is  convenient  to  measure  it 
directly. 

No.  40.  Air  to  Gas  to  Neutrals. 

By  "  neutrals  "  is  meant  the  products  of  combustion  left  in 
the  cylinder  of  a  non- scavenging  engine  after  exhaust — an  amount 
equal  in  volume  to  that  of  the  clearance  space. 

In  determining  the  proportions  called  for,  the  number  of  cubic 
feet  of  gas  is  taken  as  unity,  and  the  temperature  of  gas  is  taken 
as  the  basis  for  the  computation.  The  quantities  of  air  and 
neutrals  must  be  reduced  to  corresponding  amounts  at  this  tem- 
perature. 

The  cubic  feet  of  air  used  in  ten  minutes  or  an  hour  cannot 
be  taken  as  a  basis  of  comparison,  without  modification,  owing  to 
the  misses  of  explosions,  in  which  case  air  is  taken  into  the  cylinder 
without  gas. 
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7\ 


ve 


VX'- 

vx: 


Data  Given. 
=  absolute     temperature     of     air  = 

item  15  +  459°. 
=  absolute     temperature     of     gas  = 

item  21  +  459°. 

=  absolute    temp,    of    exhaust-gases 
=  item  14  of  log +  459°. 

at  atmospheric  pressure. 
=  cu.  ft.  gas  per  explosion  at  T2  as 

computed  in  29. 
=  cu.  ft.  air  per  explosion  at  T1  as 

computed  in  29. 

=  cu.  ft.  neutrals  per  explosion. 
=  volume  of  clearance  =  Vb. 

To  Find — 

=  cu.  ft.  air  per  explosion  at  T2. 
=  cu.  ft.  neutrals  per  explosion  at  T2. 

v':vz  =  ? 


Solution. 


vx      T2  „  T2 

^77  =  Y~»     vx=v"  j?-; 

*•._£_      Vg  =  VeIl. 
Ve       Tl  Tg  ' 

Taking  v'  as  the  basis,  i.e.,  calling  i*' 
unity,  then 


vx 


.  ••     J.   1  J.   * 

:  V*  :  vg=  v"  -=*-  :  i  :  ve  -=r-  . 


No.  41.  Is  the  ratio  of  the  full  stroke  LR  in  Fig.  98  to  the 
length  from  the  perpendicular  LM  to  the  point  D  where  the  ex- 
haust opens. 

No.  42.  In  Fig.  98  vl  is  proportional  to  OL  and  v2  is  propor- 
tional to  OR;  or 


v 


or 


No.  45.  Value  of  R. 

R  is  the  constant  which  enters  into  the  mathematical  state- 
ment of  the  law;  PV  =  RT. 


Data  Given. 
P0=  atmospheric  pressure  per  sq.  ft. 

=  2117  Ibs.  per  sq.  ft 
V2= total  vol.  of  cylinder  in  cu.  ft. 
Tm  =  absolute  temperature  of  mixture 
filling  cylinder  before  compres- 
sion begins. 
=  item  29  +  459°. 

To  Find — 
R  =  2i  constant. 


Solution. 
By  the  above  law: 
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No.  46.  Temperature,  Degrees  Fahr.,  at  Compression. 

Having  determined  R,  as  in  45,  the  temperatures  corre- 
sponding to  any  point  in  the  diagram  are  readily  determined  by 
the  general  formula  used  in  obtaining  R  after  solving  for  T. 


Data  Given. 
In  general, 

P  =  pressure  in  Ibs.  per  sq.  ft. 
V=  corresponding  volume  in  cu.  ft. 
R  —  constant  determined  in  45. 

To  Find— 

T=  absolute  temperature  corresponding 
to  the  point  of  the  diagram  se- 
lected for  the  temperatures  of 
compression. 


Solution. 
T-PV- 

~' 


No.  47.  Maximum  Temperature,  Degrees  Fahr. 

The  formula  in  No.  46  will  be  used  in  general,  and  if  the  igni- 
tion line  rises  vertically  from  the  point  of  maximum  compression, 
and  the  expansion  curve  drops  at  once  from  the  maximum  pres- 
sure, the  computation  can  take  the  following  form: 


Data  Given. 
pc= maximum   pressure,    Ibs.    per   sq. 

in.  =  item  36. 
Pb  =  compression  pressure,  Ibs.  per  sq. 

in.  =  item  35. 
jTi  =  absolute     temp,     at     compression 

=  item  46 +  459°. 

To  Find — 
Tc=  absolute  maximum  temperature. 


Solution. 


If  it  is  not  apparent  just  where  the  maximum  product  of  pres- 
sure into  corresponding  volume  did  actually  occur,  the  explo- 
sion end  of  the  diagram  may  be  divided  by  vertical  lines  at  several 
points  on  the  line  of  that  part  of  the  stroke,  and  the  volume  being 
measured  and  the  pressure  scaled  off,  the  maximum  product  may 
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be  those  found  experimentally,  and  these  values  used  for  P  and 
V  as  in  No.  46,  when  R  is  known  from  45. 
No.  51.  B.T.U.  Equivalent  to  Brake  H.-P. 


Data  Given. 

i  H.-P.  =  33,000  ft.-lbs.  per  min. 
i  B.T.U.  =  778  ft.-lbs. 

B.H.-P.=brake  horse-power  of  50. 
int.  =  time  interval  of  item  2. 

To  Find — 
B.T.U.  per  int.  equivalent  to  B.H.-P. 


Solution. 
B.T.U.  per  min.  for 

TH   P  _  33>ooo  ^ 

i  H.-P.-- — 42.4- 


B.T.U.  per 

int.  =  42.4X  B.H.-P. X  int 


No.   54.    Gas  H.-P.      No.   55.    B.T.U.   Equivalent   to  Gas 


Data  Given. 

heat  of  combustion  of  fuel  deter- 
mined by  analysis  or  calorimeter. 

lbs.  of  coal  or  oil,  or  cu.  ft.  of 
standard  gas  per  interval. 

To  Find — 

equivalent  to  G.H.-P. 


GasH.-P.= 


33,oooXint.' 


Solution. 


No.  56.   Heat  Supplied  B.T.U.  from  Indicator-card =#"/. 

If  the  specific  heat  of  the  gases  be  assumed  to  be  the  same 
before  and  after  explosion,  and  assumed  to  be  the  same  as  for 
air,  the  computation  is  much  simplified  and  no  serious  error  in- 
troduced. 
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Data  Given. 

Tm  =  absolute  temperature  of  mixture 
in  cylinder  before  compression 
=  item  49 +  459°. 

Tag=  absolute  temp,  of  entering  air 
and  gas  as  computed  in  para- 
graph 29. 

Vop=-vol.  of  entering  air  and  gas  per 
explosion  at  Tag  as  computed 
in  Part  I  of  29. 

Vb=  clearance  vol.  of  cylinder. 

w5  =  wgt.  per  cu.  ft.  of  mixture  at 
Tm  as  computed  in  30. 

C»  =  specific  heat  at  constant  vol.= 
.1691. 

TC=  absolute  temp,  of  point  C  of 
diagram. 

T&=  absolute  temp,  of  compression 

=  item  46  +  459°. 

Exps.  =  total    explosions  per    time    in- 
terval. 

To  Find— 

vt  =  voL  entering  air  and  gas  at  Tm. 
v  =  total  vol.  per  explosion  of  mix- 
ture before  compressing. 
•wm  =  total  wgt.  of  mixture  in  cylinder, 
supplied    in    B.T.U.    per 
time  interval. 


Solution. 


Vf- 


No.  57.  Heat  Extracted,  B.T.U. y  by  Observation  =  H2. 

This  value  is  determined  by  an  analysis  of  the  exhaust-gases 
from  which  the  heat  equivalent  of  a  cubic  foot  of  these  gases  is. 
determined. 


THE  PERFORMANCE  OF  GAS-ENGINES  BY   TEST. 


281 


H2  =  Cp(  Te  -  Tm)wkX  Exps. 


Data  Given.  Solution. 

Te=* absolute  temp,  exhaust  at  at- 
mospheric pressure. 
=  item  14  of  log+459°. 
Tm  =  absolujte  temp,  of  entering  mix- 
ture =  item  29  +  459°. 
Cp=  specific  heat  at  constant  pressure. 

Tag  =  absolute  temp,  of  combined  air  7^ 

and  gas  as  found  in  29.  ^  Tag' 

Vag=  combined  vol.  of  air  and  gas  per 

explosion  at  Tag. 
Tk=  absolute    temp,  of   exhaust   as 

analyzed. 

&=B.T.U.  per  cu.  ft.  exhaust 
gases  at  Tk  as  found  by 
analysis. 

Exps.  =  explosions  per  time  interval. 
7£;6==  weight  per  cu.  ft.  by  analysis. 

ToF'.nd — 

Vk  =  vol.  in  cu.  ft.  at  Tk  per  explosion. 
Wk  =  total  weight  per  explosion. 
H2=  total  heat  exhausted,  B.T.U., 
per  time  interval. 

58.  Heat  Extracted,  B.T.U.,  from  Indicator-card  =  H2r. 
This  is  .the  heat  thrown  off  in  the  exhaust  as  derived  from 
the  pressures  shown  by  the  indicator-card. 


Data  Given. 
Th  =  absolute  temp,  of  exhaust  =  item 

37  +  459°- 

,«  =  absolute  temp,  of  mixture  at  at- 
mospheric  pressure  =  item  29  + 

459°- 

.  as  found  in  57. 


Solution. 


2'  =  K(Tk-Tm). 


To  Find  — 

rejected,   B.T.U.,   per  time 
interval. 

The  elements  concerning  which  there  may  be  a  difference  of 
opinion  in  the  computations  will  be  principally  those  which  in- 
volve the  specific  heat  of  the  mixture  and  of  the  products  of  com- 
bustion. The  specific  heat  is  obviously  not  that  of  either  the 
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gas  by  itself  or  the  air  by  itself,  but  is  the  specific  heat  of  a  mechani- 
cal mixture.  This  actual  or  effective  specific  heat  (par.  55) 
is  a  quantity  which  will  affect  the  computations  of  the  diagram 
of  expansion  since  the  ratio  which  it  bears  to  the  specific  heat 
at  constant  volume  will  determine  the  exponent  to  be  used  in 
treating  the  expansion  according  to  the  adiabatic  law. 

175.  The  Precautions  against  Error  in  a  Test. — The  pre- 
cautions which  must  be  observed  in  conducting  a  gas-engine 
test  are  the  same  as  those  which  should  be  taken  in  conducting 
a  test  with  any  high-speed  engine  in  addition  to  certain  others 
which  are  the  consequence  of  the  peculiarities  of  the  engine 
itself.  In  the  first  place  the  spring  of  the  indicator  is  par- 
ticularly liable  to  error  from  the  heat  and  from  friction, 
and  the  inertia  effects  from  weight  of  the  parts,  and  par- 
ticularly from  the  paper  drum,  introduce  notable  errors  into  the 
indicator  diagram.  The  effects  upon  the  lines  of  the  diagram, 
due  to  defective  operation  of  the  igniter,  the  carburetor  and  the 
valves,  are  specially  liable  to  be  masked  by  defective  methods 
of  actuating  and  connecting  the  indicator.  Peculiarities  also  in 
the  behavior  of  the  phenomenon  of  propagation  of  the  flame  in. 
the  mixture  are  liable  to  be  confounded  with  inertia  effects  and 
a  wrong  interpretation  is  very  easily  made.  Fig.  98,  which  bears 
all  the  appearance  of  a  diagram  suffering  from  inertia  of  the  indi- 
cator piston,  has  really  no  relation  to  such  inertia  but  solely  to 
the  presence  of  pockets  in  the  ignition  chamber  from  which  the 
propagation  of  energy  was  undulating.  (Paragraph  214.) 

In  tests  which  are  made  to  ascertain  the  satisfactory  work- 
ing of  the  engine,  great  care  must  be  taken  to  eliminate  the  effects 
of  other  causes  upon  those  which  are  being  particularly  studied. 
The  timing  of  the  ignition,  for  instance,  may  be  so  masked  by  a 
variation  in  the  rate  of  ignition  through  the  mass  as  to  make 
it  very  difficult  to  separate  accurately  the  effect  due  to  each  sepa- 
rate cause.  As  discussed  in  the  previous  chapter,  the  engine  is 
particularly  liable  to  defective  working  as  the  result  of  improper 
lubrication,  and  as  each  stroke  or  each  cycle  stands  by  itself, 
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and  independent  of  every  other,  the  forming  of  an  average  con- 
dition or  standard  is  more  difficult  than  in  the  case  of  the  steam- 
engine. 

It  must  be  observed,  furthermore,  that  if  the  governing  oper- 
ations are  in  action  during  the  test,  that  these  will  introduce  wide 
variations  from  the  conditions  which  are  found  best  for  one  par- 
ticular resistance  and  speed.  It  will  be  obvious  that  if  the  mix- 
ture is  varied  in  composition  a  number  of  attendant  and  coinci- 
dent changes  should  be  made  if  the  engine  is  to  be  equally  effi- 
cient under  these  changed  conditions  of  resistance.  These,  of 
course,  it  is  difficult  to  meet  so  that  a  test  is  only  fair  to  the  motor 
when  it  is  made  under  practically  constant  conditions,  so  far  as 
resistance  and  speed  are  concerned.  This  is  particularly  true 
so  far  as  liquid  fuel  engines  are  dependent  upon  the  effective 
action  of  their  carburetors  for  the  mixture  supplied  to  the  cylinder. 
Again,  variations  in  the  quality  of  the  fuel,  either  gaseous  or  liquid, 
supplied  to  the  engine  during  a  test  affect  that  part  of  the  test 
which  immediately  follows  such  change.  In  the  steam-engine, 
on  the  other  hand,  the  effect  of  any  such  changes  are  averaged 
up  into  the  run,  by  reason  of  the  storage  action  which  takes  place 
in  the  boiler  when  heat  from  the  fuel  is  stored  in  the  water. 

176.  The    Conclusions  from    a    Test. — The  list  of  columns 
in  a  complete  log  given  under  the  foregoing  paragraph  indicates 
the  conclusions  which  are  usually  required  and  deduced  from  the 
engine  test.     If  the  test  is  made  to  determine  the  economy  cr 
consumption  of  an  engine,  only  those  conclusions  are  drawn  from 
the  observations  which  are  required  for  the  purpose  in  hand.     It 
is  plainly  from  the   results  of  actual  tests,  completely  and  accu- 
rately made,  that  the  development  of  the  gas-engine  along  sound 
lines  is  to  be  looked  for. 

177.  Records    of   Performance    and   Economy. — It   is   diffi- 
cult to  present  records  of  tests  of  gas-  or  gasoline-engines  which 
shall  not  be  misleading  by  reason  of  a  lack  of  definite  statements 
concerning  all  the  elements  which  entered  into  the  test.     For 
instance,  the  quality  of  the  gas  as  to  calorific  power  and  source 
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is  often  omitted  from  the  record  and  only  the  cubic  feet  of  gas 
per  horse-powQr  given,  and  no  measure  taken  of  the  quality.  The 
character  of  kerosene  oil  used  in  various  tests  is  indicated  often 
merely  by  the  trade  name  and  with  kerosene  and  gasoline  the 
quality  is  often  a  variable  within  considerable  limits.  Stale 
gasoline  is,  of  course,  less  favorable  to  the  engine  than  fresh, 
but  a  difference  in  its  specific  gravity  will  make  a  considerable 
difference  in  the  quantity  required  to  do  a  given  work. 

The  most  reliable  tests  of  gas-engines  on  a  large  scale  have 
been  made  in  England  under  competitive  conditions  at  exhibi- 
tions and  in  the  table  which  precedes  several  of  these  competitive 
tests  are  reported.  The  American  records  of  tests  are  much  less 
complete  than  the  English.  In  the  case  of  the  gasoline-engine 
using  carbureted  air  it  is  particularly  important  to  compare  only 
engines  operated  under  somewhat  similar  conditions  as  to  speed 
and  fuel-supply.  The  effect  of  speed  in  varying  the  fuel  supply 
at  high  numbers  of  revolutions  introduces  an  important  variable 
in  such  records.  The  table  on  pages  284  and  285  presents  a 
series  of  the  data  which  have  been  taken  from  various  sources. 

178.  Sources  of  Loss  in  Actual  Engines  as  Compared  with 
the  Ideal. — By  an  examination  of  the  columns  headed  Heat  Dis- 
tribution, it  will  be  apparent  that  there  are  four  channels  through 
which  the  expenditure  of  the  heat  energy  occurs.  There  is,  first, 
the  mechanical  work  done  upon  the  piston  of  the  engine  and 
which  is  the  net  output  which  should  be  made  as  large  as  possible. 
It  will  be  noted  that  it  ranges  between  20  and  22  in  the  higher 
figures.  The  limitations  which  prevent  this  figure  from  reach- 
ing higher  values  are  set  by  the  necessity  for  keeping  the  metal 
of  the  cylinder  and  the  seats  of  the  valves  at  a  low  temperature, 
so  that  they  shall  not  undergo  too  rapid  deterioration  or  deform- 
ation from  the  high  heats  inside  the  cylinder,  and  so  that  it  shall 
be  possible  to  lubricate  the  surfaces  which  are  in  contact.  Re- 
cent experiments  have  shown  that  the  total  heat  distribution  is 
little  affected  by  changes  in  the  temperature  of  the  jacket-water 
between  40°  F.  and  the  boiling-point.  The  combined  withdrawal 
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of  heat  by  the  two  sources  of  loss,  jacket-water  and  exhaust  tem- 
perature, ranges  between  70  and  80  per  cent.  The  balance,  which 
is  friction,  radiation,  leakage  and  the  like,  is  usually  a  small  per- 
centage and  ought  to  be  less  than  ten.  These  deductions  make 
it  evident  that  the  directions  open  for  the  most  manifest  improve- 
ment are  those  which  have  to  do  with  the  transformation  of  a 
greater  proportion  of  heat  into  mechanical  work  and  the  reduc- 
tion of  the  heat  which  in  the  present  forms  of  motor  has  to  be 
disposed  of  by  the  cylinder  either  through  the  jackets  or  at  the 
exhaust.  It  means  an  increase  in  the  temperature  range  in  the 
cylinder  without  securing  this  by  means  which  have  no  direct 
relation  to  the  mechanical 'energy  utilized. 

The  most  obvious  of  the  methods  to  accomplish  this  purpose 
are  those  which  have  been  presented  by  Mr.  Atkinson.  His 
constructions  in  1885  and  1887  were  known  as  the  differential 
and  cycle  engines  and  were  designed  so  that  by  the  mechanism 
driving  of  the  crank  of  the  engine,  the  expansion  stroke  of  the 
piston  should  be  longer  in  travel  than  any  other  stroke  of  the  cycle. 
By  this  means  the  volumes  appropriate  to  compression  were 
expanded  after  ignition  to  a  volume  greater  before  the  exhaust 
opened  than  they  had  before  compression,  and  as  a  consequence 
the  terminal  pressure — and  therefore  also  the  mean  pressure — was 
lowered  while  the  external  work  was  being  done.  The  difficulty 
connected  with  both  designs  is  the  complication  of  mechanism 
which  has  to  be  introduced  in  order  to  bring  about  the  variable 
length  of  piston  traverse.  The  same  object  has  been  further 
sought  by  injecting  water  or  steam  into  the  mass  of  mixture  in 
the  expanding  cylinder,  with  the  idea  that  the  result  of  this  ac- 
tion would  be  to  compel  the  mixture  of  steam  and  air  to  partake 
more  nearly  of  the  expanding  action  of  steam  which,  in  expand- 
ing, parts  rapidly  with  its  heat,  while  the  permanent  gases,  like 
air,  are  reluctant  to  lower  their  temperature  by  expansion.  The 
difficulty  here  has  been  that  the  injection  of  the  steam  cooling 
the  mixture  lowers  the  mean  effective  pressure  and  diminishes 
the  net  driving  effort  of  the  piston.  ;  • 


CHAPTER  XVII. 

THEORETICAL  ANALYSIS  OF  THE  GAS-ENGINE- 

1 80.  Introductory c  —  In    the    foregoing    chapters    the    treat- 
ment of  the  internal  combustion  engine  has  been  mainly  from 
the  practical  or  experimental  point  of  view.     It  has  been  the  pur- 
pose to  point  out  the  operation  of  the  internal  combustion  motor 
working  under  the  usual  forms  in  which  the  theoretical  cycles 
have  been  reduced  to  practice.     In  Chapter  IV  and  those  which 
preceded  it,  a  certain  amount  of  attention  was  given  to  the  cycle 
independent  of  the  motors  which  utilized  it  and  to  certain  theo- 
retical considerations  having  their  origin  and  deductive  treatment 
from  the  science  of  thermodynamics.     It  will  be  the  purpose 
of  the  present  chapter  to  treat  in  a  mathematical  way,  on  a  basis 
of  pure  theory,  the  cycles  which  are  available  for  use  with  the  in- 
ternal combustion  motor,  and  to  deduce  from  the  theoretical  equa- 
tions which  appear  in  such  analysis  some  serviceable  statements 
as  to  the  limits  which  theory  imposes  upon  the  development  of 
this  class  of  motor.     Certain  suggestive  equations  bearing  upon 
the  design  and  proportioning  of  cylinders  will  also  result  from 
this  theoretical  treatment. 

It  will  be  necessary,  however,  to  supplement  the  fundamental 
treatment  and  definitions  in  the  first  three  chapters  by  a  brief 
reference  to  the  use  made  in  this  chapter  of  the  diagram  whose 
coordinates  are  the  absolute  temperature  for  ordinates  and  the 
value  of  the  entropy  factor  as  abscissas. 

181.  The  Temperature  Entropy  Diagram. — It  has  been  shown 

in  paragraph  40  that  with  a  piston  motor  the  work  done  in  foot- 
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pounds  could  be  conveniently  represented,  graphically,  by  an 
area  of  a  diagram  whose  coordinates  are  the  pressure  in  pounds 
per  square  foot,  as  ordinates,  and  with  the  volumes  in  cubic  feet 
of  the  cylinder  or  piston  displacement  as  abscissas.  Such  a  dia- 
gram is  conveniently  called  the  PV  diagram.  It  shows  at  a  glance 
how  the  work  of  the  motor  varies  with  pressure  and  volume  as 
the  piston  reciprocates,  but  it  shows  nothing  at  all  concerning 
the  variation  of  work  done  as  heat  is  added  or  withdrawn  as  tem- 
perature varies.  If,  on  such  a  diagram,  the  line  representing 
the  increase  of  volume  and  decrease  of  pressure  be  drawn  which 
shall  closely  resemble  the  variation  of  pressure  and  volume  in 
adiabatic  expansion,  it  is  impossible  to  say  whether  the  gas  under- 
going that  expansion  is  gaining  or  losing  heat.  If  the  line  drawn 
is  above  the  computed  adiabatic  line,  the  gas  must  be  receiving 
heat.  '  If  it  is  below  such  computed  adiabatic  line,  it  is  losing 
heat.  But  in  the  absence  of  such  computation,  the  diagram 
is  silent  concerning  the  gain  or  loss  of  heat  with  temperature. 

It  is  very  necessary  to  know  what  the  action  is  of  a  metal  wall 
on  a  mass  of  expanding  gas  in  the  matter  of  gain  or  loss  of  heat 
energy.  Such  a  method  has  been  proposed  and  is  now  in  quite 
general  use.  It  has  for  its  object  the  presentation  of  a  diagram 
with  two  coordinates,  of  which  one  shall  be  the  absolute  tem- 
perature (conveniently  the  vertical  ordinate)  and  the  abscissa 
or  horizontal  measurement  such  that  the  area  will  show  the  quan- 
tity of  heat  energy  in  British  thermal  units  gained  or  lost  by  the 
gas  during  any  change.  If  the  horizontal  coordinates  be  desig- 
nated by  the  Greek  letter  phi  (<£)  then  for  any  small  change  in 
the  total  quantity  of  heat  at  a  temperature  T  that  small  gain  or 
loss  in  heat  designated  by  dH  will  become  equal  to  T(d$).  It 
has  been  quite  usual  when  the  absolute  temperature  is  associated 
with  0  as  a  coordinate,  that  it  should  be  written  6,  and  the  co- 
ordinates 6  and  <£  give  what  has  been  called  the  theta-phi  dia- 
gram. It  is  capable  of  demonstration  by  the  method  of  the  cal- 
culus that  the  coordinate  <j>  is  the  factor  which  was  designated 
by  Clausius  by  the  name  entropy  as  the  value  for  a  convenient 
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factor  made  necessary  by  the  process  of  integration.  This  fact 
gives  to  the  theta-phi  diagram  its  other  name  of  temperature- 
entropy  diagram.  If,  in  Fig.  100  the  curved  line  ab  represents 
an  addition  of  heat  to  a  mass  of  gas  at  a  constant  pressure,  it  will 
be  apparent  that  the  temperature  will  vary  with  such  addition 
of  heat.  For  a  very  small  change  in  the  temperature  dO  it  will 
be  true  to  say  that 


Hence  it  will  be  true  to  write 


and 


dd 


FIG.  100. 


FIG.  101. 


If  the  value  of  0  be  assumed  constant,  as  it  may  be  during 
any  one  of  the  infinitesimal  theta-phi  diagrams,  the  successive 
elements  of  which  that  change  is  made  up  would  appear  as  in 
Fig.  1 01  so  that  the  whole  change  in  the  quantity  of  heat  due  to 
the  successive  additions  will  be  the  sum  of  all  the  small  elements  or 

[£  ^1 
Cp~Q     I* 

If,  obviously,  dd  is  taken  very  small,  the  steps  forming  the 
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broken  line  become  very  short  and  the  change  in  the  value  of 
the  area  under  the  curve  becomes 


rdd_ 
v   e 


d* 

The  appearance  of  that  quantity  suggests  that  by  the  pro- 
cesses of  the  calculus  the  sum  of  a  number  of  such  infinitesimal 
increases  will  take  the  form 


The  hyperbolic  logarithm  bears  to  the  ordinary  logarithm 
whose  base  is  ten,  the  ratio  of  2.3026,  so  that  in  terms  of  the  com- 
mon logarithms,  this  equation  appears 

n 
<f>l~  $2=  2.3026  Cp\Og-Q\ 

182.  Changes  in  Value  of  Phi  when  Heat  is  Added  to  Air. — 

It  will  be  recalled  (par.  54)  that  the  quantity  of  heat  necessary 
to  raise  a  unit  weight  of  air  will  differ  according  to  the  condition 
of  that  air  with  respect  to  the  constant  value  of  pressure  or  volume. 
In  the  foregoing  paragraph  the  pressure  was  assumed  constant 
under  the  addition  of  heat.  Under  this  circumstance 

Cp  =  0.2375  B.T.U. 
Substituting  in  the  foregoing  equation, 

a 

&  -&  =  0.547  Iog7r- 

U2 

If  the  change  be  at  constant  volume,  while  the  pressure  is 
allowed  to  vary,  the  specific  heat  Cv  is  0.169,  so  tnat  tne  equation 
should  be 

fi 
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If  the  temperature  remains  constant,  the  addition  of  heat  is 
called  isothermal  (par.  40),  in  which  case 

V 
&-.&-£  hyp  log  :*. 


Inserting  the  appropriate  figures, 

F4  V 

&-  &  =  53-35X  2.3026  log:=  122.84  logr4. 


Since  this  last  change  takes  place  at  constant  temperature  of 
the  gas,  it  will  be  apparent  that  the  line  which  is  a  curve  in 
Fig.  100  becomes  a  straight  line,  parallel  to  the  horizontal  axes 
of  coordinates.  If  a  vertical  line  be  drawn  at  any  point  on  that 
horizontal  coordinate  axis,  which  shall  represent  the  value  of  9^ 
measured  from  the  point  O  and  having  a  vertical  height  equal 
to  the  value  of  the  temperature  T  at  which  the  addition  of  heat 


, H 


v 


E  o       n       m 

FIG.  102. 


q        p     E 


was  made  at  constant  temperature,  the  area  TX(</>2—<f>L)  (Fig. 
102)  will  denote  the  addition  of  heat  which  is  the  quantity  H. 

Finally,  if  the  change  in  pressure  and  volume  be  that  which 
is  designated  as  an  adiabatic  change  (par.  50)  there  will  be,  by 
definition,  no  heat  added  or  subtracted  during  that  expansion 
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or  cnange  of  relation  between  pressure  and  volume.  Under  this 
condition  the  6<j>  diagram  must  be  such  that  the  area  between 
the  line  representing  this  change  and  the  line  of  zero  tempera- 
ture be  zero.  The  only  way  that  this  can  be  realized  with  a  finite 
value  for  the  temperature  wTill  be  to  have  the  value  for  the  abscissa 
(j>  zero.  Hence  an  adiabatic  line  on  the  plane  of  the  6(f>  coordi- 
nates is  a  vertical  line. 

183.  Analysis  of  the  Possible  Cycles  of  the  Internal  Combus- 
tion Engine. — By  a  reference  to  paragraph  61,  it  will  be  noted  that 
the  medium  used  in  the  gas-engine  is  subjected  usually,  though 
not  always,  first,  to  a  compression,  then  to  a  heating  process,  and 
that  after  the  heating  the  gas  is  expanded,  doing  work  against  the 
piston  and  is  then  cooled.  This  paragraph  also  presented  a  table 
indicating  the  possible  forms  which  these  processes  might  take, 
\vhioh  is  here  reproduced.  In  the  following  diagrams  an  attempt 
has  been  made  to  place  side  by  side  a  typical  work  diagram  with 
the  PV  coordinates  and  a  temperature-entropy  diagram  on  the 
0<j>  coordinates.  In  each  case  the  odd  number  at  the  left  hand 
is  the  PV  diagram  and  the  even  number  at  the  right  the  corre- 
sponding 6$,  for  each  cycle.  For  clearness  of  presentation, 
Figs.  111-151  are  not  drawn  to  the  same  or  to  any  definite  scale. 
For  purposes  of  comparison  of  cycles  a  second  series  of  PV  areas 
on  the  same  scale  for  the  various  cycles  is  presented  in  Figs.  153 
to  161. 

The  cycles  in  the  first  group,  without  compression,  and  the 
cycles  of  the  sixth  to  tenth  groups,  where  the  cyclic  operations 
take  place  at  or  below  atmospheric  pressure,  are  of  insignificant 
importance  in  any  practical  way. 

The  early  gas-engines  previous  to  Otto  (Lenoir,  Barnet,  Hu- 
gon,  Langen,  and  Bischof)  belong  to  this  class,  but  the  introduc- 
tion of  the  compression  so  greatly  increased  the  efficiency  and 
economy  of  the  gas-engine  that  they  do  not  deserve  detailed  con- 
sideration at  this  date.  The  cycle  IB,  for  example,  is  that  of  the 
free  piston  engines,  such  as  Barsanti  and  Matteucci  in  1854  and 
the  Otto  and  Langen  of  1866,  in  which  the  piston  was  not  con- 
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nected  positively  to  the  shaft  for  the  expansion  stroke,  but  was 
thrown  freely  upward  to  a  point  beyond  that  at  which  atmospheric 
pressure  would  have  resulted  from  the  increase  of  volume. 


CLASSIFICATION  OF  CYCLES. 


I. 

2. 

3- 

4- 

5- 

6. 

v  Cycle  No. 

Compression. 

Heating. 

Expansion. 

Cooling. 

Cooling. 

I 

Isometric 

Adiabatic 

Isopiestic 

I  A 

a 

Isometric 

Isot)iestic 

IB 

« 

u 

Isothermal 

<« 

1C 

« 

ii 

II 

Adiabatic 

Isometric 

Adiabatic 

Isopiestic 

II  A, 

M 

" 

« 

Isometric 

Isopiestic 

II  A2 

" 

M 

M 

14 

II  B 

« 

II 

(1 

Isothermal 

Isopiestic 

IIC 

" 

" 

«« 

11 

-III 

Adiabatic 

Isopiestic 

Adiabatic 

Isopiestic 

III  A 

" 

M 

" 

Isometric 

Isopiestic 

IIIB 

u 

« 

" 

Isothermal 

11 

me 

« 

ii 

" 

11 

IV 

Adiabatic 

Isothermal 

Adiabatic 

Isopiestic 

IV  A 

« 

IN 

« 

Isometric 

Isopiestic 

IV  B 

« 

« 

<( 

Isothermal 

« 

-IV  C 

u 

<( 

M 

« 

V 

Adiabatic 

Any  law 

Adiabatic 

Isopiestic 

VA 

" 

" 

« 

Isometric 

Isopiestic 

VB 

" 

° 

<( 

Isothermal 

u 

VC 

t( 

" 

H 

« 

VI 

Atmospheric 

Isometric 

Isothermal 

VII 

Adiabatic 

« 

Adiabatic 

Isopiestic 

VIII 

<« 

« 

Isothermal 

IX 

Adiabatic 

« 

« 

Isometric 

X 

« 

« 

« 

Any  law 

Similarly,  the  cycles  numbered  six  and  upwards  are  of  com- 
paratively slight  importance.  It  would  be,  furthermore,  entirely 
possible  to  make  combinations  or  differentiations  of  the  typical 
cycles  other  than  those  selected  if  it  were  worth  while. 

Let  Fig.  in  be  a  PV  diagram  and  Fig.  112  be  a  6<f>  diagram 
for  the  cycle  of  the  Lenoir  engine. 
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Then  in  this  case : 

From  B  to  C.    Addition  of  heat  isometrically  from  atmos- 
pheric pressure. 

From  C  to  D.    Adiabatic  expansion  to  atmospheric  pressure. 
From  D  to  B.     Cooling  at  atmospheric  pressure. 


Cycle  I 


FIG.  in. 


FIG.  112. 


Cycle  I A 


FIG.  113. 


FIG.  114. 


The  first  modification  would  be  that  in  which  the  expansion 
was  incomplete,  as  in  an  ideal  Lenoir  engine  where  the  cut-off 
was  too  late  to  secure  complete  expansion.  Calling  this  cycle 
I  A,  we  have  Figs.  113  and  114  as  follows: 
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In  this  case: 

From  B  to  C.  Addition  of  heat  isometrically  from  atmos- 
pheric pressure. 

From  C  and  D.  Adiabatic  expansion  to  point  above  atmos- 
pheric pressure. 

From  D  and  E.     Cooling  isometrically  to  atmospheric  pressure. 

From  E  to  B.     Cooling  at  atmospheric  pressure. 

The  second  modification  is  that  in  which  the  expansion  goes 
below  atmosphere  before  the  end  of  the  strok  as  in  the  designs 
of  Otto  and  Langen  (1866)  and  Barsanti  and  Matteucci  (1854), 
which  were  called  free-piston  engines.  The  pair  of  diagrams 
will  be  as  follows: 


Cycle  IB 


FIG.  115. 


FIG.  116 


In  these: 

From  B  to  C.  Addition  of  heat  isometrically  from  atmos- 
pheric pressure. 

From  C  to  D.  Adiabatic  expansion  to  below  atmospheric 
pressure. 

From  D  to  E.     Cooling  isothermally  to  atmospheric  pressure. 

From  E  to  B.     Cooling  at  atmospheric  pressure. 

No  engine  has  ever  been  built  to  operate  on  the  third  modifi- 
cation of  this  cycle  in  which  work  is  received  from  the  gas  during 
its  cooling  phase.  Calling  this  cycle  /C,  Figs.  117  and  118  result: 
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Cycle  1C 


FIG.  118. 


Addition  of  heat  isometrically  from  atmos- 
Adiabatic  expansion  to  pressure  below  atmos- 


FIG.  117. 

So  that: 

From  B  to  C. 
pheric  pressure. 

From  C  to  D. 
phere  such  that 

From  D  to  B.  Cooling  isothermally  to  original  volume  and 
atmospheric  pressure. 

The  analysis  for  cycle  /  is  as  follows: 

Let  Hl  be  the  heat  added  from  B  to  C. 

Let  Cv  be  the  specific  heat  of  gas  at  constant  volume,  and 
here  assumed  constant  for  simplification.  It  is  probably  a 
variable,  but  to  make  this  assumption  gives  unmanageable 
formulae.  A  correction  may  afterward  be  applied,  if  desired. 
Cv=heat  to  raise  one  pound  gas  i°  F.  at  constant  volume. 

Let  Vb  be  the  volume  of  the  gases  at  point  B  of  the  diagram, 
i.e.,  before  heating  and  expressed  in  cubic  feet. 

Let  Pb  be  the  corresponding  pressure  in  pounds  per  square 
foot. 

Let  Tb  be  the  corresponding  temperature  in  absolute  degrees 
Fahrenheit. 

Then  will  the  increase  in  temperature  be  given  by 

TT 
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or 

HI 
Cv 

Since  volume  is  constant  from  B  to  C, 

^=TV 

whence 

Tc 

From  (i), 

Tb          CvTb 
Since  this  quantity 


will  enter  into  many  of  the  equations,  let  it  be  denoted  by 

1  ~1~  r*  T  ~  X  > 
tv-Lb 

whence 

P,=P*x.    ...  I,.../  :  .  (2) 

The  adiabatic  relation 

P<Pdr  =  PcVcr 

gives 


But  pd  =  pb  by  hypothesis,  hence 
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Another  adiabatic  relation  gives 


whence 


-T  r  ' 

~      \Pc) 

remembering  pd  =  pb  and  substituting  the  value  of  Tc 


Let  H2  be  the  heat  discharged.     Then 
Ht~Ct(fd-T& 

where  CP  =  specific  heat  at  constant  pressure  and  assumed  con- 
stant.        Hence  substituting 

/     r         H    I1         \  1 

fT^CJrJiH-^  \r-Tb  )=CpTb(X'-i).  .    .     (5) 

\        L          ^v*  bJ  I 

The  work  done  in  heat-units  will  be 

W-H.-H,    ..........     (6) 

=Hl-CpTb(X^-i)  .......     (7) 

And  in  foot-pounds 


This  work  of  expansion  could  have  been  obtained  by  tem- 
peratures and  by  integration  as  well. 
The  work  W  will  be: 

W=Cv(Tc-Tb)-CP(Td-Tb\ 
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But 


o        •* 


It  is  true  also  that 


and 


.-.  W=Cv(Tc-Td)-jpb(vd-vb) 
in  heat-units.     This  second  term  is  the  area  of  the  rectangle  be- 

{p  =  O  ('V  =  Vj> 

,        andi  and    lying    below    atmosphere 

p  =  atmosphere         (  v  =  vd 

is  not  available  for  work. 

/vc 
pdv  =  area  between  expansion   curve 

and  axis  of  volumes.     The  expansion  is  adiabatic. 


r^=_i^Tj_ 

A  ^     r-TU7-1 


Since 


w-      * 

-C.-CfT         C,-Cf\T 

c,  c. 

=  /C,,(rc-rrf)  in  foot-pounds. 


THEORETICAL  ANALYSIS  OF  THE  GAS-ENGINE.  3O1 

Subtracting  the  rectangle  pb(vd—Vb),  we  get 
W^JC^Tc-TJ-pfa-vJ 
in  foot-pounds,  or  in  heat-units 


as  before. 

Applying  at  this  stage  a  test  to  each  of  the  states  B,  C,  D  from 
the  law  of  perfect  gases  : 


Tb  ~' 

_ 

pbvb 


T  l      ~   7\  ~~     » 


Tb(X) 


hence  these  are  identities,  as  they  should  be. 

Denote  the  volume  swept  through  or  volume  range  by  Rv. 
Then  will 


Rv  =  vd-'vb  =  'vd-vc  =  vb[X    -T.}  .....     (8) 
Whence  mean  effective  pressure 


-  I] 

Efficiency 


W          H2 

-  j~ 


The  entropy  range  is  given  by 

....    (ii) 
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Mean  effective  temperature 


The  temperature  range 

TT 

RT=Tc-Tb  =  ^  .......     (13) 

^9 

The  pressure  range 

RP  =  pc-pb=pb(X-i)  ......     (14) 

Whence  an  expression  for  a  mean  effective  volume  may  be 
written 


Rp  pb(X-i) 

These  results  are  here  tabulated  for  reference  and  comparison 
with  what  follows: 

It  would  be  possible  to  take  a  set  of  formulae  derived  else- 
where for  mean  effective  temperature,  but  as  these  were  the 
results  of  a  comparison  of  cycles,  none  of  which  ran  below 
atmospheric  pressure,  it  would  be  better  to  take  another  standard 
here.  Taking  arbitrarily  as  the  mean  effective  temperature 
one-half  the  sum  of  the  mean  temperature  of  heat  addition 
and  the  mean  temperature  of  heat  abstraction,  there  results  : 


CYCLE  I.     X=i+ 


crb' 


Formula  Reduced  to  Initial 

Symbol.                    Formula  as  Derived.  Conditions. 

pi Arbitrary. 

Vr>  .  " 

B 

'  Tb 
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Formula  Reduced  to  Initial 
Symbol.  Formula  as  Derived.  Conditions. 

Tr 


C\Pc 

H2 Cp(Td-Tb). 

W . 


<d       vc 


TbX 


i 

V  Xr 

-r\  ~  rt~  ~  —  ^  I      A      / 

TbX^ 


E ^ i- 

•f*i 

R... 


CpTt(X7-i) 


j*..         .j& 


Pc-pb 


MEV 

•••«;• 


MFT 
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CYCLE  I.    A. 
As  in  Cycle  I  for  point  C: 

vc  =  vb',       ........     (i) 


........       (2) 

Tc=  T*X  .......    .    .     (3) 

Assume 

Pc>pd>h- 
Then  from  the  adiabatic  relation 


or 


Also 


Substituting  values  of  pc  and  Tc  in  (4)  and  (5), 

«,w^-- 

\pd 

\1 

If  it  be  granted  that 

t- 

then 

vi~vb(Xn)7; (8) 

1  i-.     Tb(Xn)7. 

-JT-',       ....    (9) 

'! (10) 
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Applying  the  perfect  gas  law  to  the  points  B,  C,  D,  and  E, 


cc^,^ 

Tc  ~~ 


peve 


e       Tb(Xn)r 

Heat  is  abstracted  in  two  parts,  the  first  at  constant  volume 
from  D  to  E  and  the  second  at  constant  atmospheric  pressure 
from  E  to  B. 

Hence 


»)  r] 

.    .    .     (12) 


% 

The  work  done  in  foot-pounds  is 

-HJ (13) 


E=i--  --  -.      (15) 
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The  mean  effective  pressure 


But 


_ 
w)r  -i]  ..... 


IT,  - 


JTfi)  T-  (L  -  T\ 


+  C,rfe[(Zw)    -  1] 


(i8) 


As  before,  the  entropy  range  is 


(21) 


Taking  the  mean  effective  temperature  as  the  mean  of  the 
average  heating  temperature  and  the  average  cooling  temperature, 


M.E.T.= 


T'+T 


.     (22) 


i          ff, 


The  temperature  range  is 

RT=Tc-Tb=Tb(X-i) 
The  pressure  range  is 


(24) 
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Whence 
M.E.V.- 


Y 

#i-C;T»(jrfi)7[^^ 


p*-i 

(26) 


j  Jd^-CvTb(Xn] 
=  J 


I 


Tabulating  these  results: 


CYCLE  I.     A. 

Symbol.  Formula  as  First  Derived.  Formula  Reduced  to  Initial 

Conditions. 

f  pb Arbitrary pb 

I  vb «        ..Vb 


rp  pbVb 

Tb -R ' It 

— 
vc vb 


ZH 

r. 


C 


TbX 


v-Lb 


,v*(Xn) 


n 


E« 


i_ 
ve vd .vb(Xn)  r 

Te T£ Tb(Xn)T 
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Symbol.  Formula  as  First  Derived. 


n)7-  -  1    +  CtTJi(X*)7 


n)7-  -  1    +  CtTj[(X*)7- 


vJi(Xn)7-i] 


1 
M.E.P  .....  ~-~J 


6 

M.E.T.-i(^i 

2  \         Jl<j> 

,     ,  i  1 


RP PC- pi, pb(X-i) 


I/I  X 


Hi-CvTb(Xn)r(  — i  )-CpTii(Xn)r-i] 
\n       J 

RT Tc-Tb Tb(X-i). 

CYCLE  I.     B. 

As  the  operations  up  to  the  point  C,  i.e.,  after  addition  of  heat, 
are  the  same  as  in  Cycle  I,  these  results  may  be  assumed : 

^c  =  ^6,  (i) 

........       (2) 

(3) 
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Choose  pd  so  that 


°  .........     (4) 

Expansion  CD  gives 


Also 


From  the  isothermal  relation  along  DEt 

„      „      Tc(Xn)7 

1 e~  1  d~  n  '•> (7) 

A^^febyhypothesis; (8) 


•'•  *V 


or 

j_ 
pdvb(Xn)r      vb(Xn) 

" 


Applying  the  perfect  gas  law  to  the  various  points, 


Tc       TbX       Tb 


__ 

(Xn)7      Tb 
pb 

(Xn)7 
n 


T  l     ~  T*  "" 

'  (Xn)T        lb 
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Heat  is  abstracted  in  two  parts,  first,  a  part  isothermally,  and 
second,  a  part  at  atmospheric  pressure.  The  part  abstracted 
isothermally  is  most  easily  calculated  with  the  aid  of  the  6<f> 
diagram  and  its  relations. 

The  entropy  range  along  EC  has  been  found  to  be 

^  =  <£c-<&  =  C>gjp  =  C>g^.      .     .     .     (10) 

Now  it  is  evidently  the  same  so  far  as  entropy  range  is  con- 
cerned whether  the  cooling  is  at  constant  pressure  from  E  to  B 
or  heating  is  done  isopiestically  from  B  to  E,  thus 

fa&CJaels  .......    (") 

J  o 

Hence  the  entropy  range  for  the  isothermal  operation  will  be 
given  by 


(12) 
(13) 

This    latter  isothermal   change  taking  place   at  temperature 
Te=  Td,  the  heat  of  cooling  will  be  given  by 


Hence  the  total  heat  abstracted  is 

.     .     (15) 


Tb(Xn)7 


But 
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Since 

L_^ 

r~c; 

and 


hence 


The  work  in  foot-pounds  is 


/.  M.E.P.  = 


.     .     (i9) 

~v~Cf  ' 


.:  M.E.V.  =  7  I 

I 


(20) 
(21) 

(22) 


The  mean  effective  temperature  being  the  mean  of  the  heating 
and  cooling  means  is  given  by 
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where  R<j>  is  the  same  as  in  previous  cycle. 

i 


r    (x)nr~i 

RT=Tb~Td=Tb[i-  -^-J (24) 

Tabulating: 

CYCLE  I  B. 

Symbol.         Formula  as  First  Derived.  Formula  Reduced  to  Initial 

Conditions. 

pb Atmosphere Atmospheric  pb 

vb Arbitrary vb 

B] 

Th.. 


R  R 

Tc 


pbX 


Tc. 


*>d Pb>Pd>° W?d- 

1 


>t »«(f  ' MXn)r 

\rdt 


Tb(Xri)l- 
n 


Er 


P^i.  V>(X*)r 

't *          


n 


T. T,. 


n 
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I  — 


=  I  — 


M.E.P, 


IT 


=/ 


M.E.V. 


=/ 


R*.... 
M.E.T. 


-v'C, 


c,,-c» 
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Rr  ............  n-r  .................... 


CYCLE  I  C. 

FIG.  117.  FIG.  118. 

Assume  all  results  to  point  C  from  Cycle  I  : 

pe  =  pbX,    ...    .    ....  (i) 

vc  =  vb,  .........  (2) 

Tc=TbX  .........  (3) 

From  the  adiabatic  CD 


« 


This  adiabatic  must  meet  the  isothermal  from  B  in  point  Z>t 
hence 

*«-^  .........    (5) 

Equate  (4)  and  (5), 


V 


(6) 


This  is  the  pressure  at  which  the  isothermal  through  B  will 
meet  the  adiabatic  through  C.     Its  corresponding  volume  is 


(7) 

(8) 


THEORETICAL  ANALYSIS  OF  THE  GAS-ENGINE.  3J5 

The  heat  abstracted  by  the  isothermal  cooling  is  found  as 
before  from  6)0  relation, 

fc-fc-CJog^-Cyog,*,      .    .    .    .      (9) 

Hence 

......    (10) 

(H) 
The  work  done  in  foot-pounds  is 

W=J(Hl=H2)=J(Hl-TbCv\0geX),     .    .    (12) 
The  efficiency  is 


The  volume  range  is 

£,  =  ^-^ 
Hence 

M.E.P.  =  ^^>i^ 

'-)!  ......      (IS) 


The  pressure  range  is 

—IE:)-  •  •  (16) 


The  entropy  range  was  found  Rj  =  CJLogeX,  hence 

M-E-T- = 


And 


(-7) 
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Tabulating: 

CYCLE  I  C. 

Symbol.  Formula  as  First  Derived. 


B 

\Tb 


pb Atmospheric Atmospheric  pb 

Vb Arbitrary Vb 


R  R 


C\ 


D 


c 


vb 


Tr 


P. I-T1 -4 


(& 


Tb Tb 

T 

c  T1   / 

°%*Tb T* 

W..  .J(H,-H,} J(H,- 


E '    Hi Ht 

1 

Rv V-Vb 


M.E.V ^ 

J\P 


"5 l*c**-.: 

•Pc-Pd 


'{'-  y 

V  Yr-l' 
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Symbol. 


M.E.T. 


Formula  as  First  Derived. 

r 

/^>    1  Z   C 


Formula  Reduced  to  Initial 
Conditions. 


#, 


n 


2  log, A-  *-2VC>g^ 

£r Te-Tb Tb(X-i) 

The  relatively  poor  showing  of  Cycle  I  and  its  modifications 
with  respect  to  efficiency  and  mean  effective  pressure  as  com- 
pared with  the  compression  cycles  are  the  reasons  for  its  minor 
importance. 

184.  Compression  Cycle  with  Isometric  Heating. — This  group 
includes  as  No.  II  A  the  ideal  Otto  cycle,  where  the  gas  is 
heated  and  cooled  at  constant  volume.  The  PV  and  6(f>  diagrams 
and  the  mathematical  analysis  are  as  follows: 

The  first  or  typical  case  is  that  of  the  ideal  Atkinson  engine, 
or  some  compound  engines,  with  an  expansion  complete  down  to 
atmospheric  pressure. 

Let  Fig.  119  be  the  PFand  Fig.  120  the  6$  diagram  of  this 
cycle. 


Cyclo  II 


FIG.  119. 


FIG.  120. 


From   A    to   B.    Adiabatic    compression   from   atmospheric 
pressure.  • .   ; 
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From  B  to  C.    Addition  of  heat  isometrically. 

From  C  to  D.    Adiabatic  expansion  to  atmospheric  pressure. 

From  D  to  A.    Cooling  at  atmospheric  pressure. 

In  the  compression  cycles  the  volume  ratio  —  will  enter  into 
many  of  the  formulae  so  that  it  will  be  found  convenient  to  write 


The  compression  is  adiabatic,  hence 

(i) 

-1 (2) 

During  addition  of  heat  ^=^6,  and  therefore 


T  H 

If  7p  =  i  +  7^r  =  -X"  as  in  the  previous  cycles, 

1  5 


;   .......     (3) 

lX.    .    .    .    .    .    .     (4) 

Adiabatic  expansion  gives 


:      TXr—vaXf.     .     .     (5) 
...    (6) 
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Applying  the  perfect  gas  law 


T          ' 

*  o 


Tb 

cVc 

Te 


^         TaXr 
The  heat  discharged 


The  work  done  is 

W  =  Hl-H2=H1-CPTa(X7-i),      ...     (8) 


r 

(10) 


(n) 

g(x7-i)\ 

CJofcX      -j 

) (14) 
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CYCLE  II. 

Symbol.  Formula  as  First  Derived.  Formula  Reduced. 


M-KT 


vb — ;  (r  arbitrary) 


n. 

PC. 


r 

rr-<  rr<    I  ,  1        \  rri     -tr 

rc \     c  r  / 

pt A. .- p" 


d  * '  aijj 

H2 CP(Td-Ta) CPTa(Xr  - 1 ) 

j_ 

H,  i-CPTa(X^-i) 


i  — 


M.E.P /TT 

v 


Hi* 

.V.(Xr~i) 

1 


Va(X      -I) 
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Symbol.  Formula  as  First  Derived.  Formula  Reduced. 

RP Pc-Pa Pa(TrX-l) 

1 

M.E.V /jp jH^<fx-i)~l) 

T)  rr*  rj^  *T*     /  T)  f  —  1  ~y  \ 

In  Cycle  II  A,  one  case  of  which  is  the  normal  Otto  or  Beau 
de  Rochas  cycle: 

From  A  to  B.  Adiabatic  compression  from  atmospheric 
pressure. 

From  B  to  C.     Addition  of  heat  isometrically. 

From  C  to  D.  Adiabatic  expansion  to  pressure  above  atmos- 
phere. 

From  D  to  E.     Cooling  isometrically  to  atmosphere. 

From  E  to  A.     Cooling  at  atmospheric  pressure. 

Let  Fig.  121  be  the  PV  and  Fig.  122  the  6$  diagram  for  the 
cycle. 


Cycle  II  A 


FIG.  121.  FIG.  122. 

Then,  since  the  compression  is  as  in  Cycle  II, 


(2) 

(3) 
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Also  for  C,  the  heat  addition  being  as  before, 


(4) 
(5) 
(6) 


The  point  D  lies  arbitrarily  between  C  and  the  atmospheric  line 
on  the  adiabatic 


.    •    (7) 


From  this  point  two  cases  may  be  considered  :  i°,  the  general 
case  where  vd  is  greater  than  va,  and  2°,  a  particular  case  where 
vd=  va.  This  latter  results  when  by  reason  of  a  throttling-governor 
action  the  gases  at  the  end  of  expansion  have  the  same  volume 
as  before  compression. 


vd>va    and     pd>pa* 
Then  we  have 


2°. 


-  P 


,    (9) 
(10) 

(II) 


(8') 


Td'=TaX.     .       (g>) 

V/  =  Va        •       •       (100 
P.'  =  pa      •       •       (II') 


r/-ra  .  .   (12') 
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Apply  the  perfect  gas  law: 


_R 


PaX 


T,         v,, 

J-  n 


Heat  is  abstracted  as  follows: 

=  C,(Td-Te) 

+  CP(Te-Ta  .     .     (13) 


01 


The  work  is  given  by 


2°. 


T'        Ta 


T/    ==    Ta 


H 


3*3 


.     (13') 


(14') 
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Volume  range  is 


=  vd-vb  =  vd--      .      (15) 


.- 

* 


(16) 


(15' 


M.E.P.=/- 


Entropy  range  is  the  same  for  both  cases : 


'.       ....     (i7) 

•*•  0 

Mean  of  mean  temperatures  of  heat  addition  and  abstraction  • 

M.E.T/ 

(18') 


r 


^    / 


-c.rj-^-i 


,(18) 


Pressure  range  is  same  for  both  cases, 


Mean  effective  volume: 
W 


M.E.V. 


(20) 


M.E.V.  = 


W 


Temperature  range  is  also  the  same  for  both 


(19) 


(20') 


(21) 
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CYCLE  II  B. 

The  third  type  of  cycle  in  the  second  group  is  one  which  has 
never  been  applied  to  an  actual  engine.     It  gives 

From   A    to   B.     Adiabatic    compression    from    atmospheric 
pressure. 

From  B  to  C.    Addition  of  heat  isometrically. 

From  C  to  D.     Adiabatic  expansion  to  pressure  below  atmos- 
phere. 

From  D  to  E.     Cooling  isothermally  to  atmospheric  pressure. 

From  E  to  A.     Cooling  at  atmospheric  pressure. 

Let  Fig.  123  and  Fig.  124  be  the  PV  and  0(f>  diagram  respec- 
tively of  the  cycle. 

Cycle  n  B  e 


FIG.  123.  FIG.  124. 

Assume  same  results  as  before  up  to  the  point  c.     Take  pd 


something  less  than  atmosphere,  i.e., 

Pa>Pd>0', 

then 


(i) 


and 


(3) 
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Through  D  and  a  point  E  whose  volume  is  greater  than  the 
original  an  isothermal  is  drawn, 

T  =  T 

' 


Hence 

V       ;.  l.-Vjtffi,         .......      (5) 

A=A*     •    •    •    ........    (6) 

Apply  the  perfect  gas  law  to  the  points 


ag 

==  Tar^Xr 

-    L 

PjVapgrXr         ^R 


During  the  isothermal  compression  heat  must  be  abstracted  ;  the 
amount  can  best  be  calculated  by  6$  coordinates.  Call  this 
amount  m,  then 


But 
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and 


Besides  this  amount  w  a  quantity  Cp(Te  —  Ta)  must  be  abstracted 
isopiestically,  whence 


W-HI-H*    .......   (8) 

*-'-fr  .........  (9) 

The  volume  range  is 


(13) 
™ 

(15) 
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CYCLE  II  C. 

In  the  fourth  type  of  the  second  group,  the  final  temperature 
becomes  equal  to  the  initial  temperature  and  the  cycle  is  closed 
by  an  isothermal  corresponding  to  the  change  of  volume  by 
compression  to  get  back  to  the  state  of  pressure  and  volume 
at  A.  Hence  there  is 

From  A  to  B.  Adiabatic  compression  from  atmospheric 
pressure. 

From  B  to  C.     Addition  of  heat  isometrically. 

From  C  to  D.  Adiabatic  expansion  to  pressure  below  atmos- 
phere such  that  we  get 

From  D  to  A.  Cooling  isothermally  to  original  volume  and 
atmospheric  pressure. 

No  engine  has  been  built  to  utilize  this  cycle. 

Let  Fig.  125  be  the  PV  and  Fig.  126  the  6<j>  diagrams  of 
the  cycle. 


Cycle  II  C 


FIG.  125.  FIG.  126. 

All  values  for  the  compression  and  heat  addition  found  in 
Cycle  II  may  here  be  assumed.  The  point  D  lies  at  the  inter- 
section of  two  curves,  one  an  adiabatic  through  C,  the  other  an 
isothermal  through  A,  and  the  relations  can  be  written.  From 
the  adiabatic  relation 
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From  the  isothermal  relation 

H   •"-«&  :  '  ••••••  . 

Equating, 


(i) 


This  is  the  pressure  at  which  the  intersection  will  take  place. 

By  substitution, 

i 

Vd  =  VaX'-\        .......       (2) 

Td=Ta  ........     (3) 

Applying  the  perfect  gas  law  to  J9, 


All  the  heat  is  abstracted  at  constant  temperature  during  the 
compression  D  to  A.  The  entropy  range  is  evidently  the  same 
as  for  heat  addition,  and  this  is 


.........     (4) 

whence 

Ht  =  Ta(td-4.)  =  Tj:jaglX,      .     .     .     .     (5) 
work 

IF-Hi-Hi-Hi-Tjc'jDgJ,    ....     (6) 
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whence 


Tc 

Pd 


(9) 


r],    •   •   •   •  («) 


fcfr'jr-xi—  ] 

^r=ra(rr~1^-i)     as  before  .....  (13) 
Tabulate. 

CYCLE  II  C. 

Symbol.  Formula  as  First  Derived.  Formula  Reduced. 


vb — — 

r  r 

Tb Ta  (  -f )       7> 


r-i 


T  .  T 

H,  .................  Tafa-j.)  .  .  ............  roC0log.X 
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Symbol  Formula  as  First  Derived.  Formula  Reduced. 

W..  '.  ................  H,-H2  ..............  H.-TaCJo^X 

i-TaCv\ogeX 


...................  CvlogeX 


R  ....................  v-Vb 


.E.P  ................  J-  ..........  J  f  f- 


M.E.V 

RT  .................  Tc-Ta. 

185.  Compression  Cycle  with  Isopiestic  Heating.  —  In  this 
third  group  of  cycles  are  included  those  in  which  the  heating 
is  effected  at  constant  pressure.  The  most  notable  example  of 
its  application  to  internal  combustion  heating  was  the  Brayton  en- 
gine of  America  and  the  Simon  engine  of  England.  The  succes- 
sion of  events  is: 

From  A  to  B.  Adiabatic  compression  from  atmospheric 
pressure. 

From  B  to  C.     Addition  of  heat  isopiestically. 

From  C  to  D.    Adiabatic  expansion  to  atmospheric  pressure. 

From  D  to  A.     Cooling  at  atmospheric  pressure. 

In  hot-air  engines  it  is  the  cycle  identified  with  the  work  in 
England  of  Sir  Geo.  Cayley,  Dr.  Joule,  and  Sir  William  Thomson 
(1851).  If  the  compression  from  A'  to  B  were  isothermal,  and 
also  the  expansion  from  CD,  taking  place  at  constant  tempera- 
ture, the  cycle  would  be  that  of  the  Ericsson  hot-air  engine. 
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Let  Fig.  127  be  its  PV  and  Fig.  128  its  0$  diagram. 

Cycle  III  6 


V  $ 

FIG.  127.  FIG.  128. 

The  compression  results  of  Cycle  II  may  be  assumed,  hence 

v  =  —  fi) 

Pb  =  paTTi (2^ 

Tb=Tayr-i (2) 

Heat  is  added  isopiestically;  hence  calling  CP  the  specific  heat  at 
constant  pressure, 

c-    b     c^-^ 
Write 

i  +  ^--  Y 

+  CPTb~ 

vc  =  vb^  =  vbY=—Y (6) 

lb  7*. 

Adiabatic  expansion  gives  for  final  pressure  of  one  atmosphere 
i  i 

»a, (8) 


(9) 


•"•  Td  —  TaY  —  Yr 
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Apply  the  perfect  gas  law 


T 

J-  a 

-=r  =  R  as  in  II, 


T         T  V 

2  d          2  <** 

Hence  the  formulae  are  verified. 
Heat  is  abstracted  isopiestically. 


•     (10) 

-r^i),  •    (ii) 


W  _    _H2_    _CPTa(Y-i) 

H:  H1  Hl  f 

Volume  range  is 

Whence  for  mean  effective  pressure 

w       * 


.     .     .     (15) 


(I?) 


(19) 
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Tabulate. 

CYCLE  III. 

Symbol.  Formula  as  First  Derived.  Formula  Reduced. 

par 

Va 

r 


Td 


W 


M.E.T 
SL\ 


Th 

T  1        \ 

T  Tr~ 

pc  . 

°W 
..Ph. 

•   PaTT 

c 

lb 

r 

Pa. 
Ta 


'p\-*-  d      *«) v-r-i 


E i-f i- 

^"i 


R<f> Cp\ogeY C^ogeY 

2~\     R6     ) ': 


M.E.P.  .  , J-tr / 


Symbol. 

R*. 
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Formula  as  First  Derived.  Formula  Reduced. 


M.E.V. 


R, 


As  in  the  previous  group,  if  the  cut-off  is  late  in  a  Brayton 
cycle,  and  expansion  incomplete,  the  following  modification 
follows  which  will  be  called 

CYCLE  III  A. 

The  first  modification  of  type  in  Group  III  presents  the  follow- 
ing succession,  the  expansion  being  incomplete: 

From  A  to  B.  Adiabatic  compression  from  atmospheric 
pressure. 

Addition  of  heat  isopiestically. 

Adiabatic  expansion  to  pressure  above  atmos- 


From  B  to  C, 
From  C  to  D. 
phere. 

From  D  to  E. 
From  E  to  A. 


Cooling  isometrically  to  atmospheric  pressure. 
Cooling  at  atmospheric  pressure. 
Fig.  129  is  its  PV  and  Fig.  130  its  0$  diagram. 
Cycle  III  A  e 


FIG.  129.  FIG.  130. 

Assume  the  results  of  III  up  to  point  C.  The  point  D  is 
situated  anywhere  on  the  adiabatic  through  C  between  C  and 
atmosphere. 

Write 

Pc>Pd>Pa (I) 


336  THE  GAS-ENGINE. 

and 

"rf>V« •       (2) 

This  latter  (2)  will  not  necessarily  follow  from  (i),  but  where 
it  does  not  hold  the  cycle  is  decidedly  imperfect  and  this  case  is 
here  neglected,  i.e.,  the  case  where  the  isometric  DE  cuts  the 
adiabatic  AB. 

The  relations  will  be: 


(5) 


Apply  the  perfect  gas  law  to  D  and  E. 


Td       TaY\--*l    r 


This  verifies  the  formulae. 

Heat  is  abstracted  in  two  parts  and  the  amount  is 

Te-Ta)       ....     (8) 


(9) 
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The  work  done  is 

W  =  H1-H2,       ......     (10) 

and  efficiency, 


r,  .    .    .    .    (12) 

w  w 


R<f>  =  Cploge  Fas  before  for  III  .....     (14) 
MFT      I 

= 


-*)     as  in  III.      .     .     .     (16) 
TF 


As  before  III  the  temperature  range 

RT=Te-Ta=Ta(Tr-lY-i)  .....     (18) 

CYCLE  III.    B. 

In  the  second  modification  of  Group  III  the  expansion  is 
carried  below  atmosphere,  so  that: 

From  A  to  B.  Adiabatic  compression  from  atmospheric 
pressure. 

From  B  to  C.    Addition  of  heat  isopiestically. 

From  C  to  D.  Adiabatic  expansion  to  pressure  below  atmos- 
phere. 

From  D  to  E.     Cooling  isothermally  to  atmospheric  pressure. 

From  E  to  A.     Cooling  at  atmospheric  pressure. 

No  engine  has  as  yet  applied  this  cycle. 
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Figs.  131  and  132  are  its  diagrams. 

Cycfe  111  B 


FIG.  131. 


FIG.  132. 


All  results  of  III  A  up  to  period  D  may  be  assumed  except 
that  pd  which  was  there  arbitrary  and  was  assumed  greater  than  pa 
is  here  less  than  pa,  i.e., 

Pc>pd>° (i) 

It  was  found  that: 


and 


Through  E  and  D  there  must  pass  an  isothermal  and 


(3) 


(4) 


,     -  ,     - 

°~    3~    "~ 


p 


(7) 


THEORETICAL  ANALYSIS  OF  THE   GAS-ENGINE.  339 

Applying  the  perfect  gas  law  to  E, 


T  /YAr_r W 

Te       T  Yi&Yr 

\pJ  ' 

Heat  abstracted  i°  isothermally  a  quantity  m. 
2°  isopiestically  "         "          n. 


p 

™= ?;«><*-&)• 

But 

<}>d~<t)e==  (06  ~  0f )  ~"  (0*  ~ 


-a' 


(10) 


w  w 

!        -.,    .    .    •    (14) 


(IS) 
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W 


M.E.V.  = 


RT=Tc-Ta=Ta(rr-1Y-i)    as  before  III.  . 


CYCLE  III  C. 


(16) 
(17) 


In  the  third  and  last  modification  the  cooling  is  i 
with  varying  pressure  all  below  the  atmosphere,  so  that  an  iso- 
thermal line  is  called  for  to  bring  the  gas  back  to  the  state  at  A 
with  respect  to  both  pressure  and  volume.  Hence 

From   A    to   B.    Adiabatic   compression   from   atmospheric 
pressure. 

From  B  to  C.    Addition  of  heat  isopiestically. 

From  C  to  D.    Adiabatic  expansion  to  pressure  below  atmos- 
phere such  that  we  get 

From  D  to  A.     Cooling  isothermally  to  original  volume  and 
atmospheric  pressure. 

No  engine  has  as  yet  applied  this  cycle. 

Let  Figs.  133  and  134  be  its  diagrams. 

Cycle  HIC 


FIG.  133.  FIG.  134. 

All  results  to  C  may  be  assumed  as  already  derived.  The  point 
D  is  determined  by  the  intersection  of  the  adiabatic  through  C 
with  the  isothermal  through  A.  From  the  adiabatic  relation 
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From  the  isothermal  relation 


Yr-l 

By  substitution 


Vd  =  VaY~l,      '••'.:  ......  (2) 

Td-Tn     .    .    .    .....  (3) 

?•„(*.-*)  -r.C^og.F,      ....  (4) 

Hl-Ht-Hl-T£Jag.Y,  ....  (5) 

r^iog^F 
~ffT~' 

(6) 


R,=fr-P<,=pa(rr  —  V)'     ....   (8) 

FF"/ 


MEV     JW 
M.E.V.-- 


-  . 

7—  / 
M  F  T      r/gi+gA     i/ 

"a          -2 


RT=Tc-Ta=Tjirr-lY-i\  asinlll.       .    .  (u) 
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CYCLE  III  C. 

Symbol.  Formula  as  First  Derived.  Formula  Reduced. 


fa 

«-  1/6, 


A 


*V 
^ 


M.E.T. 
Rv..... 
M.E.P. 


_^  jzfe 

r r 


ff 


- 


7\                            T  I  —  T  r7"- l 

** *a[vb         ' 7ar 


7,^C  ^ 

6r6 '  "  r 

I         H.\ 

TC : 


W H,-H2 H.-TaC.lo^Y 


E.  .i-~  i- 


P~*»ft CPl°geY 

H,+H, 


r 


Pa(rr- 


M.E.V  ............  jv  .........  JZ-T 


THEORETICAL  ANALYSIS  OF  THE    GAS-ENGINE. 


343 


i85.  Compression    Cycle   with   Isothermal    Heating.  —  The 

fourth  group  of  cycles  includes  that  to  which  Carnot's  name  is 
usually  attached  by  reason  of  the  special  study  which  he  gave  to 
it.  The  special  characteristic  of  the  group  is  the  isothermal 
heating.  The  modern  engine  which  aims  to  operate  on  one  of 
this  group  most  nearly  is  the  Diesel  motor. 

Cycle  IV 


FIG.  135. 


FIG. 136 


Figs.  135  and  136  are  its  diagrams,  in  which 

From  A  to  B.  Adiabatic  compression  from  atmospheric 
pressure. 

From  B  to  C.     Addition  of  heat  isothermally. 

From  C  to  D.     Adiabatic  expansion  to  atmospheric  pressure. 

From  D  to  A.     Cooling  at  atmospheric  pressure. 

The  results  already  obtained  may  be  assumed  for  the  com- 
pression, but  beyond  that  new  conditions  arise.  By  isothermal 
heating  the  curve  approaches  the  atmospheric  line  and  there  will 
be  a  certain  quantity  of  heat  which  will  bring  the  isothermal  down 
to  the  atmospheric  line,  leaving  a  subsequent  adiabatic  expansion 
an  impossibility.  This  quantity  of  course  depends  on  the  loca- 
tion of  B,  i.e.,  the  amount  of  previous  compression.  The  higher 
the  previous  compression  the  more  heat  may  be  added  isothermally 
before  reaching  atmospheric  pressure. 
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The  quantity  of  heat  which  will  make  adiabatic  expansion 
impossible  and  stop  the  isothermal  on  the  atmospheric  line  can 
best  be  determined  from  6<j>  relations.  Denote  this  quantity 
byQ. 


FIG.  155 

On  the  6<j>  diagram,  Fig.  155,  the  point  3  lies  at  the  inter- 
section of  the  isothermal  2  3  drawn  at  temperature  o  2,  the  com- 
pression temperature  and  the  isopiestic  i  3  drawn  from  atmos- 
pheric temperature  o  i  to  the  intersection  3.  In  each  case  the 
entropy  range  is 

T 


Apply  now  to  the  Cycle  IV, 


(i) 


This  is  the  amount  of  heat  which  will  bring  C  down  to  atmos- 
phere with  no  adiabatic  expansion.  In  order  that  the  cycle  may 
exist  according  to  the  hypothetical  definition  less  heat  must  be 
added  than  this  quantity  Q.  Hence  the  equation  of  condition 
for  the  existence  of  the  cycle  will  be 


r-i 


(2) 
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or 


A  similar  method  can  be  used  to  find  the  amount  of  expansion 
or  resulting  pressure  and  volume  after  addition  of  Hl  B.T.U.  of 
heat. 

Draw  on  both  diagrams  the  isopiestic  through  the  termination 
C  of  the  isothermal  and  cutting  the  adiabatic  AB  at  point  C'. 
Then 


A 


-  <t>c  =  Cp\oge-,  =  Cp  log,=r, 


/Pc 
"(Jo 

But 


W 

-i 


And  the  amount  of  heat  necessary  for  this  isothermal  expansion 
from  £  to  C, 
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But 

CP__ 
£±E=^_   =  CP-C» 

r    '  c,        c,   ' 
c 


and 


Put 

H, 


then  will 


That  is  to  say,  starting  at  the  state  B  and  adding  a  quantity  of 
heat  H19  isothermally  the  resulting  pressure  is 

Pb     paTr 
P^^z-~^z~  ........     (3) 

Since 


ve       z 

— =  ez, 


(5) 
(6) 
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Now 


r 

In  Cycle  III, 


Hence 


Whence 

vd  =  v0«r-1.      -    ......     (7) 

Similarly 


Apply  the  perfect  gas  law, 


d       TaeY-^  = 
verifying  the  formulae. 

H2  =  CP(Td-Ta)  =  CPTa(eY-l-i),  ....       (9) 
W  =  H1-H2  =  H1-CpTa(eY-^-I)y     .    .     .     (IO) 
W  CpTa(cT-*-L) 

E=wr*-    ~^r  ~3  .....  (II) 

TT 

" 
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IHI+H 


yy-, 


l-,      ....     (14) 


(16) 


Tabulating  for  Cycle  IV: 

Symbol.  Formula  as  First  Derived.  Formula  Reduced. 

to > 


Equation  of  condition. 

pc 


V  \  r-1 

T4-"         Ta; 


H, 
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Symbol.  Formula  as  First  Derived.  Formula  Reduced. 

T  T.  T  Yr~l 

./£... ....................J.I).    ...    ..............    j.  a/ 

A,---- A. A. 


'd  ' 


A 


T1                                                       T  \  -f-S  ]    r  T  pY—i 

1  d 1  CV    <-   /         ±a6 


£2  x^»     rr*     /     V 1  \ 
I—JT i—CpTa(eY     -i) 

TT  TT 

"1  ""I 


M.E.T.  . 


2   V         P 


M.E.P.  .  -^-         -/ 

^, 


/? m  /7n,  ^  /7~l  (Y^    ^ T^ 

-tv  ./••.•••••••••.........JL5  J.Q.    .............J.a^y  ±^ 

CYCLE  IV  A. 

In  the  first  modification  of  the  type  form  in  Group  IV  the 
expansion  is  not  complete,  so  that: 

From  A  to  B.  Adiabatic  compression  from  atmospheric 
pressure. 

From  B  to  C.     Addition  of  heat  isothermally. 
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From  C  to  D.    Adiabatic  expansion  to  pressure  above  atmos- 
phere. 

From  D  to  E.    Cooling  isometrically  to  atmospheric  pressure. 

From  E  to  A .     Cooling  at  atmospheric  pressure. 

Figs.  137  and  138  are  its  diagrams.    This  is  the  case  for  a 


Cycle  IV  A. 


FIG.  137. 


FIG.  138. 


Diesel  engine  in  which  the  line  of  heating  EC  is  too  long  for  the 
size  of  the  engine  cylinder  to  permit  of  complete  expansion. 

The  results  of  IV  up  to  point  C  may  be  assumed.-  The  point 
D  lies  somewhere  on  the  adiabatic  between  C  and  atmosphere 
and  is  subject  to  the  conditions 


Pc>Pd>Pe, 

vd>va. 


(i) 

(2) 


Then 


(3) 
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Similarly 


4 
P.- fa, 

T  _  T  PL  -  T  (hY-TeY-i 

a  p 

Apply  the  perfect  gas  law  to  Z>  and  E: 

-i 


R, 


The  heat  abstracted  is 


(4) 
(5) 


(9) 
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M.E.P.W    r/A     ™ -=,       .    .    .     (10) 


W 


1YL.J 

•    •    •    v11; 

(I2\ 

MT?  T 

(H,+H,\       TJ      HJ 

1                              /'TO^ 

.£j.  1  .  — 

2 

H1       I       2  \      H"iy 

/>    •    •    W; 

'    n 

r>          7^ 
yvsr=  J  i 

—  7~"  —  V"1  ^v  '    ^  —  T  ^ 

(i/i) 

CYCLE  IV  B. 

In  the  second  modification  of  the  fourth  group  the  expansion 
goes  below  atmosphere,  so  that 

From  A  to  B.  Adiabatic  compression  from  atmospheric 
pressure. 

From  B  to  C.     Addition  of  heat  isothermally. 

From  C  to  D.  Adiabatic  expansion  to  pressure  below  atmos- 
phere. 

From  D  to  E.     Cooling  isothermally  to  atmospheric  pressure. 

From  E  to  A.     Cooling  at  atmospheric  pressure. 

Let  Figs.  139  and  140  be  its  diagrams. 

The  operations  up  to  C  are  as  in  IV  and  those  results  may 
be  assumed. 

The  point  D  is  subject  to  the  condition 

Pd<Pa,         ........       (I) 

and  the  point  E  to  the  condition 


Then 

*          ......       (3) 
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and 


p    IB 


r-l. 


-1 


(4) 

(5) 
(6) 


Cycle  IV  B 


FIG.  139.  FIG.  140. 

Following  the  methods  already  adopted,  it  will  be  true  to  write 


But 


Tb 


~ 
T 
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(7) 


W=H,-H2,  .......      (8) 


w 


(12) 

(13) 


RT=Tb-Ta=Ta(r^--L').      ....     (16) 

CYCLE  IV  C. 

The  third  modification  in  Group  IV  is  the  cycle  known  as 
the  Carnot  Ideal  Cycle,  in  which  the  temperature  is  carried 
down  to  the  initial  value,  so  that  the  isothermal  will  close  it. 
Hence  there  is 

From  A  to  B.  Adiabatic  compression  from  atmospheric 
pressure. 

From  B  to  C.    Addition  of  heat  isothermally. 
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From  C  to  D.  Adiabatic  expansion  to  pressure  below  atmos- 
phere such  that  we  get 

From  D  to  A.  Cooling  isothermally  to  original  volume  and 
atmospheric  pressure. 

Let  Figs.  141  and  142  be  its  diagrams. 


Cycle  IVC 


FIG.  142. 


FIG.  141. 

Assume  results  up  to  C  as  in  IV. 

The  adiabatic  through  C  must  meet  the  isothermal  through 
A  to  locate  the  point  D. 

From  the  adiabatic  relations, 


From  the  isothermal  relation, 


/.  vd  =  vaez 


(i) 
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By  substitution, 

_#_# 


Td=Ta.     .    .    .    .    .    .    .     .     (3) 

By  inspection  it  is  easily  seen  the  penect  gas  law  is  satisfied. 

TT  nr    TT 


d 


!  =  Ta(<l>d  —  <t>a)  =  Ta((j)c  —  $b)  = 

Ht 


/.  H 


W=H  —H  =H  (i  — 


E=W  =  I-W  =  I-^- 

**\          **i  f 


R 


('  z_L] 

,-vd-vb-va\e         y, 


M.E.P.=7 


(9) 


M.E.V.=7 
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Tabulating  for  Cycle  IV  C: 

Symbol.                      Formula  as  First  Derived.                      Formula  Reduced. 
Pb Pa(^Y paf* 


Th 

—  ti 

Equation  of  condition..^ 


"d  ' 
Td. 


R. 


w HI-HI 


*L 

Tb 


M'KT 2\     R*     , 


Pa 

eZ 


H, 


\        f~ 
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Symbol.  Formula  as  First  Derived.  Formula  Reduced. 


M.E.P 


M.E.V J— JH, 


RT Tb  —  Ta 


If  the  adiabatic  compression  and  expansion  be  replaced  by 
isometric  changes  of  temperature,  while  the  heating  and  cooling 
phases  remain  isothermal,  the  cycle  which  results  is  that  of  the 
Stirling  hot-air  engine. 

187.  Compression  Cycle  with  the  Heating  Process  Arbitrary. 
— A  fifth  group  may  be  formed  from  those  cycles  in  which  the 
heating  process  follows  some  arbitrary  law,  which  does  not  fall 
into  one  of  the  normal  types  heretofore  treated.  That  is,  the 
volume  pressure  and  temperature  may  all  vary  while  heat  is 
being  added.  Such  variations  will  give  the  pv  and  0<£  dia- 
grams herewith  in  which 

From  A  to  B.  Adiabatic  compression  from  atmospheric 
pressure. 

From  B  to  C.     Addition  of  heat  at  variable  pvT. 

From  C  to  D.     Adiabatic  expansion  to  atmospheric  pressure. 

From  D  to  A.     Cooling  at  atmospheric  pressure. 

Cycles  V,  A,  B,  and  C  may  have  the  same  modification  on 
Cycle  V,  as  II,  A,  B,  and  C  have  on  III,  for  example. 

Let  Figs.  143  and  144  be  the  diagrams  of  the  cycles. 

If  heat  be  added  at  increasing  p,  v,  and  T  the  curves  of  states 
will  lie  somewhere  between  the  isometric  and  isopiestic  on  both 
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diagrams  and  the  cycle  is  somewhere  between  III  and  II.  If 
the  heat  addition  took  place  at  decreasing  p,  increasing  v  and  T, 
the  curve  of  states  might  lie  between  the  isopiestic  and  the  iso- 
thermal and  the  cycle  lie  between  III  and  IV.  It  is  impossible, 
however,  to  calculate  the  appropriate  set  of  formulae  without  know- 
ing the  law  of  variation  of  states.  The  number  of  ways  of  varia- 
tion is  infinite,  and  while  any  one  might  be  assumed,  nothing 
Cycle  V,  6 


FIG.  143. 


FIG.  144. 


could  be  gained  by  the  calculation  unless  the  law  of  variation 
chosen  was  pre-eminently  simple  or  maintains  in  practice.  What- 
ever it  may  be,  however,  the  previous  discussion  will  enable  it 
to  be  classed  pretty  well  without  entering  much  into  details. 

188.  Cycles  with  Atmospheric  Heating. — A  group  of  cycles 
must  be  formed  to  include  those  in  which,  with  or  without  com- 
pression, the  gas  is  heated  at  or  below  atmospheric  pressure. 
These  form  groups  from  VI  to  X.  In  Group  VI  there  will  be 

From  A  to  B.    Addition  of  heat  at  atmospheric  pressure. 

From  B  to  C.     Cooling  isometrically. 

From  C  to  A.    Adiabatic  compression. 

Let  Figs.  145  and  146  be  the  diagrams  of  the  cycle. 

Heat  being  added  isopiestically, 
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(2) 

(3) 


Cycle  VI 


FIG.  145.  FIG.  146. 

The  point  C  lies  on  the  adiabatic  through  A,  hence 


.     T 

•  •     JL  c —      /•  — 1*  •••••• 

The  perfect  gas  law  is  seen  by  inspection  to  be  satisfied : 

TT     /~*     /rri    rp  \  f 


w 


(5) 


£=!-. 


if. 


(6) 


(7) 


(8) 
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M.E.T.» 

2 


M.E.P.  =  /- 


»„(#-!) 


MJS.V.-7 


('-£) 


(9) 


•     (10) 

.       (12) 


(16) 


CYCLE  VII. 

In  Cycle  VII  there  will  be 
From  A  to  B.    Addition  of  heat  at  atmospheric  pressure. 

Cycle  VII. 

0 


FIG.  147. 

From  B  to  C.     Adiabatic  expansion. 
From  C  to  D.     Cooling  isopiestically. 
From  D  to  A.     Adiabatic  compression. 
Let  Figs.  147  and  148  be  its  diagrams. 


FIG.  148. 
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For  B  as  before, 

vb  =  vax, (i) 

Pb=pa,      -*      I-    V..      -    >      •      •          (2) 

Tb=Taoc (3) 

The  point  C  lies  on  an  adiabatic  through  B  and  is  subject  to  the 
condition 

Pa>pc>o, (4) 


^  ^(£)M£)H w 

But 

Hence 

J  =  J (8) 

Similarly 

T      Tb 

Td=Tc <9> 

and 
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i  2  /        \ 

:=I~5?  •    '    '   *  '   '   *•    (I2) 

=  CPlogex  as  in  VI (13) 

j  •     •     •     •     (15) 

W 

.    .    .    (16) 

TF 

M-E-v-=7^^'    (I8) 

RT=Tb-Ta=Ta(x-i)  as  in  VI.      ...     (19) 

CYCLE  VIII. 

In  Cycle  VIII  there  are  three  steps  only,  viz. : 

From  A  to  B.    Addition  of  heat  at  atmospheric  pressure. 


Cycle  VIM 


e 


FIG.  149. 


FIG.  150. 


From  B  to  C.    Adiabatic  compression  to  such  a  pressure 
that  we  get 

From  C  to  D.    Isothermal  compression  to  original  state. 
Figs.  149  and  150  are  its  diagrams. 
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It  will  be  true  for  B  that 

vb=vax,     ........     (i) 

Pb  =  Pa,          •      .......       (2) 


The  isothermal  through  A  intersects  the  adiabatic  through  B 
to  determine  C. 

From  the  adiabatic 


From  the  isothermal 


But 


.    ......     (4) 

By  substitution 


(5) 

(6) 


, 

r 

^Vc-Va^a&r-l-!),      .....       (9) 
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M.E.P.-/ 


M.: 


CYCLE  IX. 

In  Cycle  IX  the  expansion  is  incomplete,  calling  for  a  cooling 
at  constant  volume,  so  that 

From  A  to  -B.     Addition  of  heat  at  atmospheric  pressure. 
From  B  to  C.     Adiabatic  expansion. 
From  C  to  D.     Cooling  isometrically. 
From  D  to  A.     Compression  adiabatically. 
Let  Figs.  151  and  152  be  its  diagrams. 


Cycle    IX 


FIG.  151.  FIG.  152. 

Up  to  the  point  C  the  results  of  VII  may  be  assumed. 
The  point  D  lies  on  an  adiabatic  through  A  and  is  subject  to 
the  conditions 

vd-va.   .-•'* (i) 


Pc>pd>°, 
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(3) 


Vcr 


f  1    ~  >.  w~~r»         (4) 


(6) 


(8) 

,    .   . 

as  before  ......       (9) 

<•« 


^=^-^0  =  ^1  ^(^/^~IJ'     •       •       •       • 


M.E.P.=7 


44:)--] 


M.E.V.  =  /— ^-  ....     U4) 


"D  T*          T*  T    f  *\/* T  \  I  T  C  i 

KT^  *  b~  1  a~  ^  :(X~I) \1J> 
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CYCLE  X. 

In  this  cycle,  as  in  the  last  four,  heat  is  added  at  atmospheric 
pressure,  then  follows  adiabatic  expansion,  after  which  heat  is 
abstracted  according  to  some  law  as  yet  undefined.  Adiabatic 
compression  completes  the  cycle.  As  the  law  of  abstraction  of 
heat  is  as  yet  undefined  formulae  cannot  be  derived  for  the  cycle 
and  its  discussiori  will  be  left  as  with  Cycle  V. 

Formulae  might  have  been  derived  for  the  imperfect  carrying 
out  of  Cycles  VI,  VII,  VIII,  and  IX,  but  they  are  of  such  slight 
importance  in  practice  that  it  did  not  seem  desirable. 

Besides  the  twenty-two  cycles  considered  there  may  be  others 
due  to  the  combination  or  differentiation  of  these  typical  ones, 
but  the  object  of  this  analysis  will  be  best  accomplished  by  a 
study  of  types,  the  non-typical  or  synthetic  cycles  being  omitted. 
The  method  of  study  here  set  forth,  being  of  universal  application 
to  all  possible  cycles,  will  furnish  means  of  reaching  a  clear  under- 
standing of  any  of  the  unconsidered  cycles  should  need  arise. 

Referring  now  to  the  quantitative  graphical  presentation  of 
the  PV  diagrams  for  the  most  important  first  four  cycles  and 
reproduced  in  Figs.  153  to  161,  it  should  be  observed  that  these 
areas  are  all  derived  from  the  following  data  and  were  plotted 
to  scale  of  twenty  atmospheres  to  one  inch  for  pressures  and  200 
cubic  feet  to  the  inch  for  volumes.  The  illustrations  have  been 
made  by  reducing  the  full-size  drawings  to  one-half  size,  which 
has  therefore  doubled  the  scale.  The  data  for  plotting  were: 

A.  Initial  condition: 

Pressure one  atmosphere 

Temperature 492°  F.  absolute 

Volume 12.4  cubic  feet  (approx. 

B.  Compression,  final  equal  to  -^  initial  volume    and  also  J, 
making  two  cases. 

The  B.T.U.  added  per  pound  of  air  were  500  for  all  cycles 
except  IV  and  IV  C,  in  which  250  only  were  added,  because 
in  Cycle  IV  a  maximum  of  278  B.T.U.  brings  the  isothermal 
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down  to  atmosphere,  and  the  last  phase,  the  adiabatic  expansion, 
becomes  impossible. 

189.  Comparison  of  Cycles  with  Respect  to  Temperatures 
before  Expansion. — Of  the  many  cycles  considered  for  comparison 
only  those  will  be  chosen  that  might  be  called  the  perfect  cycles, 
because  accurately  denned,  and  these  are  Cycles  I,  I  C,  II,  II  A2, 
II  C,  III,  III  C,  IV,  IV  C.  The  atmospheric  cycles  are  of  com- 
paratively little  importance  and  will  be  neglected  in  the  dis- 
cussion. Each  variable  will  be  taken  up  separately,  beginning 
with  temperatures,  and  its  value  examined  in  the  different  cases 
by  formula  and  by  calculated  examples  expressed  in  curves  which 
are  then  the  graphical  formulae.  The  curves  given  are  approxi- 
mately correct,  and  as  the  same  approximation  will  probably 
maintain  for  all  the  cases  the  curves  will  serve  as  well  for  com- 
parison as  if  absolutely  exact.  Two  cases  of  each  are  given,  one 
with  compression  2:1  and  one  with  10 :  i  (volume  ratios).  Call 
the  atmospheric  values  pa,  va,  Ta. 

TEMPERATURES  AFTER  ADDITION  OF  H1  B.T.U. 

Cycle. 


i, ic.  r.-rjr-T.ti+Tr^-l  (Fig.  162)  .   (i) 

L- »•»<»/ 

II,  II  A,  IIC.  Te=TtX-TtL+.-£±)    (Fig.  163)     .     (2) 


III,  IIIC.  Tc=TbX=Tbi  +  -  (Fig.  164)          (3) 

IV,IVC.  Tc=Tb.     (Fig.  165)       «    .-    .     .     (4) 

Using  axes  of  Tc  and  Hl  it  will  be  observed  that  these  are 
all  straight  lines  passing  through  the  axis  of  temperatures  at  7& 
above  the  origin  except  in  cycles  (I,  I  C)  where  the  intersection 
is  at  Ta.  These  lines  are  inclined  to  the  axis  of  H  and  make 
with  it  an  angle  a  such  that  in 

I,  I  C,  II,  II  A,  II  C  tana=-J-,        . (5) 

V-'  .. 
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(6) 


while  IV,  IV  C  are  lines  parallel  to  axis  Hv 

190.  Comparison  of  Cycles  with  Respect  to  Temperatures 
after  Expansion. — A  treatment  similar  to  the  foregoing  respecting 
temperatures  after  expansion  gives  the  following  comparison 
diagram. 
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Cycle. 


1C.  Td-T.,     ........     (20) 

ii.  r,=  ra(X)7=rai+r7,  ....   (21) 


ii  A.  Ti-Tax-Tai+-rri   .....  (22) 

HC.  Td~Ta,        .     .     .    .    .     .    •.     (23) 

III.  Td=TaY  =  Ta(i  +  1j^,     .....     (24) 
IIIC.  Td-Ta,       .    .    ....    .     (aS) 

H, 

IV.  T,=  Taer-l  =  TaeCp\  .      .     .    ...     .     (a6) 

IV  C.  7>7V     ;   ;     ...   ,    .     .     .     (27) 

Curves  (19)  and  (21)  are  similar  in  form,  cutting  axis  Td  at 
different  points,  however,  and  having  different  slopes.  It  is 
easily  seen  that  (21)  is  always  greater  than  (19),  also  that  (22) 
is  greater  than  (21),  since 


Both  (22)  and  (24)  are  straight  lines,  but  they  have  different 
slopes  through  intersecting  axis  Td  at  the  same  point: 

(tand)n.A.  =  ^  =  p^-,      ....     (28) 
=  ;^^-,         .    .    r    .    .     (29) 
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whence  (22)  is  always  greater  than  (24).  Equation  (26)  is  an 
exponential  cutting  Td  axis  at  Ta.  It  is  concave  up  and  slopes  up 
to  the  right,  since 

dT,          i       -Z±- 

(30) 


These  curves  are  shown  in  Fig.  166  for  the  two  cases. 

191.  Deductions  from  the   Comparisons  of  Temperature. — 

Translating  and  analyzing  these  equations,  the  following  deduc- 
tions seem  unavoidable: 

1.  For  the  same  previous  compression  the  temperature  result- 
ing in  each  cycle  from  heat  addition,  and  which  is  the  maximum 
for  the  cycle,  will  be  different.      That  is,  the  addition  of  the 
same  amount  of  heat  will  result  in  a  different  temperature  for 
each  group  of  cycles. 

2.  Gases  passing  through   Cycle  I  may,   on  addition  of  a 
certain  amount  of  heat,  Hlt  have  a  temperature  equal  to  what 
the  same  gas  would  have  passing  through  Cycle  III.     However, 
for  more  heat  added  the  temperature  for  I  will  become  higher 
than  that  for  III,  while  for  less  heat  added  III  will  be  higher. 

3.  Increase  of  compression  before  heating  changes  the  tem- 
perature after  heating  by  only  so  much  numerically  as  the  varied 
compression  has   resulted   in   changing  the  temperature  before 
heating  begins. 

4.  The  temperature  increase  due  to  heating  is  proportional 
to  the  amount  of  heat  added  Hly  and  the  constant  of  proportionality 
involves  the  reciprocal  of  the  specific  heat  for  the  process  and  the 
weight  of  the  gas  present. 

5.  After  the  gas  has  expanded  to  the  greatest  volume  possible 
in  the  cycle,  no  two  cycles  will  leave  the  gas  with  the  same  tem- 
perature except  in  a  few  special  cases. 


THEORETICAL  ANALYSIS  OF  THE  GAS-ENGINE.  377 

6.  Cycle  I  C,  II  C,  III  C,  IV  C  by  definition  have  the  same 
temperatures  at  the  end  of  expansion,  and  this  is  moreover  con- 
stant no  matter  what  H  may  be  and  is  equal  to  the  initial  tem- 
perature of  the  cycle. 

7.  There  will  be  a  value  of  H^  for  a  limited  range  of  com- 
pressions for  which  Cycle  III  may  give  to  the  gas  the  same  final 
expansion  temperature  as  Cycle  I. 

8.  Similarly  II  for  one  compression  may  coincide  in  final  tem- 
perature with  II  A  for  some  other  compression. 

9.  The  temperature  after  expansion  for  Cycle  II  At  will  always 
be  higher  than  for  III  and  III  higher  than  for  II. 

10.  In  round  numbers  II  A  may  be  25  per  cent  higher  than  III, 
and  may  even  be  100  per  cent  higher  than  II  for  the  same  com- 
pression for  possit^e  values  of  H^. 

11.  With  variation  of  compression  the   temperature  at  the 
termination  of  expansion  will  vary,  always  becoming  lower,  but 
the  extent  of  the  lowering  will  depend  on  how  much  heat  was 
added  before  expansion  and  in  case  II  A  and  III  is  exactly  pro- 
portional to  Hv 

12.  A  change  of  compression  \  to  -^  may  change  the  tem- 
perature at  the  end  of  expansion  in  the  case  of  Cycle  II  A  and 
III  as  much  as  80  per  cent  for  possible  values  of  H{. 

13.  Mean  effective  temperatures,  Fig.  167,  are  different  for 
different  cycles  and  for  different  compressions  in  the  same  cycle. 

14.  Cycle  IV  C  is  the  only  cycle  with  constant  mean  effective 
temperature. 

15.  Mean  effective  temperatures  of  all  other  cycles  increase 
with  Hr 

1 6.  For  large  values  of  Hl  the  order  of  magnitude  of  mean 
effective  temperatures  will  be:   Lowest,  IV  C,  III  C,  I  C,  II  C, 
III,  I,  II,  highest,  II  A. 

17..  For  lower  values  of  H1  this  order  may  be  somewhat 
changed,  and  there  will  be  points  at  which  two  different  cycles 
will  have  simultaneous  values  of  M.E.T.  and  Hr 
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The  following  graphical  comparison  of  mean  effective  tem- 
peratures in  the  various  cycles  is  also  instructive  (Fig.  167): 
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192.  Comparison  of  Cycles  with  Respect  to  Pressures  after 
Addition  of  Heat  before  Expansion. — A  similar  treatment  of 
the  equations  and  plotting  of  the  pressures  after  addition  of  Hl 
give  the  following  comparison  (Figs.  168-170): 
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Cycle 

(TT        \ 
i+Tff      (Fis-168)    •     (7) 


II,  II  A,  IIC.  &  =  #&X  =  #bi+r       (Fig.  169)      .       (8) 

III,  IIIC.  #c  =  #&          (Fig.  170)  .......       (9) 

IV,IVC.  P'  =      =      -TIT-         (Fig-  i7<>).     v.     (10) 


Equations  (7),  (8),  and  (9)  are  all  straight  lines,  (9)  being 
parallel  to  axis  H13  while  (7)  and  (8)  are  inclined.  Equation  (10) 
is  an  exponential  curve  sloping  down  to  the  right  and  concave 
up  and  asymptotic  to  axis  of  H,  as  can  be  seen  from  the  deriva- 
tives 
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ft 
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' 


193.  Comparison  of  Cycles  with  Respect  to  Pressures  after 
Expansion.  —  A  similar  treatment  for  the  pressures  after  expan- 
sion gives  the  curves  and  equations  which  follow: 

Cycle. 
I-  Pd  =  pa,          -     ......      (32) 


r     \ 

(33) 


II.  pd  =  pa,         '•       ......       (34) 

TT 


(TT       \ 
i  +  gr^J,      .....      (35) 
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Hi 


(39) 
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Equations  (32),  (34),  (37),  (39)  are  identical  and  represent  a 
straight  line  parallel  to  axis  -H^  Curve  (55)  is  a  straight  line 
inclined  to  Hr  All  the  others  are  concave  up,  sloping  down  to 
the  right ;  their  relative  positions  are  seen  in  Fig.  171  for  two 
compressions. 

194.  Comparison  of  Mean  Effective  Pressures  in  the  Various 
Cycles.— The  mean  effective  pressure  during  the  working-stroke 
of  the  engine  is  one  of  the  most  important  practical  data  concerning 
the  cycle  under  which  it  is  working.  The  larger  fhis  value  the 
smaller  the  volume  of  the  cylinder  need  to  be  for  a  given  power, 
and  the_  lighter  the  weight  of  the  engine.  The  following  graphical 
presentation  .of  the  comparison  of  cycles  in  this  respect  is 
most  instructive  (Figs.  172  to  178).  The  superiority  of  Cycle 
II  A^  (the  Ottp)  is  manifest.  A  statement  of  the  conclusion  with 
respect  to  the  pressures.  ,_in  the  various  cycles  must  include  the 
following  conclusions  on  page  387. 
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PRESSURES  (Figs.  168  to  180). 

1.  The  pressures  resulting  from  heat  addition  are  different 
for  cycles  with  different  numerals,  but  the  same  in  any  one  group. 
Thus  II,  II  A,  II  B,  II  C  or  Group  II  will  all  have  the  same  pres- 
sures, whereas  those  of  Group  II  will  differ  from  those  of  Groups 

III  and  IV. 

2.  Lines  representing  pressures  as  functions  of  the  heat  sup- 
plied, Hly  will  cross  as  these  functions  are  different  for  different 
groups,  and  it  will  hence  be  possible  for  the  different  groups  of 
cycles  to  have  the  same  pressures  for  certain  values  of  H^. 

3.  Groups  I  and  II  have  pressures  after  heating  that  increase 
with  Hlt  while  in  Group  III  the  pressure  is  constant  and  in  IV 
decreasing  with  increase  of  Hr 

4.  For  same  compressions  Group  II  will  always  have  the  high- 
est pressure  after  heating,  and  III,  IV,  and  I  come  in  the  order 
named  for  moderate  Hlt  while  for  large  Hl  IV  cannot  exist. 

5.  Increase  of  compression  will  change  the  pressure  after  heat- 
ing in  Group  III  only  so  much  as  results  from  the  changed  com- 
pression before  heating.     In  Groups  II  and  I  the  change  is  such 
as  to  keep  the  pressure  ratio  before  and  after  heating  constant; 
so  that  for  a  given  change  in  Hl  the  resulting  pressure  change  in 
II  will  be  greatest  for  high  compressions,  less  for  moderate  com- 
pressions, and  least  for  no  compression,  i.e.,  for  Group  I. 

6.  After  expansion  by  definition  the  pressures  of  I,  II,  III,  and 

IV  are  all  atmospheric  and  equal. 

7.  The  pressure  which  II  A2  will  reach  when  the  gas  has 
expanded  to  original  volume  increases  with  Hl  and  is  such  that 
the  ratio  of  this  pressure  to  atmospheric  is  the  same  as  the  ratio  of 
pressure  after  heating  to  that  before. 

8.  Cycles  with  letter  C  all  go  below  atmosphere  in  expanding 
to  such  a  pressure  as  will  bring  the  temperature  down  to  that 
originally  existing  in  the  gas.     These  resulting  pressures  after 
expansion  are  different  for  each  cycle,  but  the  lines  representing 
them  as  functions  of  Hl  may  intersect. 


388  THE  GAS-ENGINE. 

9.  The  lines  for  IV  C  may  cross  others,  but  I  C,  II  C,  III  C 
cannot  intersect,  and  these  will  always  be  in  the  order  of  magni- 
tude II  C,  III  C,  I  C,  and  all  asymptotic  to  axis  of  Hlt  so  that  the 
terminal  pressure  can  never  be  zero. 

10.  An  increase  of  compression  will  cause  an  increase  in  final 
pressure  for  same  H^. 

11.  Mean  effective  pressure  expressed  as  a  function  of  Hl  will 
give  for  every  cycle  and  every  different  compression  a  different 
M.E.P.  curve,  but  as  before  these  may  intersect. 

12.  For  all  cycles  except  those  ending  with  isothermal  return 
to  the  original  state,  the  M.E.P.  increases  with  Hlt  but  for  those 
•bearing  the  letter  C  the  M.E.P.  decreases  and  for  no  cycle  is  it 
constant. 

13.  For  the  same  previous  compression  the  cycles  have  M.E.P. 
of  about  the  following  order  of  magnitude  when  Hl  isjarge 
•enough. 

Greatest  M.E.P.,  II  A2,  200;  II,  40;  I,  25;  III,  15;  II  Q> 
1.5;  I  C,  0.3;  III  C,  0.2.  When  H^  is  small  IV  will,  probably 
come  between  III  and  II  C. 

„•: ...,.  14.  A  change  in  compression  from  J  to  Ty(vols.)  may  cause  a 
change  in  II  A2  of  35  per  cent,  II  of  100  per  cent,  III  of  300  per 
cent  for  the  same  possible  values  of  H^ 

-,  ;  15..  The  effect  of  changed  compression  before  heating  vis/  the 
more  marked  on  M.E.P.  resulting  when  M.E.P.  is  lowest  and  the 
extent  of  the  increase  is  greater  with;  JE^. 

195.  Comparison  of  Cycles  with  Respect  to  Volumes  After 
-Heating. — Following  the  analysis  of  the  effects  of  temperatures 
and  pressures  comes  naturally  a  comparison  of  the  volumes  filled 
'when  a  unit  of  heat  is  added  in  the  various  cycles.  The  following 
lines  show  this  relation  graphically  for  the  phase  of  heating  the  gas : 
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Formula  (13)  is- a  straight  line  parallel  to  Hl  and  is  always  less 
than  (14),  which  is  similar,  but  cuts  a?is  of  Vc  at  a  point  vb  higher 
than  va.  Equation  (15)  is  a  straight  line  inclined  to  Hr  Equa- 
tion (16)  is  an  exponential  curve^ cutting  axis  Vc  at  point  Vb',  it  is 
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concave  up  and  slopes  up  to  the  right  as  is  shown  by  the  deriva- 
tives 


dH,  ~  (C,-C 

vb 


These  curves  are  shown  in  Fig.  179  for  the  two  cases. 

196.  Comparison  of  Cycles  with  Respect  to  Volumes  After 
Expansion.  —  A  similar  treatment  gives  the  following  plotted 
curves  (Figs.  182-189)  for  volumes  after  expansion: 

VOLUMES  AFTER  EXPANSION. 

Cycle. 

(Fig.  182)     .     .     (41) 


(Fig.  183)     .  (42) 

II.  vd  =  vaXr  =  vai  +  -±7    (Fig.  184)      .     .  (43) 

II  A.  vd  =  va     (Const.)      .....  (44) 

_L  H      JL 

II  C.  Vd  =  VaXr-l=va(l  +  £-+Jr-l      (Fig.  185)       .  (45) 

HI.  .vd  =  vaY    (Fig.  186)      ....  (46) 

IIIC.  Vrf-Val^-fi  +    r^1    (Fig.  187).    .  (47) 


IV.  vd=vaeY-l=vaeCpTi>      (Fig.  188) .    .    (48) 

HI 

IV  C.  vd=vaez=vaeUp-cJT<>    (Fig.  189)    .     (49) 

These  curves  will  admit  of  considerable  discussion,  but  the  curves 
of  Figs.  182  to  189  show  at  a  glance  all  which  it  is  necessary  to 
know  in  general. 
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179.  Deductions  from  Comparisons  of  Cycles  with  Respect 
to  Volumes. — In  Fig.  188  is  presented  a  graphical  comparison 
of  mean  effective  volumes  for  certain  cases  of  Cycles  I,  II,  and  III. 
A  statement  of  the  conclusions  capable  of  being  drawn  from  the 
curves  would  give  (Figs.  188  to  190): 

i.  The  volumes  after  heating  are  the  same  for  cycles  of  the 
same  group,  and  for  all  groups  increase  with  H1  except  in  Groups 
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I  and  II,  where  by  definition  they  are  constant  and  equal  to  the 
volumes  existing  before  heating. 

2.  In  Oroup  III  the  volumes  after  heating  are  proportional  to 
HI  with  the  same  constant  of  proportionality  for  the  same  com- 
pression.    Increase  of  compression  decreases  this  constant  of  pro- 
portionality. 

3.  In  Group  IV  the  volumes  increase  rapidly  with  Hl}  but  are 
not  proportional  to  H±  so  long  as  Hl  is  small;  with  large  H1  Group 
IV  cannot  exist.  -  , 
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4.  Lines  of  volumes  after  heating  represented  as  functions  of 
Hi  may  cross  in  some  cases.  II,  IV,  and  III  may  cross  I,  i.e.,  the 
compression  cycles  may  cross  the  non-compression  ones.  But  for 
the  same  compression  II,  III,  and  IV  can  never  have  the  same 
volumes  after  heating.  Lines  of  III  and  IV  for  high  compres- 
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sion  may  cross  II  for  a  lower  compression,  but  cannot  cross  each 
other. 

5.  For  possible  values  of  Ht  the  volumes  after  heating  for  the 
different  groups  may  have  the  following  order  of  magnitude  if  Hl 
is  large  enough:  Group  III,  55.00;  Group  1, 12.38;  Group  II,  6.00. 

6.  After  expansion  is  completed  the  volume  occupied  by  the 
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gas  in  the  different  cycles  will  vary  through  very  wide  limits, 
increasing  with  H^ 

7.  The  volume  occupied  by  Cycle  III  will  be  such  as  to  keep 
the  ratio  between  this  final  volume  and  the  volume  before  com- 
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pression  the  same  as  the  ratio  of  volume  after  heating  to  that 
before,  and  the  final  volume  is  proportional  to  -H\.  The  constant 
of  proportionality  is  decreased  by  compression  increase. 

8.  The  final  volume  of  Cycle  II  A  is  least  and  equal  to  that 
existing  before  compression. 

9.  When  Hl  is  large  enough  there  may  be  a  value  for  which 
the  final  volume  may  exist  in  the  following  order  of  magnitude: 
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III  Q,  7000.00;  I  C,  4200.00;  II  C,  2300.00;  III,  75.00;  I, 
65.00;  II,  51.00;  II  A2,  12.38.  A  change  of  compression  by 
which  -the  volume  after  compression  is  one  fifth  that  for  the  pre- 
vious case  may  change  this  list  to  the  following:  III  C,  1000.00; 
10,4200.00;  IIC,5oo.oo;  III,40.oo;  1,65.00;  11,34.00;  II  A2, 
12.38. 

10.  The  mean  effective  volumes  increase  with  Hl  for  all  cycles 
except  II  A2,  in  which  this  variable  is  constant. 

11.  For  Cycle  III   the   M.E.V.  is  proportional  to  Hlt  and 
increase  of  compression  increases  the  constant  of  proportionality. 

198.  Comparison  of  Cycles  with  Respect  to  Heat  Discharged 
or  Abstracted.  Work  Done.  Efficiencies.  —  A  comparison  of 
the  several  cycles  from  this  point  of  view  leads  at  once  to  the 
deduction  concerning  their  relative  efficiency.  Plotting  the 
curves  from  the  following  equations: 

Cycle.  :.  . 

I.  H2  =  CpTa(X7-i),    ......    ....     (50) 


1C  H2=TaCe  log.X=raci  +  --,     .     .     (51) 


II.  Ht-CfTa(X7-i),   .........    (52) 

II  A,.  Ht-CJa(X--L)-jj±a     .    ......     (53) 


IIC.        -••  ••ff.-C.rjogi-r,    .     .-.-.-,  .....  k~.     (54) 
III.  fl,=C,r0(F-i)-j|h,     .    .;-r.    .    .    .     (55) 


me.      :  ff.-c^jpgi+r,    .-—••""•"•>..  (56) 

IV.  fr,=C,r0(«r-'-i)-C,ra(«e£*?-i),.    .    .  (57) 

IVC.       ---H.-^r,    .;-.-f..;r,  ;>>..,-.;,  (58) 
the  following  curves  result. 
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The  work  done  in  the  various  cycles  in  B.T.U.  is  shown  by 
Figs.  192  to  198,  and  the  efficiencies  in  Figs.  199  to  205. 

Equations  (33),  (55),  and  (58)  are  identical,  that  is,  these  three 
cycles  will  discharge  the  same  amount  of  heat  and  have  the  same 
efficiency;  moreover,  this  efficiency  will  be  independent  of  every- 
thing but  the  compression.  These  three  cycles  have,  further, 
a  common  property  not  seen  by  the  formula,  but  from  their  defini- 
tions each  receives  and  discharges  all  its  heat  according  to  the 
same  law. 

Cycle  II  A  receives  all  heat  at  constant  volume  and  discharges 
all  at  constant  volume. 

Cycle  III  receives  all  heat  at  constant  pressure  and  discharges 
all  at  constant  pressure. 

Cycle  IV  C  receives  all  heat  at  constant  temperature  and  dis- 
charges all  at  constant  temperature. 

A  consideration  of  the  above  would  seem  to  warrant  the  prop- 
osition : 

When  all  the  heat  is  discharged  according  to  the  same  law 
under  which  it  was  received,  then  the  cycle  will  have  an  efficiency 
independent  of  everything  but  the  previous  compression  and  will 
be  given  by 


We  may  remark  here  that-  as  IV  C  is  the  Carnot  Cycle  we  can 
state  that  Cycles  II  A  and  III  have  the  same  efficiency  as  the 
Carnot  Cycle  with  same  previous  compression.  This  is  an  impor- 
tant supplementary  to  the  old  theorem  that  the  Carnot  Cycle  has 
the  highest  efficiency  for  its  temperature  range. 

The  relation  between  the  other  values  of  H2  are  best  shown 
by  the  curves  of  Figs.  199  to  205  by  implication. 

The  following  comparisons  will  be  interesting  and  useful: 
6.  For  Cycles  II  A2,  III,  IV  C  the  efficiency  is  a  function  of 
the  adiabatic  compression  only  and  the  same  function  for  each. 


THE 


404  THE   GAS-ENGINE. 

It  is  independent  of  the  amount  of  heat  supplied,  i.e.,  is  not  a 
function  of  H. 

7.  For  all  cycles  the  efficiency  increases  with  the  compression, 
but  not  according  to  the  same  law. 

8.  For  Cycles  IV,  IV  A,  IV  B,  IV  G  the  efficiency  decreases 
with  increase  of  heat  added  to  the  same  mass  of  gas. 

9.  For  all  other  cycles  except  II  A2,  III,  IV  C  the  efficiency 
increases  with  Hlt  but  according  to  different  laws,  so  that  the  dis- 
tance between  efficiency  curves  will  vary. 

10.  For  these  cases  a  change  in  H1  will  produce  more  effect 
when  HI  is  small  than  when  it  is  large. 

1 1 .  After  heat  has  been  added  the  efficiency  will  vary  with  the 
degree  of  expansion.     Cycle  II,  therefore,  will  have  an  efficiency 
always  higher  than  II  A  and  lower  than  II  B  or  II  C. 

12.  Cycles  in  which  an  adiabatic  compression  precedes  heat- 
ing  will  always  have  a  higher  efficiency  than  those  lacking  this 
compression,  other  things  being  equal. 

13.  For  the  same  initial  conditions  and  same  heat  added,  if  Hl 
is  large  enough  Cycle  II  C  will  always  have  the  highest  efficiency, 

(II  A    | 

and  then  come  in  order  III  C ;  1C;  II  -<  III      V ,  always   remem- 

(IVC  } 
bering  that  IV,  IV  A,  IV  B,  IV  C  cannot  exist  if  H1  be  large. 

14.  The  difference  in  efficiency  between  the  curtailed  expan- 
sion of  Cycle  H  A2  and  that  of  II  increases  with  the  amount  of 
heat,  the  difference  being  small  when  H^  is  small,  and  greater  as 
Hj_  increases,  the  greatest  possible  being  about  12  per  cent. 

15.  Expanding  Cycle  II  to  original  temperature,  making  Cycle 
II  C,  may  increase  the  efficiency  from  5  to  15  per  cent  approxi- 
mately for  possible  values  of  Hr 

1 6.  Cycle  III  may  add  by  expansion  to  original  temperature  as 
much  as  25  per  cent  to  the  efficiency  for  possible  values  of  H^ 

17.  Cycles  IV,  IV  A.  IV  B  have  an  efficiency  decreasing  with 
increase  of  H  provided  H  remain  small;  when  H  passes  a  cer- 
tain limit  the  cycle  ceases  to  be  possible. 
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1 8.  A  change  in  the  volume  ratio  of  compression  from  J  to  TV 
will  increase  the  efficiency  of  the  cycles  as  follows  for  possible 
values  of  Hl : 
Cycle  II 30-20  per  cent  approximately,  depending  on  Hr 

'"     II  A2) 

"     III     > 35  per  cent  approximately,  depending  on  Hr 

"     IV  C) 

"     II  C 40-5  per  cent  approximately,  depending  on  Hr 

199.  General  Conclusions  from  the  Analysis  of  Cycles. — Cer- 
tain useful  general  conclusions  may  be  drawn  from  the  fore- 
going analysis,  beside  the  specific  ones  referred  to  under  their 
appropriate  titles: 

If  the  cycle  consists  of.a  series  of  operations,  or  pressure- volume- 
temperature  changes  resulting  in  a  return  to  the  original  state  of 
pressure,  volume,  and  temperature,  then : 

1.  The  P.V.T.  at  any  point  of  a  cycle  depends  on:    (a)  The 
cycle  itself  qualitatively  considered,  i.e.,  the  nature  and  order  of 
succession  of  the  processes  or  phases  already  completed;    (b)  the 
extent  or  intensity  of  each  phase  of  the  cycle  quantitatively;   (c)  the 
amount  of  heat,  H,  added  before  reaching  the  point  considered. 
For  example,  the  temperature  at  the  end  of  combustion  will  be 
different  for  different  cycles,  and  will  vary  with  the  compression 
before  heating,  the  law  of  compression,  and  the  amount  of  heat 
added. 

2.  The  part  of  the  total  heat  transformed  into  work  is  a  func- 
tion of  the  cycle,  and  will  vary  with  the  order,  nature,  and  extent 
of  the  cyclic  phases,  except  when  all  the  heat  is  added  and  all 
abstracted  according  to  the  same  law. 

3.  When  the  laws  of  heating  and  of  cooling  are  identical,  then 
the  part  of  the  total  heat  supplied  which  becomes  transformed  into 
work  is  constant  for  the  same  previous  compression,  and  this 
resulting  efficiency  is  a  function  of  the  previous  compression  only 
when  these  other  two  phases,  compression  and  expansion,  com- 
pleting the  cycle,  have  likewise  the  same  law. 

4.  The  range  of  changes  in  pressure,  volume,  and  temperature 
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is  different  for  different  cycles,  and  in  any  one  cycle  will  depend 
on  the  amount  of  heat  added. 

5.  While  the  variations  noted  do  in  general  hold,  yet  in  the 
different  cycles  each  variable  may  be  a  different  function  of  Hly 
so  that  two  or  more  curves  may  intersect,  and  for  that  particular 
value  of  HI  the  variable  will  have  the  same  value  in  two  or  more 
different  cycles  simultaneously. 

From  the  data  here  set  down  the  selection  of  a  cycle  on  purely 
ideal  grounds  can  be  made  with  a  full  knowledge  of  all  the  con- 
ditions surrounding  the  selection;  that  is,  knowing  what  results  are 
desired,  the  cycle  which,  theoretically,  ideally,  or  mathematically 
considered,  gives  the  results  can  be  found,  and  in  addition  it  is  easy 
to  see  what  accompanying  circumstances  are  inevitable.  If  that 
cycle  which  transforms  the  greatest  amount  of  heat  into  work  ideally 
is  wanted,  it  is  readily  seen  that  II  C  with  as  high  compression  as 
possible  must  be  selected,  but  it  is  also  evident  that  a  very  large 
volume  range  must  be  submitted  to.  If  that  cycle  with  the  lowest 
temperature  range  is  wanted,  then  any  of  Group  IV  must  be  taken. 

If  a  cycle  is  desired  which  will  convertjof  any  amount  of  heat  the 
same  proportion  into  work,  then  any  one  of  II  A,  III,  or  IV  C  may 
be  chosen,  but  of  these  one  has  the  lowest  pressure  range,  another 
the  lowest  temperature  range,  and  the  last  the  lowest  volume  range. 

For  example,  it  is  from  a  comparison  such  as  this  that  the  fol- 
lowing suggestions  are  derived: 

(A)  Cycle  I  and  its  variations,  by  reason  of  its  poor  showing 
in  efficiency  and  mean  effective  pressure  as  compared  with  the 
previous-compression  Cycle  II,  must  be  set  aside. 

(B)  The  atmospheric  cycles,  by  reason  of  their  low  mean 
effective  pressure  and  consequent  large  volume  range,  are  useless 
for  power  purposes  as  compared  with  the  other  cycles. 

(C)  This  leaves  as  the  only  cycles  worthy  of  application  II, 
III,  IV,  and  their  variations. 

(D)  Of  the  last  mentioned,   the  three  which  are  peculiar, 
Cycle  II A2,  Otto,  heating  and  cooling  the  gas  at  constant  volume; 
Cycle  III,  Brayton,  heating  and  cooling  the  gas  at  constant  pres- 
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sure  ;  and  Cycle  IV  C,  Carnot,  heating  and  cooling  the  gas  at  con- 
stant temperature,  have  the  same  efficiency  for  the  same  compres- 
sion, and  should  consequently,  with  the  same  heat  supplied,  do 
the  same  work. 

The  efficiency  of  each  is  given  by 


where  Va  is  the  volume  before  compression, 
n  "    "        "        after 
f    "    "    ratio  of  specific  heats,  and  for  air  f=  1.406. 

(E)  The  other  cycles,  II,  II  B  and  C;  III  A  and  B;  IV,  IV  A 
and  B,  can  easily  be  given  their  proper  comparative  position  by 
remembering  that  each  is  a  more  or  less  complete  expansion  of  one 
of  the  above  three.     For  example,  if  in  the  Otto  the  expansion 
were  carried  to  atmospheric  pressure,  the  efficiency  would  be 
greater  than  for  the   Otto.     Similarly  with  the  Carnot,   if  the 
expansion  were  stopped  at  atmospheric  pressure,  as  was  first  sug- 
gested by  Diesel,  the  resulting  Cycle  IV  would  have  an  efficiency 
less  than  the  Carnot,  and  hence  less  than  either  the  Otto  or  Bray- 
ton  cycles. 

(F)  If,  as  respects  the  other  variables  entering  each  of  the 
cycles  adopted  for  comparison,  there  be  assumed 

C  mass  of  gas, 
The  same-^j  heat  supplied  after, 

^  compression, 
there  will  result  for 

Cycle  II  A,  Otto,        ) 

TTT     -n  (  same  work  done,  and  hence  same 

III,    Brayton,  V  . 

"    IV  C,  Carnot,    j       efficiency* 
And,  further, 

Lowest.  Intermediate.  Highest. 

Maximum  temperature  ........  Carnot  Brayton  Otto 

Pressure  range  ...............  Brayton  Carnot  Otto 

Volume  range  ................  Otto  Brayton  Carnot 

Temperature  range  ...........  Carnot  Brayton  Otto 

Mean  effective  pressure  .......  Carnot  Brayton  Otto 

Pressure  range  -  ^    _  on  Camot  Q^ 

Mean  effective  pressure 

Mean  effective  temperature.  ...  Carnot  Brayton  Otto 
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The  relation  of  the  Diesel  to  the  Otto  and  Bray  ton  is  easily 
seen  if  it  be  recalled  that  it  is  an  imperfect  Carnot. 

11.  Some  of  these  variables  should  be  a  maximum  and  some 
a  minimum.     For  the  maximum  temperature  the  Carnot  holds 
first  place,  but  its  impracticability  yields  the  place  to  Bray  ton. 
Neither  pressure  range  nor  mean  effective  pressure  is  wanted  by 
itself,  but  only  the  ratio  between  them,  for  it  is  to  this  ratio  that 
the  weight  of  the  engine  must  be  approximately  proportional; 
here  Brayton  holds  the  most  favorable  place. 

Volume  range  should  be  low,  and  here  first  place  is  held  by 
the  Otto.  The  mean  effective  temperature  should  be  low,  and 
the  Brayton  is  exceeded  only  by  the  Carnot. 

The  low  mean  effective  pressure  of  the  Carnot,  and  all  other 
isothermal  combustion  cycles,  is  sufficient  warrant  for  cutting 
them  out  of  consideration  in  comparison  with  the  Cycles  II,  III, 
and  their  variations. 

The  conclusion  is  thus  reached  that,  theoretically,  the  last- 
named  cycles  only  are  worthy  of  further  consideration. 

12.  In  the  above,  the  hypothesis  that  heat  could  be  added  to 
the  gas  has  been  assumed,  and  no  account  taken  of  the  means  of 
so  doing,  but  this  point  needs  consideration.     If  heat  be  added 
through  walls  from  a  source  of  known  supply,  of  which  we  can 
control  and  use  as  much  or  as  little  as  we  please,  there  will  be  no 
alteration  in  the  formulae  or  results  of  the  analytical  comparison; 
but  the  internal-combustion  method  of  heating  presents  some 
new  questions  for  solution.     First,  the  air  and  fuel  become  car- 
bonic acid,  steam,  etc.,  and  as  to  what  value  of  the  specific  heat 
should  be  used,  who  can  say?     (Par.  55.)    Second,  the  chemical 
change  is    accompanied   by  an   intrinsic  volume   change.     (Par. 
14.)    Third,  there  may  be  reasons  why  the  fuel  should  give  out 
more   heat   when   burned   in    one   way   than   when   burned    in 
another. 

13.  The  only  ways  of  heating  by  internal  combustion  which  are 
worth  anything  for  power  are  the  constant- volume  and  constant- 
pressure  methods.      On  theoretical  grounds  there  is  no  reason 
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for  saying  that,  for  any  particular  system  of  combustion,  more 
heat  can  be  developed  one  way  than  the  other.  The  evidence 
that  heat  has  been  added  to  a  mass  of  gas  in  an  engine  is,  for  the 
two  cases,  (A)  an  increase  of  pressure,  and  (B)  an  increase  of 
volume.  This  pressure  increase  on  the  one  hand  and  volume 
increase  on  the  other  can  be  readily  observed  by  indicators,  and 
the  results  of  these  observations  on  a  large  number  of  indicator- 
cards  show  that  the  increase  is  not  what  it  should  be  if  all  the 
calorific  value  of  the  fuel  had  developed. 

In  short,  there  is  in  practice  abundant  evidence  of  heat  suppres- 
sion, and  whether  this  be  due  to  radiation,  conduction,  dissocia- 
tion, or  an  increase  of  specific  heat,  or  to  an  actual  non-production 
of  heat  is  unknown.  What  is  known  and  can  be  asserted  is  that 
the  effects  on  pressure  and  volume  are  such  as  they  would  be  if 
only  a  part  of  the  heat  supposed  to  be  generated  had  appeared. 
The  result  might  be  worked  up  to  give  a  new  value  to  the  heating 
power  of  the  fuel,  to  be  called  its  effective  calorific  value,  or  a  new 
value  given  to  the  specific  heat,  to  be  called  the  effective  specific 
heat  of  the  process. 

14.  For  constant-  volume  combustion  the  value  for  Hlt  the 
British  thermal  units  per  pound  of  mixture,  will  be  derived  from 
the  equation 


--     . 

i  rr>  •*•     I 


where  p±  =  pressure  before  compression ; 

7\  =  temperature  before  combustion; 
p2  =  pressure  after  combustion; 
T2  =  temperature  after  combustion; 
Cv  =  specific  heat  at  constant  volume. 

This  ratio  in  the  general  run  of  gas-engines  will  average  about 
3.5.  In  some  cases  it  may  reach  4,  but  it  seldom  has  reached 
6.  Some  values  are  given  below: 
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Engine.  j.  Remarks 

Westinghouse 3  On  gas 

Otto 4.5  N.  Y.  gas 

Hornsby-Ackroyd 3.5  Kerosene 

Nash 4  N.  Y.  gas 

Clerk 4  Glasgow  gas 

Crossley 3  Dowson  gas 

Priestman 3.5  Kerosene 

Crossley  oil 3.5  Kerosene 

A  general  statement,  very  nearly  true,  would  give  these  pres- 
sure and  temperature  ratios  about  50  per  cent  of  what  the  usual 
values  of  Hl  and  Cv  would  produce.  These  figures,  while  not 
strictly  true  for  any  one  case,  give  a  fair  average  value. 

15.  The  other  system  of  combustion — that  at  constant  pres- 
sure— may  be  observed  in  the  same  way.  The  only  indicator- 
card  available  from  this  type  of  engine  was  taken  from  a  Bray  ton 
oil-engine  with  its  smoky  fire.  The  volume  ratio,  in  this  case,  is 
quite  well  given  by  the  relative  lengths  of  the  delivery  line  of  the 
compressor  and  the  admission  line  of  the  power  cylinder,  and  is 
given  by 


To  compare  this  with  the  pressure  ratios  given.    Theoretically, 

T  TT 

^2_^2_  Ml 

v     T  C  T ' 

where  CP  is  the  specific  heat  at  constant  pressure  and  the  other 
symbols  are  as  heretofore;  combining  this  with  the  similar  one 
for  the  other  type,  we  get 


or 
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Take  7- =1.4,  and 


Pi  V2 

%-**%-* 


By  substitution,  when 


- 


16.  This  shows  that  when  a  Brayton  engine  gives  a  volume 
ratio  in  combustion  of  3.2  there  is  evidence  of  as  much  heat  as 
would  cause  a  pressure  ratio  of  4.44  in  an  explosion  engine  ;  hence 
it  would  seem  that,  for  the  combustion  process  alone,  the  Brayton 
engine,  even  with  its  poor  fire,  was  giving  evidence  of  as  much  heat 
as  the  very  best  explosion  engine,  and  more  than  can  most  of 
them.  This  point  is  very  striking,  and,  in  order  to  verify  or  dis- 
prove it,  a  large  mass  of  data  is  necessary,  which  can  be  collected 
only  after  considerable  time. 

The  above  point  bears  strongly  on  the  formulae  of  cyclic  com- 
parison. The  analysis  showed  that  the  Otto  and  Brayton  cycles 
must  have  the  same  efficiency  for  the  same  heat  added;  but  if 
one,  by  reason  of  its  system  of  combustion,  can  take  from  the  fuel 
more  heat  than  the  other,  then  that  one  must  have  the  higher 
efficiency  in  practice,  assuming  equal  subsequent  heat  losses  and 
equal  friction  losses  in  the  mechanism. 

200.  Formula  for  Theoretical  Mean  Effective  Pressure. 
Otto  Cycle.  —  A  most  serviceable  deduction  can  be  made  from  the 
analysis  of  the  cycle  for  Groups  II  in  which  the  expansion  and 
compression  curves  are  similar  between  two  terminal  verticals 
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(Fig.  205).  The  mean  effective  pressure  will  be  the  area  from 
the  diagram  under  the  expansion  curve  diminished  by  the  area 
under  the  compression  curve  and  divided  by  the  length  of  the 
diagram  between  verticals.  From  paragraph  5 1  the  mean  effect- 


FIG.  205. 

ive  pressure  will  be  for  the  two  adiabatics  CD  and  AD,  with  the 
same  value  for  n  in  each, 


The  difference  will  be  the  mean  working  pressure  on  the  piston,  or 


But  the  line  pc-pb  measures  the  increase  of  pressure  due  to  the 
ignition  of  the  charge,  and  the  ratio       is  the  ratio  of  the  compres- 
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sion  pressure  to  the  explosion  pressure  and  must,  therefore,,  depend 
on  the  fuel  varying  with  it,  and  having  a  definite  relation  to  the 
calorific  power.  From  paragraphs  14  and  20  it  became  clear 
that  for  a  fuel  of  Q  calorific  power  in  B.T.U.  the  burning  of  y 
pounds  in  x  pounds  of  air  gave  a  temperature  increase  of 


x+y     Cv 
If  this  be  divided  by  Tb, 


Tb         x+y 


PC   T_   y       Q 

pb 


rrt  . 

But  7^  =  ^;  whence 
lb    pb 


Substituting  this,  there  results  the  formula  for  M.E.P.  first  sug 
gested  by  Lucke, 

' 


which  should  be  the  mean  effective  pressure  resulting  when  one 
pound  of  a  mixture  having  a  fuel  value  Q  is  compressed  from  a 
volume  va  to  a  volume  vb  and  it  is  exploded  and  allowed  to 
expand  down  to  the  original  volume,  without  losses  in  the  process. 
If  this  formula  be  applied  to  an  example  with  the  following 
data  : 


pa=  14.7  Ibs.  per  sq.  inch  or  2116.4  per  sq.  foot; 
I  cu.  ft.  gas  weighing  .032  lb.; 
i  cu.  ft.  air  weighing  .078  lb., 

so  that  5.6  cubic  feet  of  air,  the  best  volume  for  one  volume  of 
gas  weighs  .437  pound,  and  6.6  cubic  feet  of  the  mixture  will 
weigh  .437  +.032  =  0.469  pound,  whence  i  cubic  foot  of  the 
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mixture  will  weigh  '—~=.O^-L  pound,  or  the  volume  of  one 

pound  of  the  mixture  va=i4  cubic  feet.     Let  the  value  for  n  be 
taken  the  same  as  for  air  1.4,6^  =  0.1689,  and  suppose  the  ratio 

-  =  5.    Then 

Pb~ Pa(sY'4  =  21 16.4X9. 5  =  20,106  Ibs.  per  sq.  ft. 

=  14.7X9.5  =  140  Ibs.  per  sq.  in.; 
Tb=  Ta($)'4=  522X1.9-992°  absolute; 


yQ 

For  this  gas =  1 600 ;  whence 

140          1600          if        i  1 

M.E.P  =  — X-^r— - X-   i--      =392. 

4       .1689X992     41       i.9J 

If  the  specific  heat  be  taken  as  that  for  a  composition  of  the 
products  of  combustion  made  up  of  one- third  CO2  and  the  rest 
steam-gas,  the  M.E.P.  will  be  less  as  this  greater  value  for  the 
specific  heat  comes  in  the  denominator.  Or  again,  if  the  experi- 
mental or  effective  values  for  the  specific  heat  be  taken  as  given 
in  paragraph  55,  then  the  M.E.P.  comes  lower,  or  a  little  over 
100  pounds  per  square  inch,  which,  while  still  higher  than  prac- 
tice values,  is  much  nearer  than  the  computation  above  will  give. 
What  are  the  factors  explaining  this  loss  of  heat  ? 

201.  Factors  Reducing  Computed  Mean  Effective  Pressure. — 
Some  of  these  have  been  already  referred  to  in  other  connections, 
but  are  here  recapitulated  and  supplemented. 

i.  The  pressure  in  the  cylinder  at  the  time  when  the  volume 
is  va  is  not  that  of  the  atmosphere,  but  is  below  it.  Hence  the 
full  weight  of  the  mixture  is  not  really  present.  The  causes  for 
this  diminished  weight  include: 

(a)  Friction  in  the  suction  valve  and  the  piping  and  passages, 
if  tortuous  or  small. 

(b)  The  delay  in  opening  of  the  valve  if  an  automatically  lift- 
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ing  one.     It  will  not  open  until  the  pressure  on  top  is  below  that 
underneath  it. 

(c)  The  inertia  of  the  valve  and  of  the  column  of  air  and  fuel 
outside  the  valve. 

2.  Loss  of  weight  in  the  charge  by  heating  as  it  enters  while 
the  valve  is  still  open  to  atmospheric  pressure.     This  heating 
may  be  effected  by  the  hot  metal,  or  by  the  hot  products  of  com- 
bustion  trapped   in   the   clearance   volume.     High   compression 
and  lessened  clearance  volume  diminish  this  loss. 

3.  The  compression  may  be  nearer  isothermal  than  adiabatic 
by  reason  of  low  jacket  temperature  taking  off  heat  in  compression 
and  lowering  the  value  of  .fa.     This  loss  will  be  less  with  hot 
jacket  water  and  at  high  speeds  of   the  piston,  but  the  hotter 
walls  will  increase  the  loss  in  No.  2. 

4.  The  ignition  line  instead  of  being  vertical  may  be  inclined 
by  a  retarding  of  the  time  of  firing  the  charge.     Compare  the  dis- 
cussion of  governing  by  ignition  in  paragraph  115.    The  indicator- 
diagram  with  retarded  ignition  (Figs.  86  and  87)  shows  a  lower 
pressure  at  its  maximum  point  because  the  mixture  had  partly 
lost  its  compression  pressure  before  it  was  ignited. 

5.  The  presence  of  diluent  neutral  gases  from  a  previous 
stroke,  or  an  impoverished  or  excessively  rich  mixture,  will  delay 
the  propagation  of  the  flame  in  the  mixture,  increasing  loss  No.  4. 

6.  The   degree   of  the   compression   before   explosion.     The 
higher  the  compression  pressure  the  higher  the  value  for  pc  when 
other  things  are  equal.     But  the  qualities  of  the  fuel  cannot  be 
disregarded  here  with  respect  to  the  temperatures  at  which  the 
heat  caused  by  compression  will  cause  them  to  ignite,  perhaps 
before  the  completion  of  the  compression  stroke.     With  common 
illuminating-gas  from  coal  or  with  gasoline  a  compression  to  90 
pounds  or  6  atmospheres  should  not  be  exceeded;   with  kerosene 
vapor  the  ignition  or  pressure  limit  is  at  3^  to  4  atmospheres 
with  hot  cylinder- walls,  while  the  weaker  gases  from  producers 
or  from  blast-furnaces  may  be  compressed  to    15    atmospheres 
without  pre-ignition. 
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7.  The  length  of  the  explosion  line  EC  (Fig.  205)  will  be  fixed 
by  the  character  of  the  fuel,  other  things  being  equal.  With  the 
compression  pressure  fa  fixed  by  the  limits  set  in  No.  7  the  ratio 
of  the  explosion  pressure  pc  to  it  will  be  : 


-     for  weak   producer  and   furnace  gas 


2; 


"    "    illuminating-  or  coal-gas  =2.5104; 

"    "    natural  gas  and  carbureted  gas  =3  to  4.5; 

"    "    gasoline  =  3  to  5  ; 

(  quite  variable  in  en-  \ 

"    "    kerosene  \  gines  using  injection  >  =  3  to  6. 

(  and  other  systems     ) 

The  ratio  can  be  made  anything  less  than  this  by  incomplete 
combustion  from  any  cause.  For  instance,  gas-  or  gasoline-engines 
which  should  normally  give  a  ratio  of  4  can  easily  be  brought 
down  to  an  actual  relation  of  1.5,  as  revealed  by  applying  an 
indicator. 

8.  The  expansion  line  may  have  its  pressure  ordinates  lowered 
by  conduction  of  heat  to  the  walls  and  jacket. 

9.  The  exhaust-valve  is  almost  universally  made  to  lead  the 
piston  slightly  so  as  to  open  before  the  stroke  ends  and  relieve 
the  resistance  against  the  return  or  exhausting  stroke  from  the 
very  start.     This  causes  a  loss  of  work  area  to  the  diagram. 

10.  The  exhaust  stroke  should  be  made  against  atmospheric 
pressure  only.    When  the  exhaust  area  is  small  at  the  valve  or  in  the 
passages  an  unnecessary  resistance  acts  like  a  brake  to  diminish 
the  power  of  the  engine.     Mufflers  may  produce  this  effect,  but 
the  loss  here  is  not  so  much  the  direct  consumption  of  power  as 
it  is  the  effect  produced  on  the  succeeding  charge  as  treated  in  loss 
No.  5. 

These  causes  of  loss  are  of  importance  not  only  in  operating, 
but  as  affecting  design  of  new  work.  The  necessary  disagree- 
ment between  theory  and  practice  at  this  point  opens  a  promising 
field  for  research  and  experiment,  so  as  to  ascertain  for  each 
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class  of  engine  the  factor  or  coefficient  by  which  the  theoretical 
mean  effective  pressure  is  to  be  multiplied,  so  that  the  formula 
shall  represent  actual  output  from  assumed  values  of  heat  energy 
supplied.  An  empirical  formula  of  this  sort  (Grover)  makes 


in  which  as  before  fa  is  the  pressure  at  end  of  compression. 

202.  Design  of  Cylinder  Volumes.  —  The  formula  for  the 
mean  effective  pressure  leads  directly  to  the  choice  of  the  cylin- 
der volume  for  a  required  horse-power  to  be  developed.  The 
accepted  formula  for  a  piston  motor  (par.  40)  takes  the  form 


, 

33,000 

in  which  for  the  gas-engine  P  is  the  mean  effective  pressure  just 
discussed  and  N  is  the  number  of  working  strokes  or  ignitions 
occurring  in  one  minute.  The  ratio  of  d,  the  diameter  of  the 

/    d2       \ 
cylinder  (TT  —  =  A  ),  to  the  length  of  the  stroke  L  has  been  gener- 

ally conceded  to  lie  between  d  =  L  and  L=i.$d.  A  stroke  of  twice 
the  diameter,  which  is  quite  usual  with  other  media,  is  rarely 
encountered  in  gas-engine  design,  and  preference  seems  to  centre 
around  £=1.25^  and  L=i.^d.  With  P  and  N  assumed,  and 
L  expressed  in  terms  of  d,  the  equation  can  be  solved  for  d,  which 
will  give  the  piston  displacement.  For  example,  if  the  piston 
speed  be  assumed  to  be  500  feet  per  minute,  pb  =  8o  pounds,  and 
5=1.5^,  the  computation  for  a  25-H.P.  engine  will  be 

piston  speed      500 
R.p.m.  =  —  —  —  ~  —  =  ^-j, 
2  X  stroke        $d 

giving  for  an  Otto  cycle. 

R.p.m.     coo 
Explosions  per  minute  =  —  -  —  =  ~p 
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Using  the  empirical  formula  for  M.E.P., 


=  1  60—  [0.01X6400] 
=  96  pounds  per  sq.  in. 
PLAN 


33,000  ' 


Whence,  since  H.P.= 


or 

D2  =  87.5  about, 
and 

D  =  9.5  nearly, 
and 

£  =  9.5X1.5 

203.  Volume  of  the  Clearance.—  For  the  volume  of  the 
clearance,  the  practice  of  the  present  day  has  settled  upon 
a  ratio  of  initial  to  final  pressures  and  volumes  expressed  by 
the  equation 


when  the  subscripts  a  belong  to  the  state  at  the  beginning  of 
compression,  and  the  subscripts  b  belong  to  the  higher  values 
just  before  ignition.  If  these  be  written 


the  compression  pressure  in  the  clearance  is  given  when  the 
initial  pressure  is  known  (usually  the  atmospheric)  and  the  ratio 
of  volumes.  (See  previous  treatment  in  paragraph  152,  from  which 
this  is  repeated.)  Ordinarily,  however,  the  compression  pressure 
limit  is  fixed  by  the  condition  that  pre-ignition  is  not  to  be  caused, 
and  the  formula  will  be  used  in  the  form 


(M"35 

- 
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The  usual  compression  values  in  pounds  per  sq.  in.  for  the 
various  kinds  of  gas  are  about  as  follows: 


In  Engines  of 

Blast-fur- 
nace Gas. 

Producer- 
gas. 

Weak 
Ilium.  Gas 

Rich 
Ilium.  Gas 

Natural 
Gas. 

125 
140 

90 
80 

65 
60 

55 
60 

Large  sizes 

150 

Taking  from  this  the   ratio   of  pressures  desired   (probably 
about  4  atmospheres  pressure  for  ordinary  gas  for  fa  will  give 

the  ratio  —  =  - )  and  the  ratio  of  the  clearance  volume  to  the 

Pb      4/ 

piston   displacement   follows   directly   when   this   assumption   is 
made.     Hence 

va  =  piston  displacement + clearance ; 


Vb = [stroke  X  area+  clearance]  \— - 
which  can  be  transposed  into 

[.p.     1.35-j  .p^       1.35 

i  —  ( -p )          =  [piston  displacement]  (-M      , 

Applying  this  to  the  9^X14  cylinder  of  the  25-!!. P.  engine 
schemed  in  the  foregoing  paragraph,  with  80  pounds  compression, 
pressure,  and  assuming  the  value  for  pa  to  be  14  pounds,  we  have 

Va  =  VI  +  1 4  inches, 

substituting  lengths  for  volumes,  to  which  they  are  proportional 
when  the  area  is  constant  as  in  a  cylinder.     Then 


whence 


=  (^-14X3.36)  nearly 
=  18.1; 
whence  the  actual  volume  of  the  clearance 

vb=  (18.1-14)  X  — 
4 

=  283  cubic  inches. 
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204.  Velocity     through     Valves,     Ports,     and     Passages. — 
The    discussion   in   paragraph    98    indicates    that    considerable 
loss  of  power  both  direct  and  indirect  will  follow  if  the  flow  of 
gas  and  air  through  the  valves  is  made  so  rapid  as  to  entail  exces- 
sive friction.     Such  loss  is  both  of  pressure  and  effective  volume. 
This  trouble  is  worse  with  automatic  than  with  mechanically 
operated  valves.     Present  good  practice  in  small  engines  at  very 
high    speed,  for   automobile   uses,  favors   keeping   the   velocity 
of  inlet  flow  at  or  below  60  lineal  feet  per  second  for  automatic 
valves,  while   permitting   90  feet   per   second   for  mechanically 
lifted  valves.     The  exhaust  flow  out  of  the  cylinder  will  be  rapid 
enough  at  75  feet  per  second. 

205.  Mechanical    Design    of    Gas-engines  Regarded  as  Ma- 
chines.— The  design  of  the  gas-engine  from  the  structural  point 
of  view,  with  respect  to  weight  of  fly-wheel,  diameter  of  shaft, 
bearing  surfaces,  cross- sectional  area  of  parts,  and  the  like,  belongs 
to  a  separate  department  from  that  before  the  student  throughout 
this  treatise.     It  has  also  been  so  well  and  completely  worked 
out  by  others  in  forms  accessible  to  every  one  interested  that  it 
does  not  seem  desirable  to  expand  the  treatment  of  this  section 
to  include  it.     The  gas-engine  as    an  achievement  in  machine 
design  falls  under  the  same   laws  and  principles  which  apply  to 
the  steam-engine,  regard  being   paid  to  the  special  character  of 
the  impulses  originating  in  the    cylinder.     The  foregoing  treat- 
ment has  shown  how  to  arrive  at  the  effort  in  the  cylinder,  and 
the  rest    is  "machine  designing  along  lines  of    accepted  general 
practice  in  that  art. 


CHAPTER  XVIII. 


INTERNAL-COMBUSTION  ENGINES  WITH  HEATING  AT  CONSTANT 

PRESSURE. 


210.  Introductory. — The  previous  chapters  have  been  con- 
cerned principally  with  the  so-called  explosive  engines,  in  which 
a  mixture  of  fuel  and  air  was  ignited  at  a  constant  volume  with 
a  resulting  increase  in  pressure  which  was  utilized  to  impel  a 
piston.  Such  engines  operate  upon  the  Otto  cycle,  in  its  two- 
stroke  or  four-stroke  form,  and  are  widely  used  and  familiar. 

It  is  quite  possible,  however,  to  burn  the  same  explosive 
mixtures  so  that  the  result  of  heating  them  by  the  ignition 
or  combustion  process  shall  be  an  increase  of  their  volume  at  a 
constant  pressure,  and  if  free  to  expand  against  a  movable  piston, 
such  expansion  of  volume  will  take  place  at  a  constant  pressure 
exerted  on  the  piston  while  the  volume  increase  takes  place. 
This  action  is  that  of  Cycle  III,  and  its  analysis  appears  in  para- 
graph 185  et  seq.,  as  attaching  to  the  design  of-the  Brayton  engine 
in  America  and  the  Simon  engine  in  England.  One  difficulty  at 
the  time  of  their  first  presentation  was  that  due  to  the  difficulty 
of  handling  explosive  mixtures  with  a  continuous  or  intermittent 
release  of  heat  energy  to  act  in  a  motor.  The  work  of  Charles  E. 
Lucke  on  combustion  of  such  explosive  mixtures  in  motion  has 
removed  this  obstacle,  and  has  brought  this  cycle  within  the  scope 
of  practical  realization  either  in  reciprocating  motors  or  in  those  of 
continuous  type,  such  as  the  gas-turbine  principle  presents.  The 
method  for  securing  such  continuous,  manageable,  and  complete 
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combustion  and  some  principles  underlying  it  form  the  subject 
of  this  chapter,  together  with  some  forms  of  apparatus  using 
the  principle  of  constant- pressure  heating. 

211.  Lucke  Apparatus  for  Continuous  Combustion  of  Explo- 
sive Mixtures. — Referring  to  the  general  statements  of  paragraph 
10,  let  it  be  assumed  that  a  mass  of  explosive  mixture  is  passing 
through  a  non-conducting  tube  with  a  uniform  velocity  v.  Then, 
if  inflammation  be  started  at  some  point,  the  surface  of  com- 
bustion may  remain  at  rest  or  move  with  or  against  the  current. 
Denote  the  rate  of  propagation  by  r.  Then,  when  v>r,  the 
surface  of  combustion  will  move  with  the  current,  and  if  the  tube 
has  an  end,  the  flame  will  ublow  off"  and  combustion  cease; 
if  v  =  r,  the  surface  of  combustion  will  remain  at  rest,  other  in- 
fluences being  inoperative;  if  v<r,  the  surface  of  combustion 
will  move  back  toward  the  source,  or  "  back-flash." 

Of  course,  a  small  tube  of  heat-conducting  material  will 
exert  considerable  cooling  effect,  but  for  the  present  such  tubes 
need  not  be  considered. 

In  a  practicable  system  of  burning  an  explosive  mixture  con- 
tinuously the  following  are  desiderata: 

I.  "Back-flashing"  must  be  prevented. 
II.  "Blow-off"  must  be  prevented. 

III.  Combustion  surface  must  be  localized. 

VI.  It  must  remain  localized  for  wide  ranges  of  feed  or  veloc- 
ity of  flow  of  the  mixture. 

V.  The  localization  must  be  unaffected  by  changes  of  tem- 
perature. 

VI.  Large  or  small  quantities  must  be  burned  without  affect- 
ing the  above,  and  the  transition  from  very  small  quantities  to 
very  large,  or  vice  versa,  however  sudden,  should  be  easy. 

The  first  requirement  might  be  accomplished  in  three  ways: 
(a)  By  using  a  long  tube  of  some  conducting  material  and 

so  small  in  diameter  as  to  prevent  the  passage  of  the  flame-cap 

under  any  circumstances. 

(6)  By  using  wire-gauze  screens. 
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(c)  By  causing  the  mixture  to  flow  at  some  point  with  a 
velocity  always  greater  than  the  rate  of  propagation. 

The  first  (a)  is  impracticable,  as  it  permits  of  only  small 
quantities  being  burned;  the  second  (b)  will  not  work  when  the 
wire  gauze  gets  hot;  this  leaves  (c),  which  is  practicable,  as  a 
valve  in  a  pipe  will  answer  for  the  necessary  contraction  and 
consequent  increase  of  velocity.  Hence  the  first  requirement 
in  the  desired  method  of  combustion  will  be  the  following:  At 
some  point  before  the  combustion  surface  is  reached  the  velocity 
of  feed  must  be  such  that  v>r. 

Requirement  II  might  be  accomplished  in  three  ways: 

(a)  By  so  reducing  the  velocity  after  passing  the  high-speed 
point  that  at  some  surface  v  =  r. 

(b)  By  suddenly  increasing  the  temperature  of  the  mixture 
so  as  to  increase  the  rate  of  propagation  while  v  remains  con- 
stant; or, 

(c)  By  both  reducing  v,  by  spreading  the  current,  and  in- 
creasing r  by  heating. 

All  of  these  ways  are  practicable;  but,  as  a  reduction  of 
velocity  alone  or  a  sufficient  heating  alone  would  not  produce 
the  desired  result  so  well  as  both  operating  together,  there  will 
be  introduced  as  the  second  requirement  in  the  desired  method 
the  following:  After  passing  the  point  where  v>r,  the  velocity 
of  the  mixture  should  be  so  reduced  and  its  temperature  in- 
creased as  to  make  v'=  r'. 

Let  the  mixture  issue  from  an  orifice  into  the  air.  By  properly 
regulating  the  velocity  of  exit,  the  flame-cap  can  be  maintained  at  the 
orifice — the  only  device  successful  for  this  purpose  in  certain  experi- 
ments was  to  cause  water  to  drip  into  the  supply-chamber.  The 
position  of  the  flame- cap  is  so  extremely  sensitive  to  changes  of  flow 
that  all  other  methods  which  were  tried  for  obtaining  a  constant 
velocity  of  exit,  variable  at  will,  failed.  Increase  the  velocity  of  flow 
slightly,  and  the  flame-cap  will  lift  off.  This  may  be  done  until  the 
flame-cap  is  as  much  as  2  inches  (with  illuminating-gas  and  air) 
from  the  orifice  before  extinction  takes  place.  It  would  seem  that 
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the  impinging  of  the  jet  on  the  atmosphere  should  spread  it  and  so 
reduce  its  velocity,  but  no  appreciable  increase  of  diameter  could 
be  observed.  When  the  cap  is  close  to  the  orifice  it  is  of  a  deep 
blue  color,  uniform  in  shade  over  the  disk,  and  the  edges  are  sharply 
defined;  whereas,  as  it  lifts  off  some  distance,  it  becomes  indis- 
tinct and  unsteady  at  the  edges  until,  at  the  moment  of  extinction, 
it  fades  and  disappears.  When  the  cap  is  away  from  the  orifice., 
while  there  is  no  visible  connection  with  the  source  of  supply, 
there  really  exists  a  column  of  mixture  extending  from  the  orifice 
to  the  cap  and  passing  through  the  atmosphere.  Naturally,  at 
the  surface  of  this  column,  diffusion  will  take  place,  and  the  longer 
the  column  the  greater  will  be  this  diffusion  effect,  thus  affecting 
the  composition  of  the  advancing  column  of  mixture  and  causing 
partial  loss  of  gas.  This  is  the  real  cause  of  extinction. 

From  these  experiments  can  be  drawn  the  conclusion  that 
the  current  cannot  be  sufficiently  reduced  in  velocity  by  issuing 
into  an  atmosphere  of  lower  pressure  to  prevent  "blow-off" 
before  diffusion  with  the  atmosphere  so  alters  the  character  of 
the  mixture  as  to  cause  extinction  or  loss  of  fuel  by  dilution 
before  reaching  the  surface  of  combustion.  This  calls  for  a 
new  condition  besides  those  noted  in  the  requirements  for  com- 
bustion. The  reduction  of  velocity  of  the  mixture,  after  passing 
the  place  where  i>>r,  must  be  accomplished  in  such  a  way  as  to 
prevent  diffusion  with  any  other  gas. 

To  prevent  this  diffusion,  there  naturally  suggests  itself  the 
expedient  of  surrounding  the  issuing  jet  with  a  shield  of  larger 
diameter,  to  still  permit  of  the  desired  expansion.  This  is  shown 
in  Fig.  210,  and  is  essentially  the  same  as  proposed  by  Ladd, 
Schmid,  Beckfeld,  and  others.  The  mixture  must  issue  from 
orifice  a  with  a  velocity  tva>^\  this  will  prevent  "back- flash." 
If  the  distance  from  a  to  b  is  long  enough  to  allow  the  gas  to  spread 
and  reduce  velocity,  "blow-off"  will  not  occur  until  Vb>r,  and 
within  these  limits  the  flame-cap  should  remain  within  the  shield. 
A  trial  shows  that  when  (Dia\  is  but  slightly  larger  than  (Dia)a, 
the  feed  velocity  may  be  varied  in  about  the  proportions  noted, 
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but  this  means  that  action  is  confined  within  very  narrow  working 
limits.  The  flame-cap  seems  to  lose  its  flat,  volumeless  character 
for  some  reason  not  at  first  clear.  When  (Dia)b  is  much  larger, 
say  four  or  five  times  (Dia}a,  a  slow  increase  of  feed  velocity 
above  r  reveals  the  advancing  flame-cap  just  as  if  the  shield 
were  not  there.  Later  a  slight  spreading  is  noted,  and  then  the 


FIG.  210. 

flame  actually  begins  to  show  volume,  as  if  there  were  no  longer 
an  explosive  mixture  present;  this  heats  up  the  shield.  A  little 
consideration  will  show  this  to  be  due  to  the  diffusion  of  the 
advancing  and  slightly  spreading  column  with  the  products  of 
combustion  within  the  shield,  and  the  high  temperature  of  the 
shield  helps  to  maintain  a  combustion  of  what  is  now  a  diluted 
explosive  mixture  beyond  a  point  where  that  combustion  would 
be  possible  if  cold.  An  increase  of  velocity  will  cause  extinction 
by  "blow-off." 

Here  the  results  are  somewhat  better  than  in  the  last  case 
without  the  shield.  The  principles  operating,  with  the  results, 
are:  back- flash  prevented  by  sufficiently  great  initial  velocity 
at  a;  a  spreading  to  reduce  velocity,  but  very  slight  and  insuffi- 
cient, as  proved  by  .the  narrow  working  limits;  diffusion  is  not 
prevented;  gas  is  partly  heated  before  burning  by  the  shield, 
which  helps  to  continue  combustion.  If  the  advancing  column 
did  increase  in  cross-section  and  decrease  in  velocity  while  ad- 
vancing, successive  possible  positions  of  the  flame-cap  would 
be  as  shown  at  i,  2,  3,  4,  etc.,  of  Fig.  210. 

It  is  obvious  that  at  any  point  between  a  and  7,  such  as  4, 
the  cap  is  surrounded  by  products  of  combustion,  and  the  advanc- 
ing column  of  mixture  is  passing  through  an  atmosphere  chiefly 
composed  of  the  same,  resulting  in  disastrous  diffusion.  This 
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at  once  suggests  giving  the  shielding  envelope  the  form  of  a  cone, 
supposing  the  orifice  circular,  so  that  the  flame-cap  at  any  in- 
stant may  entirely  fill  up  the  space  between  the  walls. 

Apparatus  with  this  end  in  view  was  tried  and  gave  some 
interesting  results.  Fig.  211  shows  a  cone  of  45  degrees  angle, 
with  a  J-inch  orifice  such  as  was  used.  The 
velocity  of  feed  was  so  adjusted  as  to  cause 
the  flame-cap  to  advance  slowly  from  a, 
with  the  expectation  stated  above.  The 
flame-caps  at  successive  positions  took  the 
forms  shown  at  the  lines  i,  2,  3,  4,  5,  6,  etc., 
and  finally  "blow-off"  occurred.  Since  the 
only  place  where  the  combustion  surface  can 
remain  at  rest  is  on  a  surface  where  v  =  r, 
and  since,  secondly,  r  is  here  constant,  the  curves  indicating  the 
intersection  of  the  combustion  surfaces  by  meridian  planes  give 
us  graphical  values  of  the  velocity  of  the  advancing  column  of 
mixture.  It  is  seen  that  the  expected  spreading  did  not  take 
place,  and  that  at  any  circular  cross-section  of  the  cone  the 
velocity  was  greatest  at  the  centre,  decreasing  toward  the  edges. 

The  curves  i,  2,  3,  etc.,  are  really  cross-sections  of  successive 
constant-velocity  surfaces  in  the  advancing  column,  and  the 
surface  of  combustion  will  lie  on  that  surface  of  constant-trans- 
mission velocity  where  v  =  r. 

A  constant-velocity  surface  may  be  defined  as  a  surface  at 
every  point  of  which  the  moving  particles  of  gas  have  equal  in- 
stantaneous velocities.  If  these  successive  surfaces  had  remained 
flat  or  nearly  so,  the  proper  sort  of  spreading  of  current  and 
uniform  decrease  of  velocity  would  be  indicated.  This  gives 
an  accurate  definition  of  how  the  velocity  is  to  be  reduced  after 
passing  the  point  where  v>r.  The  velocity  of  the  advancing 
mixture  must  be  reduced  without  diffusion,  so  as  to  keep  the 
surfaces  of  constant  velocity  of  such  form  that  adjacent  points 
on  any  one  will  be  at  approximately  the  same  distance  from  the 
point  where  spreading  begins.  Reducing  the  angle  of  the  cone, 


ENGINES  WITH  HEATING  AT  CONSTANT  PRESSURE.       427 


while  helping  matters  considerably,  reduces  the  range  of  feed 
velocities  within  impracticable  limits. 

Many  ways  of  bringing  about  the  above  were  tried,  but  only 
one  seemed  pre-eminently  good  both  by  reason  of  its  simplicity 
and  effectiveness,  for  it  fulfils  almost  perfectly  the  requirements 
proposed  for  the  desired  method;  this  is,  to  fill  the  cone  with 
fragments  of  refractory  material,  sucn  as  pottery,  broken  crucibles, 
bits  of  magnesite,  or  any  other  rock  which  will  stand  the  high  tem- 
perature without  fusing.  In  cones  of  60  degrees,  and  with  a 
J-inch  orifice,  pieces  about  f -inch  diameter  seem  to  answer  well 

These  separate  pieces  of  solid  matter  interpose  many  reflect- 
ing surfaces  without  materially  hindering  the  advance  of  the 
mixture,  and  cause  it  to  spread  in  the  way  desired,  keeping  the 
surface  of  combustion  spherical  and  preventing  diffusion.  A 
variation  of  velocity  causes  the  spherical  surface  of  combustion 
to  vary  only  in  diameter,  and  the  limits  of  feed  are  determined 
only  by  the  size  of  the  cone. 

A  cone  of  given  altitude  will  give  the  greatest  range  of  varia- 
tion of  diameter  of  cross-section  when  its  angle  is  180  degrees. 
This  is  a  plane  surface  which,  with  the  orifice  and  broken  rock, 
should  appear  as  in  Fig.  212.  Here  the  surface  of  combustion 


FIG.  212. 


is  approximately  a  hemisphere.    Trial  shows  that  this  arrange- 
ment works  perfectly,  and  the  limits  of  feed  are  determined  only 
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by  the  size  of  the  pile  of  rock  surrounding  the  opening.  A  cone 
of  360  degrees,  or  no  cone  at  all,  suggests  the  surrounding  of 
the  nozzle  by  broken  rock  without  any  enclosing  walls  (Fig.  213). 
This  arrangement  also  works  remarkably  well. 


FIG.  213. 

The  surface  of  combustion  is  here  approximately  a  sphere, 
giving  the  greatest  possible  increase  in  area  of  |he  surface  of 
combustion  for  the  distance  travelled  from  the  nozzle. 

If  d  denote  the  distance  from  the  point  where  spreading 
begins  to  the  surface  of  combustion,  and  S  the  area  of  the  sur- 
face, we  have: 

For  a  cone,  S  =  nd?  tan2  a. 

For  no  walls  (Fig.  213),  S'  =  4xd2. 

Not  only  is  the  greatest  possible  range  of  action  by  velocity 
reduction  thus  obtained,  enabling  the  greatest  possible  amount 
of  mixture  to  be  burned  in  a  given  volume,  but  this  amount  is 
further  augmented  by  reason  of  the  increase  of  the  rate  of 
propagation  caused  by  the  passage  of  the  mixture  between  the 
hot  fragments.  Hence  both  principles  operate  simultaneously 
toward  the  desired  end. 

Hence  a  method  of  continuously  burning  explosive  mixtures 
of  all  sorts,  whether  in  the  chemical  proportion  or  not,  as  classified 
in  Classes  IV  and  V  of  paragraph,  10  seems  to  have  been  found 
which  fulfils  all  the  conditions  set  down  as  necessary,  and  which 
may  be  stated  as  follows : 
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I.  Cause  the  mixture  to  pass  a  point  where  its  velocity  of 
transmission  shall  always  be  greater  than  the  rate  of  propaga- 
tion of  inflammation  through  the  mixture.     This  may  be  done 
by  a  valve  in  the  feed-pipe. 

II.  So  spread  the  current  of  mixture  after  it  passes  this  point 
of   high  velocity  that  surfaces  of  constant-transmission  velocity 
shall  be  of  such  form  as  to  keep  adjacent  points  on  any  one  at 
approximately  the  same  distance  from  the  point  where  spread- 
ing begins.     The  whole  spreading  must  take  place  so  that  the 
advancing  unburned  mixture  cannot  diffuse  with  any  other  gas. 
This  can  be  accomplished  by  surrounding  the  orifice  with  solid 
fragments,     introducing     numerous     reflecting     surfaces     which 
accomplish   the   spreading;     also,   by   the   passage   through   the 
interstices  between  this  solid  matter,  the  mixture  is  heated  and 
the  rate  of  propagation  increased,  making  possible  the  burning 
of  more  mixture  in  unit  volume. 

When  a  chemical  proportion  is  maintained  in  the  mixture, 
all  the  combustion  takes  place  on  the  combustion  surface,  giving 
absolutely  neutral  products  of  combustion;  but  when  an  excess 
of  gas  is  present  within  certain  limits,  all  gas  which  can  find  oxygen 
burns  explosively  between  the  solids,  while  the  excess  acts  merely 
as  a  neutral  diluent  to  be  burned  when  it  meets  an  Qxygen  atmos- 
phere later  on.  By  properly  placing  the  oxygen  atmosphere 
to  burn  the  excess  gas,  the  hot  products  can  be  made  either  re- 
ducing or  oxidizing — reducing  after  leaving  the  explosive-com- 
bustion surface  and  before  meeting  the  excess  of  oxygen  in  the 
atmosphere,  oxidizing  after  that  meeting. 

It  might  be  here  noted  that  the  principle  well  known  in  explo- 
sive combustion  at  constant  volume,  and  constantly  operating 
in  the  gas-engine,  that  "to  a  chemical  mixture  of  air  and  gas 
there  may  be  added  large  quantities  of  gas  without  altering  the 
explosive  properties  of  the  mixture,"  is,  by  these  experiments, 
extended.  It  appears  that  in  explosive  combustion  at  constant 
pressure,  or  "continuous  combustion  of  explosive  mixtures," 
the  same  principle  applies,  and,  though  no  real  proportion  measure- 
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ments  have  yet  been  made,  it  seems  to  a  wider  degree.  That  is 
to  say,  mixtures  of  air  and  gas,  with  gas  in  excess  of  the  amount 
the  air  present  can  support,  will  burn  explosively.  The  excess 
gas  present  acts  merely  as  a  neutral  diluent,  such  as  the  nitrogen 
of  the  air.  It  is  a  fact,  also,  that  as  the  solid  fragments  heat  up, 
the  excess  may  be  greater  than  when  they  are  cold. 

212.  Engines  which  have  Operated  with  Constant-pressure 
Heating. — To  carry  out  this  principle  in  the  past,  the  engine 
of  Stephen  Wilcox  in  1865  was  designed.  The  central  burner 
between  the  working  cylinders  receives  gas  centrally  from  the 
feed-pump  G,  and  air  is  delivered  from  the  pump  H  around 
the  gauze  surrounding  the  gas-jet  (Fig.  214).  The  heating  of  the 
air  used  for  combustion,  and  some  additional  air  entering  through 
the  valve  M,  causes  the  expansion  which  produces  the  working 
stroke. 


When  ine  jet  of  fuel  is  projected  into  the  mass  of  air  to  be 
heated  when  the  latter  is  in  the  cylinder,  the  engine  resembles 
the  Diesel  (1892)  or  the  Gibbs  (1897)  in  form.  In  the  Diesel 
the  air  is  heated  to  the  ignition-point  of  the  fuel  by  the  compression 
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of  the  previous  stroke;  in  the  Gibbs  the  air  is  not  heated,  but 
the  gas  is  admitted  after  the  compressed  air  has  expanded  after 
cut-off  to  reach  the  lower  pressure  in  the  gas- reservoir.  The 
gas  then  flows  in  and  is  ignited  electrically  (Fig.  215). 


FIG.  215. 

Explosive  mixtures  burning  without  any  atmosphere  of  air 
around  them  are  the  feature  of  the  Bray  ton,  the  Reeve,  and  the 
Schmid  and  Beckfeld.  The  Schmid  and  Beckfeld  design  in 
Fig.  216  shows  a  supply  of  gas  entering  through  the  pipe  E  and 


FIG.  216. 

air  through  G,  and  mixing  in  the  nozzle  F.  The  ignition  takes 
place  in  the  long  fusiform  chamber  in  which  a  perforated  brick 
tuyere  helps  to  raise  the  temperature  and  act  as  a  re-igniter.  An 
igniting- plug  of  coke  or  carbon  is  pre-heated  and  inserted  by 
the  handle  T  to  start  combustion. 
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In  the  burner  principle  of  Sidney  A.  Reeve  of  1897  both  air 
and  fuel  were  supplied  by  separate  pumps,  and  the  proportions 


FIG.  217. 

maintained  by  maintaining  equal  pressures  in  two  receivers 
which  these  pumps  supplied.  A  loaded  check-valve  maintained 
a  pressure  in  the  receivers  higher  than  that  in  the  combustion- 
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chamber.  In  the  enlarged  detail  (Fig.  217)  the  pressure  is 
equalized  by  a  diaphragm  4  with  springs  adjusted  on  its  back. 
The  diaphragm  actuates  a  plunger  6  in  a  perforated  sleeve. 
Gas  enters  through  the  central  tube  lo^and  air  through  10  around 
the  central  gas-current.  The  ignition  takes  place  at  b.  The 
water-seal  is  kept  automatically  at  a  desired  level  by  a  float  in 


FIG.  218. 

an  auxiliary  chamber,  and  by  its  presence  the  hot  gases  are  kept 
at  a  constant  pressure  corresponding  to  that  of  saturated  steam 
at  that  temperature,  and  with  a  constant  difference  of  pressure  at 
the  discharge  point  from  that  at  the  supply  point. 

213.  The  Brayton  Engine. — This  engine  (Fig.  218)  had  the 
air  compressed  in  the  pump  Bt  whose  volume  was  one-half  that 
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of  the  power  cylinder  A.    The  two  constant-pressure  tanks  at 
the  base  of  the  frame  delivered  the  air  through  the  pipe  O  in 


Fig    219,  which  is  the  burner  for  the  oil-engine,  and  passed  it 
through  the  absorbent  material  or  wick  b  to  which  the  oil  was 
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fed  by  a  pump.  The  air  and  fuel  combine  here  so  that  the  air 
becomes  carburated  (par.  107)  and  passes  through  a  wire-gauze 
grating  p  into  the  cylinder  d,  where  it  burns  on  meeting  the  flame 
on  the  bottom  of  the  gauze.  The  air  is  never  completely  shut  of! 
by  the  admission-valve  on  its  nominal  closure,  but  enough  always 
flows  through  /  to  keep  a  small  flame  alight.  This  flame  increases 
in  volume  for  the  power  stroke.  Combinations  of  steam  and 
products-of-combustion  engines  belong  in  this  class.  In  Fig.  220 
is  shown  a  steam-boiler  with  a  feed-water  heater  utilizing  waste 
heat  in  the  escaping  gases.  The  air  and  gas  burn  first  in  an 
open  fire-box  to  start  the  engine  with  steam,  and  later,  when  the 
engine  itself  can  compress  the  air  and  gas  mixture,  the  fire-box 
and  chimney  are  closed,  and  the  engine  wTorks  on  a  circuit  of 
gas  and  steam  which  escape  together  from  the  exhaust-pipe  after 
going  through  the  coil. 

214.  Apparatus  for  Observing  Increase  in  .Volume  with 
Constant-pressure  Heating. — The  inconvenient  limits  of  size  for 
an  apparatus  in  which  the  maximum  heating  effect  could  be  ob- 


FlG. 221. 

served  as  producing  a  maximum  increase  of  volume  at  constant 
pressure  resulted  in  the  design  of  the  apparatus  by  Dr.  C.  E. 
Lucke  which  is  shown  in  Fig.  221.  It  depends  for  its  action 
on  the  principles  of  gas  flow  through  an  orifice.  The  rate  of 
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flow  of  a  gas  though  an  orifice  is  proportional  to  the  form  of 
orifice  and  to  the  pressure  drop  through  the  orifice.  Now  if  the 
gas  be  caused  to  pass  through  a  hole  in  a  plate  before  combus- 
tion, and  later,  after  combustion,  pass  through  a  similar  hole  in 
a  similar  plate,  the  constant  due  to  the  form  of  orifice  would 
be  eliminated  in  comparing  velocities  through  the  two  holes. 
Secondly,  when  the  fall  in  pressure  through  each  hole  is  the  same 
the  velocity  of  flow  through  each  plate  will  be  equal,  and  the 
volume  passing  will  be  proportional  to  the  area  of  the  orifice 
only  if  the  pressures  used  ba  small  enough  to  make  correction 
for  compression  vanishingly  small.  Gas  and  air  are  mixed  in 
any  proportion  desired  at  the  compressor  intake  and  delivered, 
mixed,  to  the  chamber  AB,  from  which  the  mixture  will  pass  to 
the  upper  chamber  C  through  a  hole  in  the  plate  secured  between 
the  flanges.  In  chamber  C  there  is  placed  a  cone  of  brick  to 
keep  the  lower  plate  cool,  and  in  the  cone  is  placed  broken  rock 
to  permit  of  the  combustion  of  the  explosive  mixture.  The  top 
plate  between  the  flange  D  is  provided  with  asbestos  sheets  to 
keep  the  hot  gases  from  chilling  just  before  issuing. 

Both  the  brick  cone  for  the  lower  and  the  asbestos  sheet 
protection  for  the  upper  plates  can  be  removed  for  the  taking  of 
observations,  and  a  one-inch  lining  of  fire-clay  can  be  supplied 
to  prevent  radiation.  Mercury  manometers  to  both  chambers 
indicate  the  interior  pressures,  and  hence  the  drop  in  pressure 
through  each  plate. 

215.  The  Future  of  the  Engine  which  uses  Constant-pressure 
Heating  of  the  Working  Medium.  The  Gas-turbine. — The 
author  believes  that  in  the  future  there  will  be  increasing  atten- 
tion given  to  the  engine  which  operates  under  the  constant-pressure 
heating  cycle.  The  motor  may  be  either  a  reciprocating  or  a 
continuous  rotary  one,  of  the  turbine  order.  If  a  reciprocating 
engine,  it  will  be  a  compromise  between  the  original  Brayton 
and  the  present  Diesel  types,  avoiding  the  inconveniently  high 
compression  of  the  latter,  and  improving  on  the  mechanical 
design  of  the  former.  Among  the  advantages  accruing  from  the 
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use  of  this  cycle  other  than  the  theoretical  ones  already  referred 
to  in  the  foregoing  may  be  listed : 

(1)  The  avoidance  of  the  sudden  changes  of  pressure  in  the 
cylinder.     The    suddenness    of  these    changes    in   the  constant- 
volume  cycle  is  the  cause  of  the  difficulty  in  obtaining  a  uniform 
turning  effort  in  these  motors. 

(2)  The  work  diagram  becomes  more  flexible,  and  the  control 
of  the  effort  more  perfect  in  its  adjustment  to  the  resistance.     The 
turning  effort  on  the  crank  is  more  nearly  uniform  throughout 
the  cycle. 

(3)  The  motor  becomes  more  easily  reversible,  and  approaches 
the  flexibility  of  the  steam-engine. 

(4)  Low-grade  liquid  fuels  are  easily  used. 

(5)  High  compression  and  its  good  economy  are  easily  secured 
without  danger  of  pre-ignitions. 

With  respect  to  the  development  of  this  cycle  for  application 
in  engines  of  the  turbine  class,  which  are  particularly  adapted 
to  work  under  just  these  conditions,  it  must  be  said  as  yet  that 
the  uncertainties  concerning  the  transformation  of  heat  energy 
into  kinetic  energy  in  a  free  expansion,  and  the  problems  as  to 
suitable  structural  materials  at  high  temperatures,  make  it  pre- 
mature at  present  to  pursue  this  attractive  path  beyond  this 
point.  Success  will  be  likely  to  follow  only  from  considerable 
further  expenditure  of  time  in  research  and  capital  in  experi- 
ment. The  gas- turbine  would  be  specially  valuable  if  it  could  be 
made  to  operate  under  pressures  not  greatly  above  atmosphere, 
while  utilizing  high  initial  temperatures  and  large  increases  of 
volume. 


CHAPTER  XIX. 

TESTS  ON  EXPLOSIVE  MIXTURES. 

220.  Introductory. — The  theoretical  computations  made  in 
connection  with  paragraph  20  have  indicated  the  accepted  method 
of  arriving  at  the  rise  in  temperature  which  follows  from  an 
ignition  of  a  fuel  which  contains  the  necessary  amount  of  oxygen 
to  produce  so  rapid  a  combustion  as  to  be  designated  as  an  ex- 
plosion, which  again  is  the  result  of  the  practically  instantaneous 
propagation  of  a  flame  introduced  into  the  mixture  at  one  point. 
The  condition  of  such  ignition  is  that  present  in  every  explosive 
gas-engine  where  the  mixture  of  gas  and  air  is  ignited  in  the  con- 
stant volume  of  the  combustion-chamber,  which  is  filled  by  the 
explosive  mixture  at  the  pressure  resulting  from  the  previous 
compression  and  which  is  ignited  by  the  electric  spark  or  what- 
ever igniting  device  is  used.  It  becomes  a  matter  of  considerable 
interest  to  compare  the  theoretical  pressures  and  temperatures 
with  those  which  are  actually  realized  in  real  engines  or  under 
the  conditions  which  prevail  with  respect  to  the  presence  of  vary- 
ing volumes  of  fuel  and  air,  or  varying  volumes  of  neutral  or 
incombustible  gases  in  the  explosive  mixture  itself. 

A  diagram  may  be  drawn  presenting  graphically  the  tem- 
perature value  as  computed  theoretically  from  the  formula 


(par.  55)  for  a  gas  in  which  Q  is  649  B.T.U.  per  cubic  foot, 
whose  weight  is  0.03348  pound  per  cubic  foot,  while  x  is  the 
weight  of  a  cubic  foot  of  air,  or  0.08073.  It  would  give  the  curve 
below  (Fig.  222). 
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It  will  be  apparent  that  the  better  the  explosion  process  in  any 
engine,  the  smaller  the  cylinder  volume  which  will  be  required 
to  overcome  a  given  mechanical  resistance.  Hence  an  explosive 
mixture  will  be  called  the  best  which  produces  the  greatest  initial 
pressure  for  a  unit  volume;  and  secondly,  that  which  maintains 
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FIG.  222. 

the  highest  pressure  for  the  longest  time  when  exposed  to  the 
cooling  action  of  the  cylinder  walls  and  jackets.  It  is  a  matter 
of  common  observation  in  gas-engines  that  if  the  piston  be  blocked 
so  that  it  cannot  move,  and  the  compressed  charge  behind  it 
be  ignited,  the  pressure  due  to  the  ignition  will  fall  very  rapidly 
by  reason  of  the  absorption  of  heat  from  the  conducting  walls. 
It  becomes  significant,  therefore,  to  investigate  the  behavior  of 
such  explosive  mixtures. 
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221.  Clerk's  Explosion  Experiments. — The  standard  English 
experiments  upon  this  question  are  those  of  Mr.  Dugald  Clerk. 
His  apparatus  is  presented  in  Fig.  225,  and  consisted  of  a  closed 


FIG.  225. 

cylindrical  vessel  seven  inches  in  diameter  and  eight  and  one- 
quarter  inches  on  the  inside  and  holding,  therefore,  317  cubic 
inches.  Upon  one  cover  was  attached  a  steam-engine  indicator 
whose  drum  was  made  to  revolve  by  a  weight  through  multi- 
plying gearing  with  a  fan  governor  to  maintain  a  uniform  speed. 
The  cylinder  was  filled  with  the  mixture  to  be  tested,  the  revolving 
drum  set  in  motion  with  the  pencil-point  bearing  against  it,  and 
an  electric  spark  was  passed  between  terminals  at  the  bottom  of 
the  vessel.  The  rate  of  the  revolution  of  the  indicator- drum  being 
known,  the  interval  of  time  elapsing  between  any  two  points  of  the 
explosion  curve  or  the  cooling  curve  are  at  once  given,  and  the 
position  of  the  highest  pressure  gives  both  the  value  of  that  maxi- 
mum and  the  time  taken  to  reach  it.  The  diagrams  from  such 
an  apparatus  appear  as  in  Fig.  226,  when  mixtures  of  ordinary 
illuminating-gas  and  air  were  tested.  The  following  table  gives 
the  results  of  this  investigation.  It  is  unfortunate  for  the  value 
of  these  results  for  subsequent  comparison  with  other  tests,  that 
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their  author  did  not  give  in  some  fulness  the  composition  of  the 
gas  which  he  used.  The  presence  of  more  or  less  percentages 
•of  neutrals  or  diluents  in  their  analysis  makes  the  mixtures  behave 
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FIG.  226. 


quite  differently  at  different  times.  Mr.  Clerk  simply  calls  the 
gas  Glasgow  and  Oldham  gas,  and  published  analyses  taken  at 
some  other  time  cannot  always  be  connected  safely  to  these  data. 
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With  a  mixture  of  hydrogen  and  air  instead  of  gas  and  air 
at  55°  F.  the  following  results  showed  that  it  was  inferior  to  coal- 
gas,  as  follows: 


x 

2 

3 

4 

Proportions. 

Maximum 
Observed 
Pressure, 
Pounds  per 
Square  Inch. 

Time  to  Reach 
Maximum  Pressure, 
Seconds. 

Hydrogen. 

Air. 

I 
I 
2 

6 

4 

5 

41 
68 

80 

0.15 
0.026 
O.OI 

This  investigation  as  presented  in  the  curves  seems  to  indicate 
that  the  best  results  with  respect  to  pressure  are  given  with  one 
volume  of  gas  to  five  volumes  of  air,  and  that  as  the  dilution  with 
air  increases,  the  area  of  work  under  the  curve  would  diminish. 
The  rapidity  of  the  ignition  in  these  proportions  makes  an  in- 
convenient shock  in  the  cylinder.  If,  now,  the  pressures  in  the 
third  column  resulting  from  explosion  are  reduced  in  common 
ratio  so  as  to  give  the  volume  which  they  occupy  with  equal 
pressures  from  a  uniform  volume  of  gas  ignited,  such  as  one  cubic 
incji,  the  fifth  column  of  the  table  results. 

If  now  from  the  diagram  of  pressures  the  pressure  existing 
after  one-fifth  of  a  second  be  scaled  off,  a  measure  is  found  for 
the  cooling  effect  «of  the  walls  in  an  engine  making  300  revolutions 
per  minute.  This  pressure  tabulated  in  the  6th  column  can  be 
used  to  compute  the  yth  column,  which  should  give  the  highest 
arithmetical  mean  of  the  explosion  effect  and  cooling  effect  with 
five  strokes  to  the  second.  This  column  indicates  that  the  best 
results  with  respect  to  mean  pressure  are  given  when  the  ratio 
of  gas  to  air  is  between  one-twelfth  and  one- fourteenth.  Both 
with  less  gas  and  with  more  the  mean  pressure  falls  off.  Clerk's 
experiments  with  hydrogen,  reported  in  the  second  table,  showed 
that  it  was  not  equal  to  the  ordinary  illuminating-gas  volume 
for  volume.  Two  volumes  of  hydrogen  to  five  volumes  of  air 
gave  a  pressure  of  80  pounds  in  one  one-hundredth  of  a  second, 
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while  with  illuminating-gas  the  same  pressure  resulted  from  a 
mixture  of  one  of  gas  to  ten  of  air,  with  a  combustion  which  was 
not  so  inconveniently  rapid  as  to  cause  undue  shock,  jar,  or 
vibration  in  the  motor. 

222.  Lucke's  Explosion  Experiments. — The  apparatus  used 
by  Dr.  Charles  E.  Lucke  in  determining  the  pressures  caused 
by  explosion  or  by  combustion  at  constant  volume  is  shown  in 
Fig.  227.  To  a  tee  A  were  attached  two  nipples  B  closed  with 


Fro.  227. 

caps  C  above  and  below.  To  the  branch  of  the  tee  was  con- 
nected an  indicator,  and  the  igniting  arrangement  was  attached 
in  one  branch  of  a  three-way  cock  on  the  upper  cap.  The  appara- 
tus was  first  filled  with  water  through  the  connection  controlled 
by  the  valve  F  at  the  bottom  until  the  water  overflowed  through 


444  THE  GAS-ENGINE. 

the  valve  G,  with  the  three-way  cock  in  position  to  isolate  the 
spark-plug  but  fill  the  apparatus  completely  and  expel  the  air. 
When  completely  filled  the  water- valves  G  and  F  are  closed  and 
H  and  /  open.  The  mixture  to  be  tested  in  a  closed  tank  under 
pressure  flows  through  H  and  the  opened  three-way  cock,  and 
the  water  is  expelled.  When  the  three-way  cock  is  reversed  and 
the  outlet  J  closed  the  mixture  in  the  explosion  vessel  is  at  atmos- 
pheric pressure  and  ca*n  be  fired  by  the  spark-points,  while  the 
pressure  on  the  indicator  draws  a  diagram  giving  pressure  and 
time  values  as  in  the  Clerk  apparatus. 

While  this  investigation  covered  research  into  the  heat  de- 
veloped by  combustion  at  constant  pressure,  yet  for  the  present 
purpose  attention  is  mainly  directed  to  the  effect  on  the  pressures 
at  constant- volume  combustion,  as  these  are  affected  by  varying 
constitution  of  the  mixture  from  the  presence  of  neutral  gases, 
which  are  inert  so  far  as  producing  temperature  and  pressure 
are  concerned.  If  the  gas  be  assumed,  for  example,  to  have  a 
standard  composition,  such  as: 

C02 3.8 

C2H4 14.6 

CO 28.0 

H 35-6 

CH4 16.7 

N 1.3 


Total  ..............................  100.0 

of  this  there  will  be 

NEUTRAL. 

C02  .....................................     3.8 

N  .......................................     1.3 


Total 


Such  a  gas,  moreover,  will  yield  691.59  B.T.U.  per  cubic  foot 
products  condensed,  and  in  its  combustion  will  call  for  5.21  parts 
of  air  per  one  part  of  gas. 
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A  chemical  mixture  then  would  have  these  characteristics: 

Air 5.21  volumes 

Gas..  .1.00 


Total  ......................  6.21 


of  which 


NPH  ral 
Neutral 


iNeutral  in 
j  Nitrogen  in 


_  I2O 


Total  neutral . .  4.17 
in  6.21  parts,  or  67  per  cent  neutral. 

Various  mixtures  of  this  gas  and  air  will  give 


Gas  

i 

i 

i 

I 

i 

I 
5-5 
.29 
5.21 

I  .000 
4.  I2O 
.051 
4.461 

.686 

i 
6.0 
•  79 
5-21 

i  .000 
4.  1  20 
.051 
4.961 
.704 

i 
6-5 
1.29 

5-21 

I  .000 
4.  120 
.051 
5.461 
.729 

I 
7.0 

1.79 

5-21 

I  .000 
4.  120 
.051 
5.961 
.746 

Air.  

Inactive  gas,  i.e.,  excess  

.427 
.573 
2.372 
.029 
2.828 
.701 

.328 
.672 
2.768 
.034 
3-130 
.696 

.232 
.768 
3.163 
.039 
3-434 
.687 

.135 
.865 
3-559 
.044 
3-735 
.680 

.050 
-950 
3-954 
.048 
4.052 
-675 

Active  gas             .  . 

Neutral  in  active  air  

Neutral  in  active  gas           

Total  inactive  or  excess  

Per  cent  inactive  or  excess.  . 

It  should  be  noted  how  very  slightly  the  increase  in  percentage 
of  dilution  increases  with  the  excesses  of  air  and  gas;  though  the 
proportions  may  vary  over  100  per  cent,  the  dilution  varies  through 
but  little  more  than  5  per  cent.  There  can  be  little  doubt  that 
the  limits  of  combustibility  are  intimately  associated  with  the 
per  cent  of  neutral  or  inactive  gases  present. 

On  examination  of  the  calorific  values  of  some  of  these  mix- 
tures, i.e.,  the  amount  of  heat  which  one  cubic  foot  of  gas  can 
deliver  when  burned  explosively  in  mixtures  within  the  limits  of 
explosive  combustion,  it  will  appear  that  the  heat  developed  by 
a  cubic  foot  of  the  gas  in  question  is  691.59  B.T.U.  when  com- 
pletely burned,  i.e.,  in  a  chemical  mixture,  or  in  a  mixture  in 
which  air  is  in  excess,  within  of  course  the  limits  of  combusti- 
bility. Hence, 


Gas.  . 

i 
3-o 

•  573 
396.3 

i 
3-5 

.672 
464.8 

I 
4.0 

.768 
531.2 

r 
4-5 

.865 
598.2 

i 
5-0 

.950 
657.0 

I 
5-5 

I  .  OOO 

691.6 

r 
6.0 

I  .  OOO 

691.6 

6.5 

I  .  OOO 

691  .6 

i 
7-0 

I  .  OOO 

691.6 

Air 

Gas  burnt,  i.e.,  gas  that  could  find 
air  enough  to  burn  it  
B.T.U.  available  
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These  results  are  shown  graphically  on  the  curve  A  of  Fig. 
228.     The  results  are  as  follows,  reduced  to  cubic  feet  of  gas: 

B.T.U.  PER  CUBIC  FOOT  OF  GAS  WHEN  MIXED  WITH  Am. 

Gas.  Air.  B.T.U.  per  cu.  ft.  Gas. 

I  3.0  275.1 

I  3-5  347-82 

I  4-0  401-57 

I  4-5  471-00 

i  5-°  541-7° 

*  5-5  616.59 

i  6.0  600.78 

i  6.5  ? 

Each  mixture  of  air  to  gas  within  the  range  of  combustibility 
was  fired,  and  then  to  each  was  added  in  turn  successively  in- 


700 


D 

III 

X  500 

I 

CO 


\ 


100 


PARTS  AIR  PER  ONE  TART  GAS, 
FlG.  228. 


creasing  amounts  of  neutral    gases  obtained  by  burning  com- 
pletely an  explosive  mixture. 

It  appeared  that  the  resulting  pressures  were  intimately  con- 
nected with  the  percentage  of  dilution  of  neutral  or  excess  gases, 
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and  as  the  gas  used  has  already  exhibited  some  agreement  with 
what  is  possible  with  the  typical  water-gas  chosen  in  comparison, 
it  will*  be  well  to  work  out  a  table  of  percentage  of  dilution  of  differ- 
ent mixtures,  and  these  figures  will  be  placed  on  the  curves  of 
Figs.  229-234.  The  agreement  and  evident  existence  of  a  law 
is  apparent. 


WATER-GAS  or  OBSERVED  COMPOSITION. 


Mixture,  •<     *r>  3  >  diluted. 
Gas,  i  \ 
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Gas. 
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Neutral. 
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5 

o 

4-05 

4-05 
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5 

i 

" 

5-05 

72.1 

5 

2 

6.05 

75-7 

5 

3 

7-05 

78.4 

5 

4 
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3o.5 
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,-!^11"'  6 
(Gas,  i 


diluted. 


Gas. 
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The  curves  of  Figs.  229-233  show  the  pressures  given  by  the 
indicator  for  each  mixture  and  are  the  mean  values  from  a  large 
number  of  lines  drawn  by  the  indicator.  These  curves  are  com- 
bined in  Fig.  234,  which  is,  therefore,  a  curve  of  pressures  for  all 
mixtures  diluted  or  not  within  the  range  of  explosive  combusti- 
bility. The  numbers  on  the  curves  show  the  percentage  of 
dilution  of  the  typical  water-gas.  The  results  are  most  remark- 
able and  can  be  accounted  for  only  by  assuming  that  the  presence 
of  a  large  amount  of  dilution  hinders  combustion.  The  limits 
at  which  combustion  ceases  to  be  possible  on  too  great  a  dilution 
are  here  indicated,  whether  that  dilution  be  due  to  excess  gas, 
excess  air,  or  neutral  gases.  It  will  also  be  observed  that  the 
character  of  the  diluent  has  an  appreciable  effect,  but  that  when 
the  dilution  is  least  the  pressure  is  greatest,  about  60  pounds 
above  atmosphere  or  a  ratio  of  5 ;  and  the  presence  of  a  constant 
per  cent  of  neutral  will  make  combustion  impossible  no  matter 
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what  the  mixture  of  air  and  gas.  The  greatest  neutral  dilution 
gives  the  least  pressure — about  15  pounds  above  atmosphere, 
or  a  ratio  of  about  2.  These  results  give  a  reason  for  the  de- 
creased pressure  in  exploding  gas-engines  in  which  the  mixture 
is  always  diluted  by  burnt  products  to  an  extent  of  20-40  per  cent 
of  the  volume  of  neutral  addition  to  the  gas  mixture,  which  may 
already  have  neutral  gas  present  to  the  extent  of  65-70  per  cent. 

Neutral  additions  to  the  gases  sent  to  the  calorimeter  and  to 
the  other  apparatus  showed,  besides  a  corresponding  and  proper 
heat  value  for  the  resulting  mixture,  a  decreased  rate  of  propaga- 
tion accompanied  by  a  difficulty  in  ignition  and  constant  ten- 
dency to  incomplete  combustion,  i.e.,  tendency  to  cease  burning 
after  inflammation  had  been  started  and  before  the  mass  had 
been  entirely  burnt. 

223.  The  Massachusetts  Institute  of  Technology  Experiments 
on  Explosive  Mixtures. — In  1898  an  experimental  apparatus 
was  fitted  up  in  the  laboratories  of  the  above  Institute  in  Boston, 
and  results  from  it  have  been  published  from  time  to  time.  The 
apparatus  is  a  cast-iron  cylinder  with  a  flanged  top  to  which  is 
bolted  the  cover.  The  mixture  is  introduced  and  proportioned 
by  the  plan  of  exhausting  the  test-chamber  by  a  pump  to  remove 
all  previous  charge,  and  is  then  scavenged  by  admitting  fresh 
clean  air.  It  is  then  exhausted  again  by  the  pump  until  a  desired 
pressure  lower  than  atmosphere  is  reached,  so  computed  that 
when  gas  at  atmospheric  pressure  is  introduced  the  rise  of  pressure 
in  the  chamber  to  atmospheric  pressure  shall  draw  in  just  the 
desired  volume  of  gas.  Pressures  above  atmosphere  can  be 
used  if  desired  by  having  suitable  pumps  and  computed  vol- 
umes adjusted  to  the  higher  pressures.  This  method  of  pro- 
portioning is  not  believed  to  be  as  reliable  as  that  followed  in 
the  preceding  paragraph,  in  view  of  the  fact  that  the  volumes 
are  not  directly  measured. 

The  indicator  makes  its  record  upon  a  card  on  a  power- 
driven  disk,  upon  which  the  time  record  is  simultaneously  made 
by  the  vibrations  cf  a  tuning-fork,  kept  moving  by  an  electro- 
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magnet.  A  pointer  on  one  arm  of  the  fork  traces  the  time  line. 
The  mixtures  are  fired  electrically.  The  same  fifth- of -a- second 
limit  was  used  as  chosen  by  Clerk,  in  correspondence  with  an 
engine  running  at  300  r.p.m.  The  analysis  of  the  gas  was: 
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The  diagrams  developed  on  a  straight  base-line  give  the  results 
in  Fig.  235. 
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From  these  it  appears  that  while  the  15.4  percentage  of  gas 
gives  the  greatest  initial  pressure,  the  rate  of  cooling  is  also  greater, 
so  that,  as  in  the  other  experiments,  a  mixture  with  9  to  10  per  cent 
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FIG.  235. 


of  gas  gives  the  greatest  average  pressure  for  the  first  fifth  of  a 
second. 

Fig.  236  shows  the  effect  of  varying  the  composition  of  the 
mixture  both  as  to  the  time  taken  to  reach  the  maximum  pressure 
and  the  value  of  that  maximum. 

The  quickest  explosion,  as  elsewhere  noted,  gives  the  maxi- 
mum pressure.  The  two  following  tables  give  interesting  data 
from  the  same  source  concerning  mixtures  of  air  and  gasoline. 
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The  greatest  value  for  the  mean  pressure  during  the  explo- 
sion period  is  found  for  both  cases  in  the  neighborheod  of  25 
parts  in  1000,  or  2  J  per  cent  of  gas  in  one  hundred  of  the  mixture. 
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FIG.  236. 

224.  Grover's  Experiments  with   Acetylene. — A  third  group 
of  explosion  experiments  include  those  of  Mr.  Frederick  Grover  of 
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Leeds,  England,  between  1899  and  1901.  The  explosion-chamber 
was  a  piece  of  cast-iron  flanged  pipe.  An  indicator  outfit  gave 
the  pressures  due  to  the  ignition,  effected  by  electric  spark.  The 
timing  for  the  speed  of  the  diagram  under  the  indicator  pencil 
was  done  in  a  simple  and  elegant  manner,  by  mounting  a  stop- 
watch ticking  fractions  of  seconds  upon  a  gear  which  was  driven 
through  a  worm  on  the  axis  of  the  paper  drum.  By  revolving 
the  watch  under  the  second  hand  and  in  the  opposite  direction, 
it  is  plain  that  at  the  speed  of  the  second  hand  the  hand  would 
remain  stationary  in  space.  A  mirror  on  the  axis  of  the  hand 
would  show  by  steady  reflection  of  a  fixed  object  when  the  needle 
stood  still  in  space,  and  the  speed  of  the  paper  on  the  drum  was 
easily  computed  when  the  reduction  of  the  gear  driving  the  watch- 
case  was  known.  The  paper  would  always  be  moving  at  trie 
same  rate  for  all  experiments. 

The  tests  gave  results  both  of  pressures  on  ignition  and  with 
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various  degrees  of  previous  compression  and  the  time  results 
with  various  mixtures  of  acetylene  and  air.  Compressions  of  one, 
two,  and  three  atmospheres  were  tried,  and  Figs.  237,  238,  and 
239  show  the  pressures  with  acetylene  compared  with  the  same 
mixtures  of  ordinary  coal-gas  and  air.  In  Figs.  240,  241,  and  242 
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are  the  pressures  and  the  times  required  to  reach  them.     Acety- 
lene  gives  higher  pressures    than  coal-gas,  although  less  high 


9    10    11    12    13    14    15    16    17    18    19    20    21 


FIG.  238. 


13     13     He    15     16    ar     18     19     20      21     22     23     24     25      20     27 
Eatio  otAir  to  Gas  by  Vqlume 


FIG.  239. 
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in  proportion  as  the  compressions  increase.     Coal-gas  requires 
5.7  volumes  of  air  for  its  combustion,  while  acetylene  requires 
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i2.s  volumes.  Acetylene  fires  more  quickly,  as  the  times  ranged 
from  o.i  to  0.018  of  a  second  for  the  proportions  which  reached 
their  maximum  with  coal-gas  in  0.5  and  0.25  of  a  second  re- 
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FIG.  242. 

spectively.  The  weakest  proportion  of  acetylene  to  air  which 
would  ignite  is  i  to  18,  while  with  coal-gas  the  limit  is  i  to  15. 
An  analysis  of  the  products  of  combustion  when  the  previous 
compression  was  three  atmospheres  gave  the  following  table: 


Mixture. 

Constituent  in  Percentage. 
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o. 

N. 
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225.  Grover's  Experiments  on  Effect  of  Neutrals  in  Explosive 
Mixtures. — A  series  of  experiments  in  the  laboratories  of  the 
Yorkshire  College  at  Leeds,  England,  instigated  by  Mr.  Grover 
has  added  much  to  the  knowledge  concerning  the  effect  of  products 
of  combustion  in  the  explosive  charge.  The  apparatus  was 
essentially  the  same  as  in  the  previously  described  research. 
The  charge  consisted  of: 

1.  The  volume   of  neutral  products  of  combustion  from  a 
previous    ignition  which  was   desired  in  proportion  to  the  total 
volume. 

2.  Half  the  volume  of  pure  air  required  to  make  the  com- 
bustible mixture. 

3.  The   full   volume   of   coal-gas   to   make   the   combustible 
mixture. 

4.  The  rest  of  the  volume  of  pure  air  to  complete  the  new 
charge. 

Without  waiting  for  diffusion  the  charge  was  then  fired  at 
atmospheric  pressure. 

The  annexed  diagram  presents  the  results  of  this  research  in 
graphic  form  (Fig.  243).  The  experiments  themselves  and  the 
diagram  may  be  interpreted  as  suggesting: 

1.  The  presence  of  products  of  combustion  does  not  diminish 
the  actual  pressures  as  much  as  that  same  excess  of  air  would 
do,  filling  the  same  volume  of  the  clearance  in  the  cylinder.     This 
is  not  inconsistent  with  the  observed  fact  that  a  scavenging  action 
with  pure  air  has  diminished  gas  consumption,  since  the  effect 
of  that  scavenging  in  cooling  the  cylinder  is  to  increase  the  weight 
of  explosive  mixture  which  fills  a  given   volume  at  that  lower 
temperature,   both  by   removing  the  heating  effect   of  the  hot 
gases,  and  by  making  the  jacket  effect  prove  pronounced. 

2.  The  highest  pressures  are  obtained  when  the  volume  of 
air  in  the  charge  is  only  slightly  in  excess  of  that  required  for 
complete  combustion. 

3.  The  time  of  explosion  is  reduced  when  the  hot  products 
of  combustion  take  the  place  of  cool  fresh  air. 
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4.  The  mixture  will  ignite  in  all  cases  where  the  volume  of 
air  exceeds  the  minimum  of  5.5  times  that  of  the  gas  as  required 
for  complete  combustion,  provided  the  proportion  of  neutrals 
present  does  not  exceed  58  per  cent  of  the  combined  mixture  of 


Coal  Gas  Volumes,  per  cent. 

FIG.  243. 

combustible,  necessary  air  for  combustion,  and  the  neutral  products 
taken  together. 

226.  Temperature  of  Ignition  or  Inflammation. — The  re- 
searches of  Sir  Humphry  Davy  showed  that  for  ignition  of  gaseous 
explosive  mixtures  it  was  necessary  that  they  be  brought  to  a 
certain  temperature  at  one  point  before  they  would  ignite.  The 
best  modern  work  along  this  line  has  been  done  by  Berthelot 
and  Vielle,  and  particularly  by  Mallard  and  Le  Chatelier. 
Students  are  referred  to  the  monograph  of  the  latter  experimenteis  * 
for  details  of  method  and  result  under  this  and  the  following 
sections.  To  determine  the  temperature  of  inflammation,  mix- 
tures were  admitted  rapidly  into  a  chamber  previously  heated 

*  Under  the  title  "Recherches  Experimentales  et  Theoriques  sur  la  Com- 
bustion des  Melanges  Gazeux  Explosifs,"  par  MM.  Mallard  et  Le  Chatelier, 
Xnge"nienirs  au  Corps  des  Mines.  Commission  de  Grison,  1883. 
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to  a  known  temperature.  It  is  then  observed  whether  the  mix- 
ture unites  or  not,  and  two  limits  are  observed  between  which 
the  temperature  of  ignition  must  lie.  Testing  with  hydrogen, 
carbonic  oxide,  and  marsh-gas,  the  limits  were  found  to  be  for 
all  mixtures: 

H 5I7~595°>  mixed  with  air,  O  and  CO2. 

CO 630-725°,  mixed  with  air,  O  and  CO2. 

C2H4 640-760°,  mixed  with  air  and  O. 

Experiments  on  slow  combustion  show  a  discontinuity  be- 
tween it  and  that  accompanied  by  light  and  heat  changes. 
In  general  the  temperature  of  inflammation  can  be  fixed  at 

555°  for  explosive  mixtures  of  H  and  O. 
655°  "          "  "        "  CO  and  O. 

656°  "          "  "        "  C2H4andO. 

The  addition  to  explosive  gas  of  even  a  considerable  volume 
of  inert  gas  modifies  little  or  not  at  all  the  temperature  of  in- 
flammation. 

However,  with  mixtures  of  CO  and  O  the  addition  of  a  notable 
quantity  of  CO2  seems  to  elevate  that  temperature  to  a  sensible 
degree.  One  volume  of  CO2  added  to  explosive  mixtures  CO+  O 
raises  the  temperature  from  655°  to  700°. 

For  mixtures  in  which  H  and  O  are  the  elements,  the  com- 
bustion takes  place  as  soon  as  the  temperature  of  inflammation 
is  reached.  It  is  entirely  otherwise  for  marsh-gas,  which  may  be 
likened  to  fire-damp.  The  mixtures  formed  by  this  gas  with  air 
or  oxygen  do  not  burn  except  after  having  been  brought  to  a  tem- 
perature equal  or  superior  to  that  of  inflammation  and  kept  there 
for  perhaps  ten  seconds.  The  retarding  of  inflammation  in- 
creases with  difference  of  temperature  of  gas  and  that  of  inflamma- 
tion, and  with  the  increase  of  the  proportion  of  inert  gas.  This 
latter  reason  explains  why,  according  to  Davy,  a  bar  of  red-hot 
iron,  though  above  650°,  will  not  ignite  a  mixture  of  fire-damp. 
By  opposing  circulation  one  may  easily  provoke  inflammation. 
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because  when  it  circulates  freely  the  gas  does  not  remain  long 
enough  exposed  to  the  temperature  of  inflammation. 

227.  The  Rate  of  Propagation  of  Flame. — Previous  to  Mallard 
and  Le  Chatelier  this  question  had  been  attacked  by  Sir  Humphry 
Davy  and  by  MM.  Bunsen,  Schloesing  and  De  Mondesir, 
Fonesca  and  Gouy,  Berthelot  and  Vielle. 

A  summary  of  the  work  by  Mallard  and  Le  Chatelier  on 
propagation  of  inflammation  brings  out  the  following  facts: 

There  are  two  modes  of  propagation:  (i)  normal,  which  is 
that  by  conductivity,  and  (2)  explosive,  which  takes  place  by 
the  transmission  through  the  mixture  of  a  pressure  sufficiently 
high  to  cause  propagation  by  explosive  wave.  These  corre- 
spond to  deflagration  and  explosion  of  dynamite,  etc.  Each  has 
a  fixed  velocity  for  a  given  mixture  at  a  given  pressure. 

The  phenomena  of  the  explosive  wave  are  of  notable  interest 
and  will  be  referred  to  in  the  next  paragraph.  The  rate  of  normal 
propagation,  denoted  by  R,  never  exceeds  20  m.  per  sec. 

For  H  and  air  the  maximum  is  4.30  m.  per  sec.  for  a  40  per 
cent  H,  i.e.,  an  excess  (30  per  cent). 

For  C2H4  and  air  the  maximum  is  0.62  m.  per  sec.  for  a  12.2 
per  cent,  i.e.,  an  excess  (9.4  per  cent). 

For  illuminating-gas  and  air  the  maximum  is  1.25  m.  per  sec. 
for  a  17.0  per  cent,  i.e.,  an  excess  (15  per  cent). 

For  CO  and  O  and  air  the  maximum  is  2.00  m.  per  sec. 
always. 

R  increases  with  /,  the  rate  of  ignition,  and  when  the  tube  is 
large  is  independent  of  diameter,  but  a  tube  small  enough  may 
cause  extinction. 

Agitation  increases  R.  Combustion  in  the  tube  with  slow  R 
sets  up  oscillation  which  may  cause  extinction. 

When  for  any  reason  of  vibration  or  explosion  of  burnt  gas 
the  pressure  transmitted  to  a  layer  next  is  equal  to  that  which 
would  elevate  it  to  the  temperature  of  inflammation,  the  com- 
bustion propagates  with  the  same  velocity  as  the  compressive 
wave,  resulting  in  the  explosive  wave. 
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228.  The  Propagation  of  an  Explosive  Wave.  —  Messrs. 
Schloesing  and  De  Mondesir,  in  experiments  upon  ignition  and 
propagation  of  flame  in  a  long  glass  tube  open  at  one  end  and 
closed  at  the  other,  noticed  that  in  mixtures  in  which  the  normal 
rate  of  propagation  was  slow  it  was  possible  to  produce  true 
explosions  of  instantaneous  character.  These  explosive  pro- 
jections of  flame  seemed  to  be  the  result  of  interior  agitation  in 
the  mixture,  probably  of  a  vibratory  order,  and  similar  to  the 
result  of  projecting  a  jet  of  gas  at  high  velocity  into  a  mass  of 
gas  at  rest..  If  these  agitations  are  produced  in  any  given  case, 
the  usual  rate  of  propagation  becomes  disturbed,  and  pressures 
will  result  much  in  excess  of  the  expected  pressure.  The  causes 
of  such  abnormal  propagations  as  are  traceable  to  disturbance  of 
the  mixture  will  be  present : 

1.  When  different  parts  of  the  mixture  are  of  differing  densi- 
ties from  temperature  or  other  causes; 

2.  When  an  expansion  caused  by  the  increase  in  volume  of  a 
part  of  the  gas  on  burning  produces  local  compressions  which 
are  not  instantly  relieved  by  the  yielding  of  the  mobile  mass. 
Pockets  or  confined  volumes  are  particularly  subject  to  this. 

3.  When  a  vibratory  motion  in  the  gas  itself  results  from  the 
process  of  propagation.     When  this  synchronizes  with  the  normal 
propagation  rate  the  combination  may  result  in  a  superposition 
of  pressures  beyond  that  which  the  confining  vessel  can  with- 
stand. 

Messrs.  Berthelot  and  Vielle  carried  observation  of  these 
phenomena  farther,  but  the  most  conclusive  demonstrations  are 
those  of  MM.  Mallard  and  Le  Chatelier.  These  investigators 
not  only  produced  the  phenomena,  but  devised  a  photographic  auto- 
matic record  of  the  explosive  process  to  which  Berthelot  and  Vielle 
had  given  the  name  of  "explosive  wave"  when  generated  in  a 
tube.  The  pressures  caused  by  this  wave  in  tubes  of  glass  of  two 
millimetres  in  thickness  were  sufficient  to  reduce  them  to  powder, 
although  previously  tested  by  static  pressures  above  150  pounds 
to  the  square  inch.  The  pressure  was  sufficiently  instantaneous 
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in  character  to  behave  as  high  explosives  do,  in  that  a  discharge 
in  a  funnel,  immersed  in  water,  so  that  only  the  resistance  due 
to  the  inertia  of  the  latter  opposed  free  escape  of  the  pressure, 
yet  resulted  in  shivering  the  funnel  to  atoms.  As  observed  by 
Mallard  and  Le  Chatelier,  and  graphically  recorded,  the  action 
might  be  analyzed  into  four  phases,  which  might  be  successive, 
or  which  might  overlap,  or  of  which  one  or  more  might  not  occur. 
The  first  phase  was  the  non-concussive  propagation;  the  second 
the  ampler  vibratory  motion;  this  passed  into  the  third  or  deto- 
nating stage,  when  the  amplitude  of  vibration  was  a  maximum; 
and  the  fourth  stage  was  an  extinction  of  the  flame  before  com- 
plete combustion  of  the  whole  mixture  had  been  effected  either 
by  a  dissociation  phenomenon  or  from  some  other  cause. 

A  most  interesting  practical  investigation  at  Columbia  Uni- 
versity has  shown  that  these  phenomena  can  easily  be  manifested 
in  explosive  engines.  The  presence  in  the  combustion-chamber 
volume  of  pockets  in  which  explosive  mixtures  can  be  imprisoned 
with  narrow  channels  connecting  them  may  easily  cause  the 
vibratory  movement  referred  to  above.  The  first  ignition  pressure 
receives  a  distinct  secondary  impulse,  and  the  whole  mass  be- 
comes subject  to  pressure  waves  in  motion.  This  can  be  made 
to  show  itself  on  the  indicator-card  of  the  engine,  first  in  pressure 
much  above  the  normal,  and  secondly  in  a  wave  effect  on  the 
expansion  line  far  above  any  record  which  can  be  attributed  to 
inertia  of  the  reciprocating  weights  of  the  indicator  itself.  This 
can  be  proved  by  the  simple  test  of  adding  to  a  normal  engine 
an  extra  volume  to  its  clearance,  connected  thereto  by  a  narrow 
neck  of  pipe,  and  connecting  the  indicator  to  this  second  or 
supplementary  volume.  The  indicator  which  gave  normal 
cards  before  the  addition  of  the  supplementary  chamber  gave 
strong  vibratory  lines  after  the  connection  of  the  chamber  was 
made,  all  other  conditions  being  the  same.  The  piston  com- 
pressions may  produce  similar  vibrations,  and,  in  the  case  of 
advanced  sparking  adjustment,  superpose  the  ignition  pressure 
upon  the  vibration  effect,  making  the  engine  thump  badly,  and 
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perhaps  even  stopping  it  before  the  end  of  the  stroke  is 
reached. 

It  is  apparent,  therefore,  that  the  cylinder  casting  must  be 
strong  enough  to  withstand  not  only  the  computed  or  normal 
ignition  pressure,  but  must  be  able  to  resist  the  very  much  higher 
stress  which  the  explosive  wave  may  cause.  The  clearance 
must  also  be  free  from  subdivisions,  from  which  vibratory  effect 
can  be  started.  The  results  of  the  explosive  wave  action  may  be 
compared  to  those  due  to  water-hammer  in  steam-pipes,  and  the 
presence  of  excess  of  water  in  steam-engine  cylinders  which  are 
not  fitted  with  relief-valves. 

229.  Concluding  Comment. — It  will  be  apparent  from  the  fore- 
going review  of  work  already  begun  and  carried  forward  in  this 
field  that  it  is  at  this  point  that  the  student  and  laboratory  in- 
vestigator touch  most  vitally  upon  the  problems  of  the  actual 
designer  of  the  gas-engine.  It  is  the  knowledge  of  the  formation 
of  these  explosive  mixtures,  their  behavior  in  the  cylinder  under 
the  conditions  there  prevailing,  and  the  constants  which  are  to  be 
introduced  as  coefficients  in  formulae  and  computations,  which 
make  this  subject  and  its  possibilities  particularly  inviting.  It 
is  to  be  hoped  that  additions  to  the  stock  of  knowledge  in  existence 
and  on  record  along  these  lines  may  be  made  both  rapidly  and 
to  great  extent. 


CHAPTER   XX. 
CONCLUSION. 

230.  Historical  Summary. — The  treatment  in  the  foregoing 
chapters  has  been  intentionally  free  from  reference  in  detail  to 
the  steps  in  the  transition  from  the  early  beginnings  to  the  present 
state  of  the  art.  This  was  done  first  because  to  have  done  other- 
wise would  have  been  to  turn  aside  from  the  main  purpose,  and 
secondly  because  this  descriptive  work  has  been  so  thoroughly 
done  by  others  in  previous  treatises.  Those  interested  may 
be  referred  particularly  to  the  work  of  Dugald  Clerk,  Bryan 
Donkin,  and  Wm.  Norris  in  England,  and  Gardner  D.  Hiscox 
in  America,  referred  to  in  the  next  section.  The  dates  of  im- 
portant patents  may  also  be  found  from  the  very  full  lists  in 
Clerk  and  Hiscox.  The  following  summary,  however,  will 
perhaps  be  found  useful: 

1794.  ROBERT  STREET  designs  a  pump  driven  by  explosion  of 
turpentine  vapor  below  the  motor  piston. 

1823.  SAMUEL  BROWN  designs  a  motor  to  operate  by  atmospheric 
pressure;  the  vacuum  under  the  piston  created  by  an 
explosive  flame  to  expel  the  air  from  a  chamber,  and  a 
condensation  in  that  chamber  by  a  jet  of  water. 

1833.  L.  W.  WRIGHT.  Double-acting  motor,  supplied  with  gas 
and  air  by  separate  pumps,  and  using  a  water-jacket. 

1838.  WM.  BARNET.  Invents  compression  system  of  gas-motor. 
Ignites  with  flame. 

1855.  A.  V.  NEWTON.  Ignites  charges  by  contact  with  hot  metal 
surface.  ./ 

1857.  BARSANTI  and  MATTEUCCI  propose  a  free-piston  engine. 

1860.  LENOIR  of  Paris,  through  M.  Hippolyte  Marinoni,  builds 
a  double-acting  gas-engine  with  electric  ignition  by  jump- 
spark.  It  takes  mixture  by  aspiration  for  half-stroke, 
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explodes  it  at  crank  position  90°  from  dead-centre,  and 
expands  during  the  econd  half-stroke.  Took  95  cubic 
feet  of  gas  per  H.P.  per  hour.  No  compression. 

1 86 1.  F.  MILLION   proposes   compression   and   the  use  of  a  com- 

pression- or  combustion-chamber. 

1862.  ALPHONSE   BEAU   DE   ROCHAS,   Paris,   in  a  pamphlet  urges 

the  compression  four-stroke  cycle  now  known  as  the 
"Otto."  C.  W.  Siemens  of  England  proposes  it  also. 

1865.  PIERRE  HUGON  injects  water  into  the  mixed  gases  in  the 
cylinder.  Consumption  made  85  cubic  feet  of  gas  per 
H.P.  per  hour. 

1867.  N.  A.  OTTO  and  EUGEN  LANGEN  exhibit  at  Paris  their  free- 
piston  atmospheric  engine,  using  44  cubic  feet  of  gas  per 
H.P.  per  hour. 

1872.  GEORGE  B.  BRAYTON  of  Philadelphia  designs  the  Brayton 
engine  with  constant-pressure  heating.  Called  Brayton's 
"Ready  Motor." 

^873.  JULIUS  HOCK  of  Vienna  patents  petroleum  engine. 

1876.  DR.  OTTO  brings  out  the  Otto  Silent  Gas-engine,  applying 
the  Beau  de  Rochas  cycle.  Gas  consumption  cut  down 
to  24  cubic  feet  per  H.P.  per  hour. 

^878.  SIMON  of  Nottingham  introduces  Brayton  cycle  in  England. 
Crossley  and  others  begin  extensive  manufacture  of  gas- 
engines  in  England. 

1885.  ATKINSON  Differential  Engine  appears  with  the  strokes  of 

the  cycle  of  differing  lengths. 

1886.  ATKINSON  Cycle  Engine  for  same  purpose  but  with  simpli- 

fied mechanism. 

1886.  PRIESTMAN  introduces  oil-engine. 
1892.  RUDOLPH  DIESEL  proposes  his  Rational  Motor. 
1892.  HORNSBY-AKROYD  oil-engine  appears. 
1895.  GOTTLIEB  DAIMLER  introduces  high-speed  motor. 

During  this  period  come  the  process  of  carburation  to 
utilize  liquid  fuels;  the  utilization  of  producer-gas  for 
power  purposes  and  the  development  of  power  from 
blast-furnace  and  coke-ove/i  waste  gases;  the  manu- 


1895 


facture  of  large-size  units  over  600  H.P.  by  John  Cockerill 


i  QOO  Co.  in  Belgium  and  by  Crossley  and  the  Premier  Engine 
in  England;  the  design  of  the  Westinghouse  throttling 
governor,  and  the  Sargent  engine  with  cut-off  governing, 
the  rise  of  the  natural  gas-engine  in  large  units,  and  the 
double-acting  gas-engine  with  compression  in  America. 
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APPENDIX. 


LOGARITHMS. 

232.  In  arithmetical  computations,  the  usual  base  of  the  system  is  10, 
so  that  x,  the  logarithm  for  a  number  m,  will  be  the  exponent  to  which  10  is 
to  be  raised  to  give  the  quantity  m,  or  x  =  logio  m.  In  analytical  mathe- 
matical work,  the  base  generally  employed  is  not  10,  but  is  represented  by 
t  whose  value  is  2.71828  -)-.  To  convert  common  or  Briggs  logarithms 
into  Napierian  logarithms,  the  former  are  to  be  multiplied  by  2.3026. 

The  equation  of  the  hyperbola  in  the  form  xy  =  constant  leads  to  the 
deduction  that  the  area  between  the  hyperbolic  curve  and  its  nearest 
asymptote  cut  off  by  two  ordinates  parallel  to  the  other  asymptote  and 
distant  respectively  from  the  origin  by  a  and  b  will  be  proportional  to 

log  — .      Hence  it  will  be  true  that  the  integral  of  —  will  be  the  hyperbolic 
a  x 

logarithm  of  x.     To  save  trouble  of  conversion,  a  table  is  appended  cover- 
ing the  usual  ranges  required. 


HYPERBOLIC    LOGARITHMS. 


No. 

Log. 

No. 

Log. 

No. 

_ 
Log. 

No. 

Log. 

No. 

Log. 

.01 

.0099 

.20 

.1823 

•39 

•3293 

•58 

•4574 

•77 

•5710 

.02 

.0198 

.21 

.1906 

.40 

•3365 

•59 

•4637 

.78 

.5766 

•°3 

.0296 

.22 

.1988 

.41 

•3436 

.60 

.4700 

•79 

.5822 

.0392 

'23 

.2070 

.42 

•35°7 

.61 

.4762 

.80 

•5878 

:H 

.0488 
.0583 

•24 

•25 

.2151 
.2231 

•43 

•44 

•3577 
.3646 

.62 
•63 

.4824 
.4886 

.81 
.82 

•5933 
•  5988 

:3 

.0677 
.0770 

.26 
•27 

.2311 
.2390 

•37'6 
•3784 

.64 
.65 

•4947 
.5008 

'84 

.6043 
.6098 

.09 

.0862 

.28 

.2469 

•47 

.3853 

.66 

.5068 

^85 

.6152 

.10 

•°953 

.29 

.2546 

.48 

.3920 

•67 

.5128 

.86 

.6206 

.11 

.1044 

•3° 

.2624 

•49 

.68 

.5188 

.87 

.6259 

.12 

•"33 

•31 

.2700 

.50 

•4°55 

.69 

•  5247 

.88 

.6313 

•'3 

.1222 

•S2 

.2776 

•Si 

.4121 

.70 

.5306 

.89 

.6366 

.14 

.I3IO 

•33 

.2852 

•52 

.4187 

•71 

•5365 

.90 

.6419 

.15 

.1398 

•34 

.2927 

•53 

•4253 

•72 

•5423 

.6471 

.16 

.1484 

•35 

.3001 

•54 

.4318 

•73 

.548i 

-92 

.6523 

'.iS 

.157° 
•1655 

•36 
•37 

:i°:i 

•4383 
•4447 

•74 
•75 

•5539 
•5596 

•93 
•94 

•  6575 
.6627 

.19 

.1740 

•38 

.3221 

•57 

•45" 

.76 

•5653 

•95 

.6678 

471 
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HYPERBOLIC    LOGARITHMS. 


No. 

Log. 

No. 

Log. 

No. 

Log. 

No. 

Log. 

No. 

Log. 

1.96 
1.97 

.6729 
.6780 

.66 
.67 

•9783 
.9821 

3-36 

3-37 

1.2119 
•  2149 

4.06 
4.07 

.4012 
.4036 

•76 
•77 

.5602 
.5623 

1.98 

.683 

.68 

.9858 

3-38 

.2179 

4.08 

.4061 

.78 

•  5644 

1.99 

.688 

.69 

•9895 

3-39 

.2208 

.09 

.4085 

•79 

.5665 

2.00 

•693 

.70 

•Q933 

3-40 

•  2238 

.10 

.4110 

.80 

.5686 

2.01 

.698 

•71 

.9969 

.2267 

.  II 

•4'34 

.81 

•57°7 

2.02 

•703 

•72 

.0006 

3-42 

.2296 

.12 

•4*59 

.82 

.5728 

2.03 

..7080 

•73 

•  0043 

3-43 

.2326 

.13 

.4183 

•83 

•5748 

2.04 

.7129 

•74 

.0080 

3-44 

•  2355 

•14 

.4207 

.84 

•5769 

2.05 

.7178 

•75 

.0116 

3-45 

.2384 

•IS 

•4231 

•85 

•5790 

2.06 

.7227 

.76 

.0152 

3.46 

•2413 

.16 

•4255 

.86 

.5810 

2.07 

2.08 

•7275 
•7324 

.0188 
.0225 

23 

•2442 
.2470 

•17 
.18 

.4279 
•4303 

.87 

.88 

•5831 
•5851 

2.09 

•7372 

•79 

.0260 

3-49 

•2499 

.19 

•4327 

.89 

.5872 

2.10 

.7419 

.80 

.0296 

3-50 

.2528 

.20 

•4351 

.90 

.5892 

2.  II 

•7467 

.81 

•0332 

•2556 

.21 

•4375 

.91 

•5913 

2.12 

•75H 

.82 

.0367 

3-52 

•  2585 

.22 

.4398 

4.92 

•5933 

2.13 

•7561 

•83 

.0403 

3-53 

.2613 

•23 

.4422 

4-93 

•5953 

2.14 

.7608 

•  84 

.0438 

'  3-54 

.2641 

.24 

.4446 

4-94 

•5974 

2.15 

.7655 

.85 

•°473 

3-55 

.2669 

•25 

.4469 

4-95 

•5994 

2.16 

.7701 

.86 

.0508 

3.56 

.2698 

.26 

•4493 

4-96 

.6014 

2.17 

•7747 

.87 

•  °543 

3-57 

.2726 

.27 

.4516 

4-97 

.6034 

2.18 

•7793 

.88 

•  0578 

3.58 

•  2754 

.28 

•454° 

4.98 

•  6054 

2.19 

.7839 

.89 

.0613 

3-59 

.2782 

•29 

•4563 

4.99 

.6074 

2.  2O 

.7885 

.90 

.0647 

3.60 

.2809 

•3° 

•  4586 

5-00 

.6094 

2.21 

•793° 

.91 

.0682 

•  2837 

•31 

.4609 

.6114 

2.22 

•'975 

92 

.0716 

l'.6\ 

.2865 

•32 

5-02 

•6134 

2.23 

.8020 

•93 

.0750 

3-63 

.2892 

•33 

.4656 

5-03 

.6154 

2.24 

.8065 

•94 

.0784 

3-64 

.  2920 

•34 

.4679 

5-04 

•6174 

2.25 

.8109 

•95 

.0813 

3.65 

.2947 

•35 

.4702 

5-05 

.6194 

2.26 

.8154 

.96 

.0852 

3-66 

•  2975 

•  36 

.4725 

5-o5 

.6214 

2  27 

.8.98 

•97 

.0886 

3.67 

.3002 

•37 

.4748 

5-07 

•  6233 

2.28 

.8242 

.98 

.0919 

3-68 

.3029 

•38 

.4770 

5.08 

.6253 

2.29 

.8286 

•99 

•  0953 

3-69 

.3056 

4-39 

•4793 

5-09 

.6273 

2.30 

.8329 

3.00 

.0986 

3-7° 

.3083 

4.40 

.4816 

.6292 

2.31 

.8372 

.1019 

.3110 

4.41 

•  4839 

5.11 

.6312 

2.32 

.8416 

3-02 

•  1053 

3-72 

•3i37 

4.42 

.4861 

5-12 

•6332 

2-33 

.8458 

3-03 

.1086 

3-73 

•  3164 

4-43 

.4884 

•6351 

2.34 

.8502 

3-°4 

.1119 

3-74 

•  3191 

4-44 

.4907 

5-'4 

•6371 

2.35 

2.36 

.8544 
•8587 

3-°5 

.1151 
.1184 

3-75 
3.76 

.3218 
•  3244 

.4929 
•4951 

5tli 

5  16 

.6390 
.6409 

2.37 

.8629 

3-°7 

.1217 

•  3271 

4-47 

•4974 

5.i7 

.6429 

2.38 

.8671 

3-08 

•  1249 

3.78 

•3297 

4.48 

.4996 

5.18 

.6448 

2.39 

.8713 

3-09 

.1282 

3-79 

•  3324 

4-49 

.5019 

5.I9 

.6467 

2.40 

.8755 

3.10 

.1314 

3.80 

•  3350 

4-50 

.5041 

5-20 

.6487 

2.41 

.8796 

.1346 

•3376 

4-51 

.5063 

5-21 

.6506 

2.42 

.8838 

3.12 

.1378 

3^82 

•3403 

4.52 

.5085 

5.22 

•6525 

2.43 

.8879 

3-13 

.1410 

3.83 

•  3429 

4-53 

.5107 

5.23 

•6514 

••44 

.8920 

.1442 

3-84 

•3455 

4-54 

.5129 

5-24 

.6563 

2.45 

.8961 

3-*5 

.1474 

3-85 

•3481 

4'55 

.5151 

5-25 

.6582 

2.46 

.9002 

3.16 

.1506 

3-86 

•3507 

4.56 

•5173 

5-26 

.6601 

2.47 

.9042 

3-17 

•  1537 

3-87 

•3533 

4-57 

•5195 

5.27 

.6620 

2.48 

.9083 

.1569 

3.88 

•  3558 

4.58 

•5217 

5-28 

.6639 

2.49 
2.50 

.9123 
.9163 

3-i9 
3.20 

.1632 

3.89 
3-9° 

•3584 
.3610 

1:8 

.5239 
.5261 

5-29 
5-30 

16677 

2.51 

.9203 

3-21 

.1663 

•3635 

4.61 

.5282 

5-3* 

.6696 

2.52 

•9243 

3-22 

.1694 

3-92 

.3661 

4.62 

.5304 

5-32  ' 

.6715 

.9282 

3-23 

•  1725 

3-93 

.3686 

4.63 

.5326 

5-33 

.6734 

2.54 

.9322 

3-24 

.1756 

3-94 

•3712 

4.64 

•5347 

5-34 

.6752 

2-55 

.9361 

3.25 

.1787 

3-95 

•3737 

4.65 

•5369 

5-35 

.6771 

2.56 

.9400 

3-26 

.1817 

3-96 

.3762 

4.66 

•5390 

5*36 

.6790 

2-57 

•9439 

3-27 

.1848 

3-97 

•3788 

4.67 

•5412 

5-37 

.6808 

2.58 

.9478 

3-28 

.1878 

3.98 

•3813 

4.68 

•5433 

5.38 

.6827 

•95^7 

.1909 

3-99 

.3838 

4.69 

•5454 

5-39 

•^5 

2.6l 

•9555 
•9594 

3-30 
3-31 

.1939 
.1969 

4.00 
4.01 

•3863 
.3888 

4.70 
4-7* 

•5476 
•5497 

5-40 
5-41 

.6864 
.6882 

2.62 

.9632 

3-32 

.1999 

4.02 

•3913 

4-72 

•55^8 

5-42 

.6901 

2.63 

2.64 

.9670 
.9708 

3.33 
3-34 

.2030 
.2060 

4-03 
4.04 

.3938 
.3962 

4-73 
4-74 

•5539 
.5560 

5«43 
5-44 

Zl 

*.65 

.9746 

3-35 

.2090 

4-05 

.3987 

4-75 

5-45 

.6956 
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HYPERBOLIC    LOGARITHMS. 


No. 

Log. 

No. 

Log. 

No. 

Log. 

No. 

Log. 

No. 

Log. 

5-46 

.6974 

6.16 

.8181 

6.86 

•9257 

7.56 

.0229 

8.32 

.1187 

5-47 

•  6993 

6.17 

.8197 

6.87 

.9272 

7-57 

.0242 

8-34 

.1211 

5.48 

.7011 

6.18 

.8213 

6.88 

.9286 

7-58 

•0255 

8.36 

•1235 

5-49 

.7029 

6.  9 

.8229 

6.89 

.9301 

7-59 

.0268 

8.38 

.1258 

5.50 

.7047 

6.  o 

•  8245 

6.90 

•9315 

7.60 

.0281 

8.40 

.  1282 

5-51 

.7066 

6.  i 

.8262 

6.91 

•  933° 

7.61 

.0295 

8  42 

•  1306 

5-52 

.7084 

6.  2 

.8278 

6.92 

•9344 

7.62 

.0308 

8.44 

•^330 

5-53 

.7102 

6-  3 

.8294 

6-93 

•9359 

7-63 

•  0321 

8.46 

•1353 

5-54 

5-55 

.7120 

.7138 

6.  4 
6.  5 

.8310 
•  8326 

6-94 
6-95 

•9373 
•9387 

7.64 
7-65 

•°334 
•°347 

8.48 
8.50 

•'377 
.1401 

5.56 

•7IS6 

6.  6 

.8342 

6.96 

.9402 

7.66 

.0360 

8.52 

.1424 

5.57 

6.  7 

.8358 

6-97 

.9416 

7-67 

•°373 

8-54 

.1448 

5-58 

.7192 

6.  8 

.8374 

6.98 

•9430 

7.68 

.0386 

8.56 

.1471 

5-59 

.7210 

6.29 

.8390 

6.99 

•9445 

7-69 

•°399 

8.58 

.1494 

5-6o 

.7228 

6.30 

.8405 

7.00 

•9459 

7.70 

.0412 

8.60 

.1518 

5.61 

.7246 

6.31 

.8421 

7.01 

•9473 

7.71 

.0425 

8.62 

5-62 

.7263 

6.32 

.8437 

7.02 

.9488 

7-72 

•  0438 

8.64 

.1564 

.7281 

6-33 

.8453 

7.03 

.9502 

7-73 

.0451 

8.66 

•1587 

5-64 

•7299 

6.34 

.8469 

7.04 

.9516 

7-74 

.0464 

8.68 

.1610 

•7317 

6.  31 

.8485 

7>°S 

•9530 

7  '75 

.0477 

8.70 

.1633 

I'.M 

•7334 

6.36 

.8500 

7.06 

•9544 

7.76 

.0490 

8.72 

•  1656 

•7352 

6.37 

.8516 

7.07 

•9559 

7-77 

•0503 

8-74 

.1679 

5^68 

•737° 

6.38 

.8532 

7.08 

•9573 

7.78 

.0516 

8.76 

.  1702 

5.69 
5  '7° 

.7387 
74°5 

6.39 
6.40 

.8547 
.8563 

7.09 
7.10 

•9587 
.9601 

7.79 
7.80 

.0528 
.0541 

8.78 
8.80 

•1725 
.1748 

5-71 

.7422 

6.41 

•8579 

7-  i 

.9615 

7.81 

•°554 

8.82 

.1770 

S-72 

.7440 

6.42 

•  8594 

7-  2 

.9629 

7.82 

.0567 

8  84 

•1793 

5-73 

•7457 

6.43 

.8610 

7-  3 

•  9643 

7.83 

.0580 

8.86 

•  1815 

5«74 

•7475 

6-44 

.8625 

7-  4 

•9657 

7.84 

.0592 

8.88 

.1838 

5-75 
5-76 

•7492 
.7509 

6-45 
6.46 

.8641 
.8656 

7-  5 
7-  6 

.9671 
.9685 

7.85 
7.86 

.0605 
.0618 

8.90 
8.92 

.1861- 
.1883 

5-77 

•7527 

6.47 

.8672 

7-  7 

•9699 

7-87 

.0631 

8-94 

.1905 

5-78 

•7544 

6.48 

.8687 

7-  8 

•9713 

7.88 

.0643 

8.96 

.1928 

5-79 

•756i 

6.49 

.8703 

7.19 

•9727 

7.89 

.0656 

8.98 

.1950 

5-8o 

•7579 

6.50 

.87I8 

7.20 

.9741 

7.90 

.0669 

9.00 

.1972 

•7596 

6.51 

.8733 

7.21 

•9754 

7.91 

.0681 

9.02 

.1994 

5  '.82 

•  7613 

6.52 

.8749 

7.22 

•9769 

7.92 

.0694 

9.04 

.2017 

5-83 

.7630 

6-53 

•  8764 

7-23 

.9782 

7-93 

.0707 

9.06 

.2039 

5.84 

.7647 

6-54 

•  8779 

7-24 

.9796 

7-94 

.0719 

9.08 

.2061 

5-85 

.7664 

6.55 

.8795 

7-25 

.9810 

7-95 

.0732 

9.10 

.2083 

5-86 

.7681 

6.56 

.8810 

7-26 

.9824 

7.96 

.0744 

9.12 

.2105 

5.87 

.7699 

6-57 

.8825 

7.27 

.9838 

7-97 

•°757 

9-14 

.2127 

5-88  . 

.7716 

6.58 

.8840 

7.28 

•  9851 

7.98 

.0769 

9.16 

.2148 

5-89 

•7733 

6-59 

.8856 

7.29 

.9865 

7-99 

.0782 

9.18 

.2170 

5-9° 

•775° 

6.60 

.8871 

7-30 

.9879 

8.00 

.0794 

9.20 

.2192 

5-91 

.7766 

6.61 

.8886 

7-31 

.9892 

8.01 

.0807 

9.22 

.2214 

5-92 

5-93 

•7783 
.7800 

6.62 
6.63 

.8901 
.89,6 

7-32 
7-33 

.9906 
.9920 

8.02 

8.03 

.0819 
.0832 

9.24 
9.26 

•2235 
•2257 

5-94 

.7817 

6.64 

•8931 

7-34 

•9933 

8.04 

.0844 

9.28 

•2279 

5-95 
5-96 

•7834 
•  7851 

6.65 
6.66 

.8946 
.8961 

7-35 

•  9947 
.996i 

8.05 
8.06 

0857 
.0869 

9-3° 
9.32 

.2300 
.2322 

5-97 

.7867 
.7884 

6.67 
6.68 

.8976 
.8991 

7-37 
7-38 

•9974 
.9988 

8.07 
8.08 

.0882 
.0894 

9-34 

•2343 
.2364 

5-99 

.7901 

6.69 

.9006 

7-39 

.0001 

8.09 

.0906 

9-38 

-2386 

6.00 

.7918 

6.70 

.9021 

7.40 

.0015 

8.10 

.0919 

9.40 

.2407 

6.01 

•7934 

6.71 

.9036 

7.41 

.0028 

8.11 

.0931 

9.42 

.2428 

6.02 

•7951 

6.72 

.9051 

7.42 

.0041 

8.12 

•0943 

9-44 

.2450 

6.03 

•7967 

6.73 

.9066 

7-43 

•0055 

8.13 

•  0956 

9.46 

.2471 

6.04 

•  7984 

6  74 

.9081 

7-44 

.0069 

8.14 

.0968 

9.48 

•2492 

6.05 

.8001 

6-75 

•9095 

7-45 

.0082 

8.15 

.0980 

9-50 

•2513 

6.06 

.8017 

6.76 

.9110 

7.46 

.0096 

8.16 

.0992 

9-52 

2534 

6.07 
6.08 

•8034 
.8050 

6.77 
6.78 

.9125 
.9140 

7-47 
7.48 

.0108 

.0122 

8.17 
8.18 

.1005 
.1017 

US 

•2555 
.2576 

6.09 

.8066 

6-79 

•9i55 

7-49 
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i6mo,  morocco,  i  25 

Thom<S  and  Bennett's  Structural  and  Physiological  Botany i6mo,  2  25 

Westermaier's  Compendium  of  General  Botany.     (Schneider.) 8vo,  2  oo 


CHEMISTRY.  ro 

Adriance's  Laboratory  Calculations  and  Specific  Gravity  Tables i2mo,  t  25 

Allen's  Tables  for  Iron  Analysis 8vo,  3  oo 

Arnold's  Compendium  of  Chemistry.     (Mandel.)     (In  preparation.) 

Austen's  Notes  for  Chemical  Students i2mo,  i  56 

Bernadou's  Smokeless  Powder. — Nitro-cellulose,  and  Theory  of  the  Cellulose 

Molecule ' i2mo,  2  50 

Bolton's  Quantitative  Analysis 8vo,  i  50 

*  Browning's  Introduction  to  the  Rarer  Elements 8vo,  i  50 

Brush  and  Penfield's  Manual  of  Determinative  Mineralogy 8vo,  4  oo 

Classen's  Quantitative  Chemical  Analysis  by  Electrolysis.  (Boltwood.)  ....  8vo  3  06 

Cohn's  Indicators  and  Test-papers i2mo,  2  oo 

Tests  and  Reagents 8vo,  3  oo 

Copeland's  Manual  of  Bacteriology..    (In  preparation.) 

Craft's  Short  Course  in  Qualitative  Chemical  Analysis.  (Schaeffer.) i2mo,  2  06 

Drechsel's  Chemical  Reactions.     (MerrilL) ." i2mo,  i  25 

Duhem's  Thermodynamics  and  Chemistry.     (Burgess.)     (Shortly.) 

Eissler's  Modern  High  Explosives 8vo,  4  oo 

3 


Effront's  Enzymes  and  their  Applications.     (Prescott.) V.  .8vo,    3  oo 

Erdmann's  Introduction  to  Chemical  Preparations.     (Dunlap.) 12 mo,    i  25 

Fletcher's  Practical  Instructions  in  Quantitative  Assaying  with  the  Blowpipe. 

iimo,  morocco,    i   50 

Fowler's  Sewage  Works  Analyses i2mo,    2  oo 

Fresenius's  Manual  of  Qualitative  Chemical  Analysis.     (Wells.) 8vo,    5  oo 

Manual  of  Qualitative  Chemical  Analysis.     Part  I.    Descriptive.     (Wells. ) 

8vo,    3  oo 

System   of   Instruction   in    Quantitative    Chemical   Analysis.      (Cohn.) 
2  vols.    (Shortly.) 

Fuertes's  Water  and  Public  Health i2mo,    i  50 

Funnan's  Manual  erf  Practical  Assaying 8vo,    3  oo 

Gill's  Gas  and  Fuel  Analysis  for  Engineers i2mo,    i  25 

Grotenfelt's  Principles  of  Modern  Dairy  Practice.     (Woll.) i2mo.   2  oo 

Hammarsten's  Text-book  of  Physiological  Chemistry.     (Mandel.) 8vo,    4  oo 

Helm's  Principles  of  Mathematical  Chemistry.     (Morgan.) i2mo.    i  50 

Hinds's  Inorganic  Chemistry 8vo,    3  oo 

*  Laboratory  Manual  for  Students i2mo,        75 

Ho  lie  man's  Text-book  of  Inorganic  Chemistry.     (Cooper.) 8vo,    2  50 

Text-book  of  Organic  Chemistry.     (Walker  and  Mott.) 8vo,    2  50 

Hopkins's  Oil-chemists'  Handbook 8vo,    3  oo 

Jackson's  Directions  for  Laboratory  Work  in  Physiological  Chemistry.  .8vo,    i  oo 

Keep's  Cast  Iron 8vo,    2  50 

Ladd's  Manual  of  Quantitative  Chemical  Analysis i2mo.    i  oo 

Landauer's  Spectrum  Analysis.    (Tingle.) 8vo,    3  oo 

Lassar-Cohn's  Practical  Urinary  Analysis.     (Lorenz.) i2mo,    i  oo 

Leach's  The  Inspection  and  Analysis  of  Food  with  Special  Reference  to  State 

Control.     (In  preparation.) 
Lob's  Electrolysis  and  Electrosynthesis  of  Organic  Compounds.  (Lorenz.)  i2mo,       oo 

Mandel's  Handbook  for  Bio-chemical  Laboratory i2mo,        50 

Mason's  Water-supply.     (Considered  Principally  from  a  Sanitary  Standpoint.) 

3d  Edition,  Rewritten 8vo, 

Examination  of  Water.     (Chemical  and  Bacteriological.) i2mo, 

Meyer's  Determination  of  Radicles  in  Carbon  Compounds.     (Tingle.). . i2mo, 

Miller's  Manual  of  Assaying i2mo, 

Mixter's  Elementary  Text-book  of  Chemistry i2mo, 

Morgan's  Outline  of  Theory  of  Solution  and  its  Results i2mo, 

Elements  of  Physical  Chemistry i2mo. 

Nichols's  Water-supply.     (Considered  mainly  from  a  Chemical  and  Sanitary 

Standpoint,  1883.) 8vo,    2  50 

O'Brine's  Laboratory  Guide  in  Chemical  Analysis 8vo,    2  oo 

O'Driscoll's  Notes  on  the  Treatment  of  Gold  Ores 8vo,    2  oo 

Ost  and  Kolbeck's  Text-book  of  Chemical  Technology.     (Lorenz — Bozart.) 

(In  preparation.) 

*  Penfield's  Notes  on  Determinative  Mineralogy  and  Record  of  Mineral  Tests. 

8vo,  paper,        50 

Pictet's  The   Alkaloids  and   their  Chemical  Constitution.      (Biddle.)      (In 
preparation.) 

Pinner's  Introduction  to  Organic  Chemistry.     (Austen.) i2mo,    i  50 

Poole's  Calorific  Power  of  Fuels 8voy    3  oo 

*  Reisig's  Guide  to  Piece-dyeing 8vo,  25  oo 

Richards  and  Woodman's  Air  .Water,  and  Food  from  a  Sanitary.Standpoint .  8vo,    2  oo 
Richards's  Cost  of  Living  as  Modified  by  Sanitary  Science i2mo,    i  oo 

Cost  of  Food  a  Study  in  Dietaries : i2mo,    i  oo 

*  Richards  and  Williams's  The  Dietary  Computer 8vo,    i  50 

Ricketts  and  Russell's  Skeleton  Notes  upon  Inorganic  Chemistry.     (Part  I. — 

Non-metallic  Elements.) 8vo,  morocco,          75 

Ricketts  and  Miller's  Notes  on  Assaying 8vo,    3  oo 


oo 
25 

00 
00 

50 
oo 
oo 


d  eal's  Sewage  and  the  Bacterial  Purification  of  Sewage 8vo,  3  50 

Ruddiman's  Incompatibilities  in  Prescriptions 8vo,  2  oo 

Schimpf  s  Text-book  of  Volumetric  Analysis I2mo,  2  50 

Spencer's  Handbook  for  Chemists  of  Beet-sugar  Houses i6mo,  morocco,  3  oo 

Handbook  for  Sugar  Manufacturers  and  their  Chemists.  .i6mo,  morocco,  2  oo 

Stockbridge's  Rocks  and  Soils 8vo,  2  50 

*  Tillman's  Elementary  Lessons  in  Heat 8vo,  i  50 

*  Descriptive  General  Chemistry 8vo  3  oo 

Treadwell's  Qualitative  Analysis.     (Hall.) Svo,  3  oo 

Turneaure  and  Russell's  Public  Water-supplies 8vo,  5  oo 

Van  Deventer's  Physical  Chemistry  for  Beginners.     (Boltwood.) i2mo,  i  50 

*  Walke's  Lectures  on  Explosives Svo,  4  oo 

Wells's  Laboratory  Guide  in  Qualitative  Chemical  Analysis 8vo,  i  50 

Short  Course  in  Inorganic  Qualitative  Chemical  Analysis  for  Engineering 

Students 12010,  i  50 

Whipple's  Microscopy  of  Drinking-water 8vo,  3  50 

Wiechmann's  Sugar  Analysis Small  8vo,  2  50 

Wilson's  Cyanide  Processes i2mo,  i  50 

Chlorination  Process i2mo ,  i  50 

Wulling's  Elementary  Course  in  Inorganic  Pharmaceutical  and  Medical  Chem- 
istry  i2mo,  2  oo 

CIVIL  ENGINEERING. 

BRIDGES  AND    ROOFS.       HYDRAULICS.      MATERIALS    OF   ENGINEERING. 
RAILWAY  ENGINEERING. 

Baker's  Engineers'  Surveying  Instruments I2mo,  3  oo 

Bixby's  Graphical  Computing  Table Paper,  ig$  X  24!  inches  25 

**  Burr's  Ancient  and  Modern  Engineering  and  the  Isthmian  Canal.     (Postage 

27  cents  additional.) 8vo,  m  3  SO 

Comstock's  Field  Astronomy  for  Engineers 8vo,  2  50 

Davis's  Elevation  and  Stadia  Tables 8vo,  i  oo 

Elliott's  Engineering  for  Land  Drainage i2mo,  i  50 

Practical  Farm  Drainage i2mo,  i  oo 

FolwelTs  Sewerage.     (Designing  and  Maintenance.) 8vo,  3  oo 

Freitag's  Architectural  Engineering.     2d  Edition,  Rewritten Svo,  3  50 

French  and  Ives's  Stereotomy Svo,  a  50 

Goodhue's  Municipal  Improvements i2mo,  I  75 

Goodrich's  Economic  Disposal  of  Towns'  Refuse 8vo,  3  50 

Gore's  Elements  of  Geodesy Svo,  2  50 

Hayford's  Text-book  of  Geodetic  Astronomy Svo,  3  OO 

Howe's  Retaining  Walls  for  Earth i2mo,  i  25 

Johnson's  Theory  and  Practice  of  Surveying Small  Svo.  4  oo 

Statics  by  Algebraic  and  Graphic  Methods Svo,  2  oo 

Kiersted's  Sewage  Disposal I2mo,  i  25 

Laplace's  Philosophical  Essay  on  Probabilities.     (Truscott  and  Emory.)  i2mo,  2  oo 

Mahan's  Treatise  on  Civil  Engineering.     (1873.)     (Wood.) 8vo0  5  oo 

*  Descriptive  Geometry Svo,  i  50 

Merriman's  Elements  of  Precise  Surveying  and  Geodesy Svo,  2  50 

Elements  of  Sanitary  Engineering Svo,  2  oo 

Merriman  and  Brooks's  Handbook  for  Surveyors i6mo,  morocco,  2  oo 

Nugent's  Plane  Surveying Svo,  3  50 

Ogden's  Sewer  Design i2mo,  2  oo 

Patton's  Treatise  on  Civil  Engineering Svo,  half  leather,  7  50 

Reed's  Topographical  Drawing  and  Sketching 4to,  5  oo 

Rideal'sJSewage  and  the  Bacterial  Purification  of  Sewage .Svo,  3  50 

Siebert  and  Biggin's  Modern  Stone-cutting  and  Masonry Svo,  i  so 

Smith's  Manual  of  Topographical  Drawing.     (McMillan.) Svo,  2  50 
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Sondericker's   Graphic   Statics,   wun   Applications   to   Trusses,   Beams,   ana 
Arches.     (Shortly.) 

*  Trautwine's  Civil  Engineer's  Pocket-book i6mo,  morocco,  5  oo 

Wait's  Engineering  and  Architectural  Jurisprudence 8vo,  6  oo 

Sheep,  6  50 

Law  of  Operations  Preliminary  to  Construction  in  Engineering  and  Archi- 
tecture.   8vo,  5 "oo 

Sheep,  5  5<> 

Law  of  Contracts. 8vo,  3  oo 

Warren's  Stereotomy — Problems  in  Stone-cutting 8vo,  2  50 

Webb's  Problems  in  the  U«e  and  Adjustment  of  Engineering  Instruments. 

i6mo,  morocco,  i  25 

*  Wheeler's  Elementary  Course  of  Civil  Engineering 8vo,  4  oo 

Wilson's  Topographic  Surveying 8vo,  3^50 


BRIDGES  AND  ROOFS. 

Boiler's  Practical  Treatise  on  the  Construction  of  Iron  Highway  Bridges.  .8vo,  2  oo 

*         Thames  River  Bridge 4to,  paper,  5  oo 

Burr's  Course  on  the  Stresses  in  Bridges  and  Roof  Trusses,  Arched  Ribs,  and 

Suspension  Bridges 8vo,  3  50 

Du  Bois*s  Mechanics  of  Engineering.     Vol.  II Small  4to,  10  oo 

Foster's  Treatise  on  Wooden  Trestle  Bridges 4to,  5  oo 

Fowler's  Coffer-dam  Process  for  Piers 8vo,  2  50 

Greene's  Roof  Trusses 8vo,  i  25 

Bridge  Trusses 8vo,  2  50 

Arches  in  Wood,  Iron,  and  Stone 8vo,  2  50 

Howe's  Treatise  on  Arches 8vo  4  oo 

Design  of  Simple  Roof-trusses  in  Wood  and  Steel 8vo,  2  oo 

Johnson,  Bryan,  and  Turneaure's  Theory  and  Practice  in  the  Designing  of 

Modern  Framed  Structures Small  4to,  10  oo 

Merriman  and  Jacoby's  Text-book  on  Roofs  and  Bridges: 

Part  I.— Stresses  in  Simple  Trusses 8vo,  2  50 

Part  II. — Graphic  Statics . 8vo,  2  50 

Part  III.— Bridge  Design.     4th  Edition,  Rewritten 8vo,  2  50 

Part  IV.— Higher  Structures 8vo,  2  50 

Morison's  Memphis  Bridge 4to,  10  oo 

Waddell's  De  Pontibus,  a  Pocket-book  for  Bridge  Engineers. . .  i6mo,  morocco,  3  oo 

Specifications  for  Steel  Bridges i2mo,  i  25 

Wood's  Treatise  on  the  Theory  of  the  Construction  of  Bridges  and  Roofs.Svo,  2  oo 
Wright's  Designing  of  Draw-spans: 

Part  I.  — Plate-girder  Draws 8vo,  2  50 

Part  II. — Riveted-truss  and  Pin-connected  Long-span  Draws 8vo,  2  50 

Two  parts  in  one  volume 8vo,  3  50 


HYDRAULICS. 

Bazin's  Experiments  upon  the  Contraction  of  the  Liquid  Vein  Issuing  from  an 

Orifice.     (Trautwine.) 8vo,  2  oo 

Bovey's  Treatise  on  Hydraulics 8vo,  5  oo 

Church's  Mechanics  of  Engineering 8vo,  6  oo 

-,.    Diagrams  of  Mean  Velocity  of  Water  in  Open  Channels paper,  i  50 

.Coffin's  Graphical  Solution  of  Hydraulic  Problems i6mo,  morocco,  2  50 

Flather's  Dynamometers,  and  the  Measurement  of  Power 12 mo,  3  oo 

Folwell's  Water-supply  Engineering .8vo,  4  oo 

Frizell's  Water-power 8vo,  5  oo 


Fuertes's  Water  and  Public  Health 12010,    i  50 

Water-filtration  Works izmo,    2  50 

Ganguillet  and  Kutter's  General  Formula  for  the  Uniform  Flow  of  Water  in 

Rivers  and  Other  Channels.     (Hering  and  Trau twine.) 8vo,    4  oo 

Hazen's  Filtration  of  Public  Water-supply 8vo,    3  oo 

Hazlehurst's  Towers  and  Tanks  for  Water- works 8vo,    2  50 

Herschel's  115  Experiments  on  the  Carrying  Capacity  of  Large,  Riveted,  Metal 

Conduits 8vo,    2  oo 

Mason's   Water-supply.     (Considered   Principally   from   a   Sanitary   Stand- 
point.)   3d  Edition,  Rewritten 8vo,  4  oo 

Merriman's  Treatise  on  Hydraulics,     pth  Edition,  Rewritten 8vo,    5  oo 

*  Michie's  Elements  of  Analytical  Mechanics 8vo,    4  oo 

Schuyler's  Reservoirs  for  Irrigation,  Water-power,  and  Domestic  Water- 
supply Large  8vo,    5  oo 

**  Thomas  and  Watt's  Improvement  of  Riyers.     (Post.,  44  c.  additional),  4to,    6  oo 

Turneaure  and  Russell's  Public  Water-supplies 8vo.    5  oo 

Wegmann's  Desien  and  Construction  of  Dams 4to,    5  oo 

Water-supplv  of  the  City  of  New  York  from  1658  to  i8pS 4to,  10  oo 

Weisbach's  Hydraulics  and  Hydraulic  Motors.     (Du  Bois.) 8vo,    5  oo 

Wilson's  Manual  of  Irrigation  Engineering Small  8vo,    4  oo 

Wolff's  Windmill  as  a  Prime  Mover 8vo,'  3  oo 

Wood's  Turbines 8vo,    3  50 

Elements  of  Analytical  Mechanics 8vo,    3  oo 


MATERIALS  OF  ENGINEERING. 

Baker's  Treatise  on  Masonry  Construction 8vo,  5  oo 

Roads  and  Pavements 8vo,  5  oo 

Black's  United  States  Public  Works Oblong  4to,  5  oo 

Bovey's  Strength  of  Materials  and  Theory  of  Structures 8vo,  7  50 

Burr's  Elasticity  and  Resistance  of  the  Materials  of  Engineering.     6th  Edi- 
tion, Rewritten 8vo,  7  50 

Byrne's  Highway  Construction 8vo,  5  oo 

Inspection  of  the  Materials  and  Workmanship  Employed  in  Construction. 

i6mo,  3  oo 

Church's  Mechanics  of  Engineering 8vo,  6  oo 

Du  Bois's  Mechanics  of  Engineering.     VoL  I Small  4to,  7  50 

Johnson's  Materials  of  Construction Large  8vo,  6  oo 

Keep's  Cast  Iron 8vo,  2  50 

Lanza's  Applied  Mechanics 8vo,  7  50 

Martens's  Handbook  on  Testing  Materials.     (Henning.)     2  vols 8vo,  7  50 

Merrill's  Stones  for  Building  and  Decoration 8vo,  5  oo 

Merriman's  Text-book  on  the  Mechanics  of  Materials 8vo,  4  oo 

Strength  of  Materials , i2mo,  i  oo 

Metcalf' s  SteeL     A  Manual  for  Steel-users i2mo,  2  oo 

Patton's  Practical  Treatise  on  Foundations 8vo,  5  oo 

Rockwell's  Roads  and  Pavements  in  France i2mo,  i  25 

Smith's  Wire :  Its  Use  and  Manufacture Small  4to,  3  oo 

Materials  of  Machines i2mo,  i  oo 

Snow's  Principal  Species  of  Wood 8vo,  3  50 

Spalding's  Hydraulic  Cement I2mo,  2  oo 

Text-book  on  Roads  and  Pavements I2mo,  2  oo 

Thurston's  Materials  of  Engineering.     3  Parts 8vo,  8  oo 

Part  I. — Non-metallic  Materials  of  Engineering  and  Metallurgy 8vo,  2  oo 

Part  H.— Iron  and  Steel 8vo,  3  50 

Part  III. — A  Treatise  on  Brasses,  Bronzes,  and  Other  Alloys  and  their 

Constituents 8vo,  2^50 
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Thurston's  Text-book  of  the  Materials  of  Construction 8vo,  5  oo 

Tillson's  Street  Pavements  and  Paving  Materials 8vo,  4  oo 

WaddelTs  De  Pontibus.     (A  Pocket-book  for  Bridge  Engineers.) .  .  i6mo,  mor.,  3  oo 

Specifications  for  Steel  Bridges 1 200.0,  i  25 

Wood's  Treatise  on  the  Resistance  of  Materials,  and  an  Appendix  on  the  Pres- 
ervation of  Timber 8vo,  2  oo 

Elements  of  Analytical  Mechanics 8vo,  3  oo 


RAILWAY  ENGINEERING. 

Andre ws's  Handbook  for  Street  Railway  Engineers.     3X5  inches,  morocco,  i  25 

Berg's  Buildings  and  Structures  of  American  Railroads 4to,  5  oo 

Brooks's  Handbook  of  Street  Railroad  Location i6mo.  morocco,  i  50 

Butts's  Civil  Engineer's  Field-book i6mo,  morocco,  2  50 

Crandall's  Transition  Curve i6mo,  morocco,  i  50 

Railway  and  Other  Earthwork  Tables 8vo,  i  50 

Dawson's  "Engineering"  and  Electric  Traction  Pocket-book.    i6mo,  morocco,  4  oo 

Dredge's  History  of  the  Pennsylvania  Railroad:   (1879) Paper,  5  oo 

*  Drinker's  Tunneling,  Explosive  Compounds,  and  Rock  Drills,  4to,  half  mor.,  25  oo 

Fisher's  Table  of  Cubic  Yards Cardboard,  25 

Godwin's  Railroad  Engineers'  Field-book  and  Explorers'  Guide i6mo,  mor.,  2  50 

Howard's  Transition  Curve  Field-book i6mo  morocco  i  50 

Hudson's  Tables  for  Calculating  the  Cubic  Contents  of  Excavations  and  Em- 
bankments    8vo,  i   oo 

Molitor  and  Beard's  Manual  for  Resident  Engineers i6mo.  i  oo 

Nagle's  Field  Manual  for  Railroad  Engineers i6mo,  morocco.  3  oo 

Philbrick's  Field  Manual  for  Engineers i6mo,  morocco,  3  oo 

Pratt  and  Alden's  Street-railway  Road-bed 8vo,  2  oo 

Searles's  Field  Engineering i6mo,  morocco,  3  oo 

Railroad  Spiral. i6mo,  morocco  i   50 

Taylor's  Prismoidal  Formulae  and  Earthwork 8vo,  i  50 

*  Trautwine's  Method  of  Calculating  the  Cubic  Contents  of  Excavations  and 

Embankments  by  the  Aid  of  Diagrams 8vo,  2  oo 

he  Field  Practice  of  [Laying   Out    Circular    Curves   for    Railroads. 

1 2 mo,  morocco,  2  50 

*  Cross-section  Sheet Paper,  25 

Webb's  Railroad  Construction.     2d  Edition,  Rewritten i6mo.  morocco,  5  oo 

Wellington's  Economic  Theory  of  the  Location  of  Railway^ Small  8vo,  5  oo 


DRAWING. 

Barr's  Kinematics  of  Machinery 8vo,  2  50 

*  Bartlett's  Mechanical  Drawing 8vo,  3  oo 

Coolidge's  Manual  of  Drawing *jy9U.ite&Z  w\  i 8vo,  paper,  i  oo 

Durley's  Kinematics  of  Machines 8vo,  4  oo 

Hill's  Text-book  on  Shades  and  Shadows,  and  Perspective 8vo ,  2  oo 

Jones's  Machine  Design: 

Part  I. — Kinematics  of  Machinery 8vo,  i  50 

Part  H. — Form,  Strength,  and  Proportions  of  Parts 8vo,  3  oo 

MacCord's  Elements  of  Descriptive  Geometry 8vo,  3  oo 

Kinematics;  or.  Practical  Mechanism 8vo,  5  oo 

Mechanical  Drawing 4to,  4  oo 

Velocity  Diagrams 8vo,  i  50 

*  Mahan's  Descriptive  Geometry  and  Stone-cutting 8vo,  i  50 

Industrial  Drawing.    (Thompson.) 8vo,  3  50 

Reed's  Topographical  Drawing  and  Sketching 4to,  5  o» 


Reid's  Course  in  Mechanical  Drawing  ...............................  8vo,    2  oo 

Text-book  of  Mechanical  Drawing  and  Elementary  Machine  Design  .  .  8vo,    3  oo 
Robinson's  Principles  of  Mechanism  ................................  8vo,    3  oo 

Smith's  Manual  of  Topographical  Drawing.     (McMillan.)  ..............  8vo, 

Warren's  Elements  of  Plane  and  Solid  Free-hand  Geometrical  Drawing.  .  i2mo, 
Drafting  Instruments  and  Operations  ...........................  i2mo, 

Manual  of  Elementary  Projection  Drawing  .....................  i2mo, 

Manual  of  Elementary  Eroblems  in  the  Linear  Perspective  of  Form  and 


Shadow 


oo 

Plane  Problems  in  Elementary  Geometry  .......................  i2mo,  '     25 

Primary  Geometry  .........................................  i2mo,  75 

Elements  of  Descriptive  Geometry,  Shadows,  andlPerspective  .    .....  8vo,  3  So 

General  Problems  of  Shades  and  Shadows  ........................  8vo,  3  oo 

Elements  of  Machine  Construction  and  Drawing  ..................  8vo,  7  So 

Problems.  Theorems,  and  Examples  in  Descriptive  Geometrv  ........  8vo,  2  50 

Weisbach's  Kinematics  and  the  Power  of  Transmission.       v  Hermann  an* 

Klein.)  ................................................  8vo,  5  oo 

Whelpley's  Practical  Instruction  in  the  Art  of  Letter  Engraving  ........  i2mo,  2  oo 

Wilson's  Topographic  Surveying  ....................................  8vo,  3  50 

Free-hand  Perspective  ........................................  8vo,  2  50 

Free-hand  Lettering.     (In  preparation.} 

Woolf's  Elementary  Course  in  Descriptive  Geometry  .............  Large  8vo,  3  oo 


'ELECTRICITY  AND   PHYSICS. 

Anthony  and  Brackett's  Text-book  of  Physics.  (Magie.) Small  8vo,  3  oo 

Anthony's  Lecture-notes  on  the  Theory  of  Electrical  Measurements 1 2mo,  i  oo 

BenjaminVHistory  of  Electricity 8vo,  3  oo 

Voltaic  CelL 8vo,  3  oo 

Classen's  Quantitative  Chemical  Analysis  by  Electrolysis.  (Boltwood.).  .8vo,  3  oo 

Crehore  and  Squier's  Polarizing  Photo-chronograph 8vo,  3  oo 

Dawson's  "Engineering"  and  Electric  Traction  Pocket-book. .  xorno,  morocco,  4  oo 

Flather's  Dvnamometers,  and  the  Measurement  of  Power 121110,  3  oo 

Gilbert's  De  Magnete.  (Mottelay.) 8vo,  2  50 

Holman's  Precision  of  Measurements 8vo,  2  oo 

Telescopic  Mirror-scale  Method,  Adjustments,  and  Tests Large  8vo  75 

Lanaauer's  Spectrum  Analysis.  (Tingle.) 8vo,  3  oo 

Le  Chatelier's  High-temperature  Measurements.  (Boudouard — Burgess. )i2mo,  3  oo 

Lob's  Electrolysis  and  Electrosynthesis  of  Organic  Compounds.  (Lorenz.)  i2mo,  i  oo 

*  Lyons's  Treatise  on  Electromagnetic  Phenomena.    Vols.  I.  and  il.  8vo,  each,<  6.00 

*  Michie.     Elements  of  Wave  Motion  Relating  to"Sound>nd  Light 8vo,  4  oo 

Niaudet's  Elementary  Treatise  on  Electric  Batteries.     (FishoacK.) 12 mo,  2  50 

*  Parshall  and  Hobart's  Electric  Generators Small  4to.  half  morocco,  10  oo 

*  Rosenberg's  Electrical  Engineering.   (Haldane  Gee — Kinzbrunner.) 8vo,  I  50 

Ryan,  Norris,  and  Hoxie's  Electrical  Machinery.     (In  preparation. • 

Thurston's  Stationary  Steam-engines 8vo,  a  50 

*  Tillman's  Elementary  Lessons  in  Heat 8vo,  i  50 

Tory  and  Pitcher's  Manual  of  Laboratory  Physics Small  8vo,  2  oo 

Ulke's  Modern  Electrolytic  Copper  Refining 8vo,  3  oo 


LAW. 

*iDavis's  Elements  of  Law 8vo,  2  50 

*  Treatise  on  the  Military  Law  of  United  States 8vo,  7  oo 

*  Sheep,  7  50 
Manual  for  Courts-martial i6mo,  morocco,  i  50 


Wait's  Engineering  and  Architectural  Jurisprudence 8vo,  6  oo 

Sheep,  6  50 

Law  of  Operations  Preliminary  to  Construction  in  Engineering'and  Archi- 
tecture      8vo,  5  oo 

Sheep,  5  So 

Law  of  Contracts . 8vo,  3  oo 

Winthrop's  Abridgment  of  Military  Law i2mo,  2  50 


MANUFACTURES. 

Bernadou's  Smokeless  Powder — Nitro-cellulose  and  Theory  of  the  Cellulose 

Molecule i2mo,  2  50 

Bolland's  Iron  Founder i2mo,  2  50 

"  The  Iron  Founder,"  Supplement. i2mo,  2  50 

Encyclopedia  of  Founding  and  Dictionary  oflFoundry  Terms  Used,  in  the 

Practice  of  Moulding i2mo,  3  oo 

Eissler's  Modern  High  Explosives 8vo,  4  oo 

Eff rent's  Enzymes  and  their  Applications.     (Prescott.) 8vo,  3  oo 

Fitzgerald's  Boston  Machinist i8mo,  i  oo 

Ford's  Boiler  Making  for  Boiler  Makers i8mo,  i  oo 

Hopkins's  Oil-chemists'  Handbook 8vo,  3  oo 

Keep's  Cast  Iron 8vo,  2  50 

Leach's  The  Inspection  and  Analysis  of  Food  with  SpeciallReference  to  State 

Control.     (In  preparation.) 

Metcalf's  Steel    A  Manual  for  Steel-users i2mo,  2  oo 

Metcalfe's  Cost  of  Manufactures— And  the  Administration    of  Workshops, 

Public  and  Private 8vo,  5  oo 

Meyer's  Modern  Locomotive  Construction 4to,  10  oo 

*  Reisig's  Guide  to  Piece-dyeing 8vo,  25  op 

Smith's  Press-working  of  Metals 8vo,  3  oo 

Wire:  Its  Use  and  Manufacture Small  4to,  3  oo 

Spalding's  Hydraulic  Cement i2mo,  2  oo 

Spencer's  Handbook  for  Chemists  of  Beet-sugar  Houses i6mo,  morocco,  3  oo 

Handbook  tor  sugar  Manufacturers  and  their  Chemists.. .  i6mo,  morocco,  2  oo 
Thurston's  Manual  of  Steam-boilers,  their  Designs,  Construction  and  Opera- 
tion  8vo,  s  oo 

*  Walke's  Lectures  on  Explosives 8vo,  4  oo 

West's  American  Foundry  Practice I2tno,  2  50 

Moulder's  Text-book I2mo,  2  50 

Wiechmann's  Sugar  Analysis Small  8vo,  2  50 

Wolff's  Windmill  as  a  Prime  Mover 8vo,  3  oo 

Woodbury's  Fire  Protection  of  Mills 8vo,  2  50 


MATHEMATICS. 

Baker's  Elliptic  Functions 8vo,  i  50 

*  Bass's  Elements  of  Differential  Calculus i2mo,  4  oo 

Briggs's  Elements  of  Plane  Analytic  Geometry i2mo,  oo 

Chapman's  Elementary  Course  in  Theory  of  Equations i2mo,  50 

Compton's  Manual  of  Logarithmic  Computations 12 mo,  50 

Davis's  Introduction  to  the  Logic  of  Algebra 8vo,  50 

*  Dickson's  College  Algebra Large  i2mo,  50 

*  Introduction  to  the  Theory  of  Algebraic  Equations   Largeli2mo,  25 

Halsted's  Elements  of  Geometry 8vo,  i  75 

Elementary  Synthetic  Geometry 8vo.  i  50 
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•Johnson's  Three-place  Logarithmic  Tables:    Vest-pocket  size paper,  15 

100  copies  for  5  oo 

*  Mounted  on  heavy  cardboard,  8  X 10  inches,  25 

10  copies  for  2  oo 

Elementary  Treatise  on  the  Integral  Calculus Small  8vo,  i  50 

Curve  Tracing  in  Cartesian  Co-ordinates i2mo,  i  oo 

Treatise  on  Ordinary  and  Partial  Differential  Equations Small  8vo,  3  50 

Theory  of  Errors  and  the  Method  of  Least  Squares i2mo,  i  50 

*  Theoretical  Mechanics i2mo,  3  oo 

Laplace's  Philosophical  Essay  on  Probabilities.     (Tniscott  and  Emory.)  i2mo,  2  oo 

*  Ludlow  and  Bass.     Elements  of  Trigonometry  and  Logarithmic  and  Other 

Tables 8vo,  3  oo 

Trigonometry  and  Tables  published  separately Each,  2  oo 

Maurer's  Technical  Mechanics.     (In  preparation.) 

Memman  and  Woodward's  Higher  Mathematics 8vo,  5  oo 

Merriman's  Method  of  Least  Squares 8vo,  2  oo 

Rice  and  Johnson's  Elementary  Treatise  on  the  Differential  Calculus .  Sm.,  8vo,  3  oo 

Differential  and  Integral  Calculus.     2  vols.  in  one Gmall  8vo,  2  50 

Wood's  Elements  of  Co-ordinate  Geometry 8vo,  2  oo 

Trigonometry:  Analytical,  Plane,  and  Spherical 12 mo,  i  oo 

MECHANICAL   ENGINEERING. 

MATERIALS  OF  ENGINEERING,  STEAM-ENGINES  AND  BOILERS. 

Baldwin's  Steam  Heating  for  Buildings 121110,  2  50 

Barr's  Kinematics  of  Machinery 8vo,  2  50 

*  Bartlett's  Mechanical  Drawing 8vo,  3  oo 

Benjamin's  Wrinkles  and  Recipes I2mo,  2  oo 

Carpenter's  Experimental  Engineering 8vo,  6  oo 

Heating  and  Ventilating  Buildings 8vo,   4  oo 

Clerk's  Gas  and  Oil  Engine Small  8vo,    4  oo 

Coolidge's  Manual  of  Drawing 8vo,    paper,    I  oo 

Cromwell's  Treatise  on  Toothed  Gearing , I2mo,    i  50 

Treatise  on  Belts  and  PuLeys i2mo,    i  50 

Durley's  Kinematics  of  Machines 8vo,   4  oo 

Flather's  Dynamometers  and  the  Measurement  of  Power 12 mo,   3  oo 

Rope  Driving I2mo,    2  oo 

Gill's  Gas  and  Fuel  Analysis  for  Engineers i2mo,    I  25 

Hall's  Car  Lubrication 12010,    i  oo 

Button's  The  Gas  Engine.     (In  preparation.) 
Jones's  Machine  Design: 

Part  I. — Kinematics  of  Machinery 8vo,    i  50 

Part  II. — Form,  Strength,  and  Proportions  of  Parts 8vo,    3  oo 

Kent's  Mechanical  Engineer's  Pocket-book i6mo,    morocco,  5  oo 

Kerr's  Power  and  Power  Transmission 8vo,    2  oo 

MacCord's  Kinematics;  or,  Practical  Mechanism. 8vo,    5  oo 

Mechanical  Drawing 4to,    4  oo 

Velocity  Diagrams 8vo,    i  50 

Mahan's  Industrial  Drawing.    (Thompson.) 8vo,    3  50 

Poole's  Calorific  Power  of  Fuels 8vo,    3  oo 

Reid's  Course  in  Mechanical  Drawing 8vo.    2  oo 

Text-book  of  Mechanical  Drawing  and  Elementary  Machine  Design . .  8vo,    3  oo 

Richards's  Compressed  Air I2mo,    i  50 

Robinson's  Principles  of  Mechanism ,8vo,    3  op 

Smith's  Press-working  of  Metals ,8vo     3  oo 

Thurston's  Treatise  on   Friction  and    Lost  Work  in   Machinery  and   Mil 

Work 8vo,    3  oo 

Animal  as  a  Machine  and  Prime  Motor,  and  the  Laws  of  Energetics  .121110,    i  oo 
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Warren's  Elements  of  Machine  Construction  and  Drawing 8  vo,  7  50 

Weisbach's  Kinematics  and  the  Power  of  Transmission.      Herrmann— 

Klein.) 8vo,  5  oo 

Machinery  of  Transmission  and  Governors.     (Herrmann — Klein.).  ,8vo,  500 

HydrauLcs  and  Hydraulic  Motors.     (Du  Bois.) 8vo,  5  oo 

Wolff's  Windmill  as  a  Prime  Mover '. 8vo,  3  oo 

Wood's  Turbines Svo,  2  50 

MATERIALS  OF  ENGINEERING. 

Bovey's  Strength  of  Materials  and  Theory  of  Structures Svo,  7  50 

Burr's  Elasticity  and  Resistance  of  the  Materials  of  Engineering.     6th  Edition, 

Reset 8vo.  7  50 

Church's  Mechanics  of  Engineering Svo,  6  oo 

Johnson's  Materials  of  Construction Large  8vo,  6  oo 

Keep's  Cast  Iron 8vo  2  50 

Lanza's  Applied  Mechanics 8vo,  7  50 

Martens's  Handbook  on  Testing  Materials.     (Henning.) 8vo,  7  so 

Merriman's  Text-book  on  the  Mechanics  of  Materials 8vo,  4  oo 

Strength  of  Materials i2mo,  i  oo 

Metcalf's  SteeL     A  Manual  for  Steel-users i2mo  2  oo 

Smith's  Wire :  Its  Use  and  Manufacture Small  4to,  3  oo 

Materials  of  Machines 12010,  i  oo 

Thurston's  Materials  of  Engineering 3  vols. ,  Svo,  8  oo 

Part   II.— Iron  and  Steel Svo,  3  50 

Part  HI.— A  Treatise  on  Brasses,  Bronzes,  and  Other  Alloys  and  their 

Constituents Svo,  2  so 

Text-book  of  the  Materials  of  Construction Svo  5  oo 

Wood's  Treatise  on  the  Resistance  of  Materials  and  an  Appendix  on  the 

Preservation  of  Timber Svo,  2  oo 

Elements  of  Analytical  Mechanics Svo,  3  oo 


STEAM-ENGINES  AND  BOILERS. 

Carnot's  Reflections  on  the  Motive  Power  of  Heat.     (Thurston.) i2mo,  I  50 

Dawson's  "Engineering"  and  Electric  Traction  Pocket-book.  .t6mo,  mor.,  4  oo 

Ford's  Boiler  Making  for  Boiler  Makers i8mo,  i  oo 

Goss's  Locomotive  Sparks Svo,  2  oo 

Hemenway's  Indicator  Practice  and  Steam-engine  Economy 12 mo,  2  oo 

Button's  Mechanical  Engineering  of  Power  Plants Svo,  5  oo 

Heat  and  Heat-engines Svo,  5  oo 

Kent's  Steam-boiler  Economy Svo,  4  oo 

Kneass's  Practice  and  Theory  of  the  Injector Svo.  i  50 

MacCord's  Slide-valves Svo,  2  oo 

Meyer's  Modern  Locomotive  Construction 4to,  10  oo 

Peabody's  Manual  of  the  Steam-engine  Indicator i2mo,  i  50 

Tables  of  the  Properties  of  Saturated  Steam  and  Other  Vapors Svo,  i  oo 

Thermodynamics  of  the  Steam-engine  and  Other  Heat-engines Svo,  5  oo 

Valve-gears  for  Steam-engines Svo,  2  50 

Peabody  and  Miller's  Steam-boilers Svo,  4  oo 

Fray's  Twenty  Years  with  the  Indicator Large  Svo,  2  50 

Pupln's  Thermodynamics  of  Reversible  Cycles  in  Gases  and  Saturated  Vapors. 

(Osterberg.) i2mo,  i  25 

Reagan's  Locomotives :  Simple,  Compound,  and  Electric i2mo,  2  50 

Rontgen's  Principles  of  Thermodynamics.     (Du  Bois.) Svo,  5  oo 

Sinclair's  Locomotive  Engine  Running  and  Management .  12 mo,  2  oo 

Smart's  Handbook  of  Engineering  Laboratory  Practice i2mo,  2  50 

Snow's  Steam-boiler  Practice Svo,  3  oo 
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Spangler's  Valve-gears 8vo,    2  50 

Notes  on  Thermodynamics i2mo,    i  oo 

Spangler,  Greene,  and  Marshall's  Elements  of  Steam-engineering 8vo,    3  oo 

Thurston's  Handy  Tables 8vo,    i   50 

Manual  of  the  Steam-engine 2  vols..  8vo     10  oo 

Part  I. — History,  Structuce,  and  Theory 8vo,    6  oo 

Part  II. — Design,  Construction,  and  Operation 8vo,    6  oo 

Handbook  of  Engine  and  Boiler  Trials,  and  the  Use  of  the  Indicator  and 

the  Prony  Brake 8vo     5  oo 

Stationary  Steam-engines 8vo,    2  50 

Steam-boiler  Explosions  in  Theory  and  in  Practice I2mo,    i   50 

Manual  of  Steam-boiler? ,  Their  Designs,  Construction,  and  Operation . 8vo,    5  oo 

Weisbach's  Heat,  Steam,  a  J  Steam-engines.     (Du  Bois.) 8vo,    5  oo 

Whitham's  Steam-engine  I  esign 8vo,    5  oo 

Wilson's  Treatise  on  Steam* boilers.     (Flather.) i6mo,    2  50 

Wood's  Thermodynamics.  Heat  Motors,  and  Refrigerating  Machines. . .  .8vo,    4  oo 


MECHANICS    A.ND   MACHINERY. 

Barr's  Kinematics  ot  Machinery 8vo,    2~5O 

Bovey's  Strength  of  Materials  and  Theory  of  Structures 8vo,    7  50 

Chase's  The  Art  of  Pattern-making 121110,    2  50 

Chordal. — Extracts  from  Letters 1 2mo,    2  oo 

Church's  Mechanics  of  Engineering 8vo     6  oo 

Notes  and  Examples  in  Mechanics 8vo,    2  oo 

Compton's  First  Lessons  in  Metal-working I2mo,    i  50 

Compton  and  De  Groodt's  The  Speed  Lathe i2mo,    i  50 

Cromwell's  Treatise  on  Toothed  Gearing i2mo,    i  50 

Treatise  on  Belts  and  Pulleys i2mo,    i  50 

Dana's  Text-book  of  Elementary  Mechanics  for  the  Use  of  Colleges  and 

Schools i2mo,    i  50 

Dingey's  Machinery  Pattern  Making i2mo,    2  oo 

Dredge's  Record  of  the  Transportation  Exhibits  Building  of  the  World's 

Columbian  Exposition  of  1893 4to,  half  morocco,    5  oo 

Du  Bois's  Elementary  Principles  of  Mechanics :  % 

Vol.     I. — Kinematics 8vo,    3  50 

Vol.   II.— Statics 8vo,    4  oo 

Vol.  III.— Kinetics 8vo,    3  50 

Mechanics  of  Engineering.     Vol.  I Small  4to,      7  50 

VoL*II Small  4to,    10  oo 

Durley's  Kinematics  of  Machines 8vo,    4  oo 

Fitzgerald's  Boston  Machinist 1 6mo,    i  oo 

Flather's  Dynamometers,  and  the  Measurement  of  Power 12 mo,    3  oo 

Rope  Driving I2mo,    2  oo 

Goss's  Locomotive  Sparks 8vo,    2  oo 

Hall's  Car  Lubrication i2mo,    i  oo 

Holly's  Art  of  Saw  Filing i8mo         75 

*  Johnson's  Theoretical  Mechanics lamo,    3  oo 

Statics  by  Graphic  and  Algebraic  Methods 8vo,    2  oo 

Jones's  Machine  Design: 

Part   I. — Kinematics  of  Machinery 8vo,    i  50 

Part  H. — Form,  Strength,  and  Proportions  of  Parts 8vo,    3  oo 

Kerr's  Power  and  Power  Transmission 8vo,    2  oo 

Lanza's  Applied  Mechanics 8vo,    7  50 

MacCord's  Kinematics;  or,  Practical  Mechanism 8vo,    5  oo 

Velocity  Diagrams 8vo,    x  50 

Maurer's  Technical  Mechanics.     (In  preparation.) 
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Merriman's  Text-book  on  the  Mechanics  of  Materials 8vo,  4  oo 

*,Michie's  Elements  of  Analytical  Mechanics 8vo,  4  oo 

Reagan's  Locomotives:  Simple,  Compound,  and  Electric lamo,  2  50 

Reid's  Course[in  Mechanical  Drawing 8vo,  2  oo 

Text-book  of^Mechanical  Drawing  and  Elementary  Machine  Design . .  8vo,  3  oo 

Richards's  Compressed  Air .i2mo,  i  50 

Robinson's  Principles  of  Mechanism 8vo,  3  oo 

Ryan,  Norris,  and  Hoxie's  Electrical  Machinery.     (In  preparation.) 

Sinclair's  Locomotive-engine  Running  andiManagement i2mo,  2  oo 

Smith's  Press-working  of  Metals 8vo,  3  oo 

^      Materials  of  Machines i2mo,  i  oo 

Spangler,  Greene,  and  Marshall's  Elements  of  Steam-engineering. 8vo,  3  oo 

Thurston's  Treatise  on  Friction  and  Lost  Work  in  Machinery  and  Mill 

Work 8vo,  3  oo 

Animal  as  a  Machine  and  Prime  Motor,  and  the  Laws  of  Energetics.  i2mo,  i  oo 

Warren's  Elements  of  Machine  Construction  and  Drawing 8vo,  7  50 

Weisbach's    Kinematics!  and    the   Power  of    Transmission.     (Herrmann — 

Klein.) 8vo,  5  oo 

Machinery  of  Transmission  and  Governors.     (Herrmann — Klein.). 8vo,  5  oo 

Wood's  Elements  of  Analytical  Mechanics 8vo,  3  oo 

Principles  of  Elementary  Mechanics i2mo,  i  25 

Turbines 8vo,  2  50 

The  World's  Columbian  Exposition  of  1893 4to,  i  oo 

METALLURGY. 

Egleston's  Metallurgy  of  Silver,  Gold,  and  Mercury: 

Vol.   I.— Silver 8vo,  7  So 

Vol.   II. — Gold  and  Mercury 8vo,  7  50 

**  Iles's  Lead-smelting.     (Postage  9  cents  additional.) i2mo,  2  50 

Keep's  Cast  Iron 8vo,  2  50 

Kunhardt's  Practice  of  Ore  Dressing  in  Europe 8vo,  i  50 

Le  Chatelier's  High-temperature  Measurements.  (Boudouard — Burgess.) .  i2mo,  3  oo 

Metcalf 's  Steel.     A  Manual  for  Steel-users i2mo,  2  oo 

Smith's  Materials  of  Machines i2mo,  i  oo 

Thurston's  Materials  of  Engineering.    In  Three  Parts 8vo,  8  oo 

Part  II.— Iron  and  Steel 8vo,  3  So 

Part  III. — A  Treatise  on  Brasses,  Bronzes,  and  Other  Alloys  and   their 

Constituents 8vo,  2  50 

Ulke's  Modern  Electrolytic  Copper  Refining 8vo,  3  oo 

,,.,,...11 

MINERALOGY. 

Barringer's  Description  of  Minerals  of  Commercial  Value.     Oblong,  morocco,  2  50 

Boyd's  Resources  of  Southwest  Virginia 8vo,  3  oo 

Map  of  Southwest  Virginia Pocket-book  form,  2  oo 

Brush's  Manual  of  Determinative  Mineralogy.     (Penfield.) 8vo,  4  oo 

Chester's  Catalogue  of  Minerals .8vo,  paper,  r  bo 

Cloth,  i  25 

Dictionary  of  the  Names  of  Minerals 8vo,  3  50 

Dana's  System  of  Mineralogy Large  8vo,  half  leather,  12  50 

First  Appendix  to  Dana's  New  "System  of  Mineralogy.". . .  .Large  8vo,  i  oo 

Text-book  of  Mineralogy ......; .8vo,  4  oo 

Minerals  and  How  to  Study  Them . . . ; i2mo,  i  50 

Catalogue  of  American  Localities  of  Minerals Large  8vo,  i  oo 

Manual  of  Mineralogy  and  Petrography .:.......  121110,  2  oo 

Egleston's  Catalogue  of  Minerals  and  Synonyms ...  8vo, '  2  50 

Hussak's  The  Determination  of  Rock^forming  Minerals.     (Smith.)  Small  8vo,  2  oo 
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*  Penfield's  Notes  on  Determinative  Mineralogy  and  Record  of  Mineral  Tests. 

8vo,  paper,  o  50 
Rosenbusch's   Microscopical   Physiography   of   the    Rock-making   Minerals. 

(Iddings.) 8vo,  5  oo 

*  Tillman's  Text-book  of  Important  Minerals  and  Docks 8vo,  2  oo 

Williams's  Manual  of  Lithology 8vo,  3  oo 

ni(P  "rt 
MINING. 

Beard's  Ventilation  of  Mines 1 2010,  2  50 

Boyd's  Resources  of  Southwest  Virginia 8vo,  3  oo 

Map  of  Southwest  Virginia Pocket-book  form,  2  oo 

*  Drinker's  Tunneling,  Explosive  Compounds,  and  Rock  Drills. 

4to,  half  morocco,  2500 

Eissler's  Modern  High  Explosives 8vo,  4  oo 

Fowler's  Sewage  Works  Analyses i2mo,  2  oo 

Goodyear's  Coal-mines  of  the  Western  Coast  of  the  United  States 12010,  2  50 

Ihlseng's  Manual  of  Mining 8vo,  4  oo 

**  Iles's  Lead-smelting.     (Postage  QC.  additional.) i2mo,  a  50 

Kunhardt's  Practice  of  Ore  Dressing  in  Europe 8vo,  i  50 

O'Driscoll's  Notes  on  the  Treatment  of  Gold  Ores 8vo,  2  oo 

*  Walke's  Lectures  on  Explosives 8vo,  4  oo 

Wilson's  Cyanide  Processes X2mo,  i  50 

Chlorination  Process I2mo,  i  50 

Hydraulic  and  Placer  Mining I2mo,  2  oo 

Treatise  on  Practical  and  Theoretical  Mine  Ventilation i2mo,  i  25 


SANITARY  SCIENCE. 

Copeland's  Manual  of  Bacteriology.     (In  preparation.) 

Folwell's  Sewerage.     (Designing,  Construction  and  Maintenance.; 8vo,  3  oo 

Water-supply  Engineering. 8vo,  4  oo 

Fuertes's  Water  and  Public  Health i2mo,  i  50 

Water-filtration   Works I2mo,  2  50 

Gerhard's  Guide  to  Sanitary  House-inspection i6mo,  i  oo 

Goodrich's  Economical  Disposal  of  Town's  Refuse Demy  8vo,  3  50 

Hazen's  Filtration  of  Public  Water-supplies 8vo,  3  oo 

Kiersted's  Sewage  Disposal I2mo,  i  25 

Leach's  The  Inspection  and  Analysis  of  Food  with  Special  Reference  to  State 

Control.     (In  preparation.) 

Mason's   Water-supply.     (Considered   Principally   from   a   Sanitary   Stand- 
point.)    3d  Edition,  Rewritten 8vo,  4  oo 

Examination  of  Water.     (Chemical  and  BacteriologicaL) i2mo,  i  25 

Merriman's  Elements  of  Sanitary  Engineering 8vo,  2  oo 

Nichols's  Water-supply.     (Considered  Mainly  from  a  Chemical  and  Sanitary 

Standpoint.)     (1883.) 8vo,  2  50 

Ogden's  Sewer  Design i2mo,  2  oo 


*  Price's  Handbook  on  Sanitation i2mo, 

Richards's  Cost  of  Food.     A  Study  in  Dietaries i2mo, 

Cost  of  Living  as  Modified'by  Sanitary^Science i2mo, 

rtichards  and  Woodman's  Air,  Water,  and  Food  from  a  Sanitary  Stand- 
point  8vo, 

*  Richards  and  Williams's  The  DietarylComputer 8vo, 


50 
oo 
oo 

oo 
So 

Rideal's  Sewage  and  Bacterial  Purification  of  Sewage 8vo,    3  50 

Turneaure  and  Russell's  Public  Water-supplies 8vo,    5  oo 

Whipple's  Microscopy  of  Drinking-water 8vo,   3  50 

Woodhull's  Notes^and  Military  Hygiene 1 6mo,    i  50 
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MISCELLANEOUS. 

Barker's  Deep-sea  Soundings 8vo,  2  oo 

Emmons's  Geological  Guide-book  of  the  Rocky  Mountain  Excursion  of  the 

International  Congress  of  Geologists Large  8vo,  i  50 

Fen-el's  Popular  Treatise  on  the  Winds. . .    8vo,  4  oo 

Haines's  American  Railway  Management. i2mo,  2  50 

Mott's  Composition,'Digestibility ,  and  Nutritive  Value  of  Food.    Mounted  chart,  i  25 

Fallacy  of  the  Present  Theory  of  Sound i6mo,  i  oo 

Ricketts's  History  of  Rensselaer  Polytechnic  Institute,  1824-1894.  Small  8vo,  3  oo 

Rotherham's  Emphasized  New  Testament Large  8vo ,  2  oo 

Steel's  Treatise  on  the  Diseases  of  the  Dog 8vo,  3  50 

Totten's  Important  Question  in  Metrology 8vo,  2  50 

The  World's  Columbian  Exposition  of  1893 4to,  i  oo 

Worcester  and  Atkinson.     Small  Hospitals,  Establishment  and  Maintenance, 
and  Suggestions  for  Hospital  Architecture,  with  Plans  for  a  Small 

Hospital i2ino,  i  25 

HEBREW  AND  CHALDEE  TEXT-BOOKS. 

Green's  Grammar  of  the  Hebrew  Language 8vo,  3  oo 

Elementary  Hebrew  Grammar i2mo,  i  25 

Hebrew  Chrestomathy 8vo,  2  oo 

Gesenius's  Hebrew  and  Chaldee  Lexicon  to  the  Old  Testament  Scriptures. 

(TregeUeB.") Small  4to,  half  morocco,  5  oo 

Letteris's  Hebrew  Bible 8vo,  2  25 
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